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Foreword 


T he tremendous research and development effort that went into the 
development of radar and related techniques during World War II 
resulted not only in hundreds of radar sets for military (and some for 
possible peacetime) use but also in a great body of information and new 
techniques in the electronics and high-frequency fields. Because this 
basic material may be of great value to science and engineering, it seemed 
most important to publish it as soon as security permitted. 

The Radiation Laboratory of MIT, which operated under the super- 
vision of the National Defense Research Committee, undertook the great 
task of preparing these volumes. The work described herein, however, is 
the collective result of work done at many laboratories, Army, Navy, 
university, and industrial, both in this country and in England, Canada, 
and other Dominions. 

The Radiation Laboratory, once its proposals were approved and 
finances provided by the Office of Scientific Research and Development, 
chose Louis N. Ridenour as Editor-in-Chief to lead and direct the entire 
project. An editorial staff was then selected of those best qualified for 
this type of task. Finally the authors for the various volumes or chapters 
or sections were chosen from among those experts who were intimately 
familiar with the various fields, and who were able and willing to write 
the summaries of them. This entire staff agreed to remain at work at 
MIT for six months or more after the work of the Radiation Laboratory 
was complete. These volumes stand as a monument to this group. 

These volumes serve as a memorial to the \mnamed hundreds and 
thousands of other scientists, engineers, and others who actually carried 
on the research, development, and engineering work the results of which 
are herein described. There were so many involved in this work and they 
worked so closely together even though often in widely separated labora- 
tories that it is impossible to name or even to know those who contributed 
to a particular idea or development. Only certain ones who wrote reports 
or articles have even been mentioned. But to all those who contributed 
in any way to this great cooperative development enterprise, both in this 
country and in England, these volumes are dedicated. 

L. A. DuBridge. 



Preface 


T he title of the present volume, Electronic Instruments^ carries with it 
the implied adjective “some.” The specific kinds of electronic 
instruments which are treated are electronic analogue computers, instru- 
ment servomechanisms, voltage and current regulators, and pulse test equip- 
ment. Aside from the common denominator indicated hy the title, 
these four types of e<^uipment share claims as important adjuncts to 
many modern radar systems. 

It has been the object of the authors to present both theoretical 
background and practical details of these instruments as they were 
known to the radar engineer. However, the authors believe firmly that 
radar applications of these devices represent only a very small part of 
their field of utility. An attempt has been made to emphasize the sort 
of information which the authors felt would have been most helpful to 
them when they were req[uii'ed to solve problems in the fields represented 
l)y this volume. 

The preservation of the material of this vplume was made possible 
through the foresight of 1. 1. Rabi and L. A. DuBridge, who appointed a 
committee consisting of L. J. Haworth, G. E. Valley, and B. Chance to 
consider the scope and content of a series of books on the general subject 
of electronic circuits. Volumes 17 to 22 of the present series are the 
result of the committee’s survey. At the termination of hostilities an 
intensive writing program, under the leadership of L.N. Ridenour, was 
put into effect. Because of the rapid dissolution of the Radiation 
I.aboratory, an accelerated writing schedule, using as many authors as 
possible, was unavoidable. Even with such a policy many authors made 
real sacrifices in giving up or postponing positions and fellowships in 
order to complete their contributions. The combination of accelerated 
schedules and divided efforts has regrettably resulted in discontinuities in 
the scope and treatment of the material covered, and in many cases has 
led to historical study inadequate for the proper assignment of credit for 

developments reported. /r td ur 

At the termination of the Radiation Laboratory Office of Pub i" 

c.ations, some of the writing, much of the editing, and all of the proof- 
reading of the present volume still remained to be done. Credit for the 
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PREFACE 


completion of this volume belongs in a large degree to the General Pre- 
cision Laboratory Inc., of Pleasantville, N.Y. This Laboratory gener- 
ously permitted one of the technical editors of the present volume to 
devote a large fraction of his time over a period of many months to the 
project, and made available extensive secretarial and drafting assistance. 
In addition, much of the manuscript was read and criticized by other 
members of the staff. Credit is due the many authors who assisted in 
the checking of proofs long after they had left the employ of the Radi- 
ation Laboratory. 

Many of the developments described in this volume are contributions 
from laboratories in the United Kingdom. It is a pleasure to acknowl- 
edge the unstinting support of these British laboratories, and especially 
of Telecommunications Research Establishment (TRE). Through their 
generosity, several experts have visited this country, and have contributed 
much useful information to this and other volumes of the Radiation 
Laboratory Series. Our gratitude for this international cooperation is 
due Sir Robert Watson Watt, W. B. Lewis, B. V. Bowden, T. S. Barton, 
F. C. Williams, and N. F. Moody, and their associates. 

Background material on which parts of this volume are based was 
contributed by H. S. Sack of Cornell University. 

The preparation of manuscript and drawings would have been impos- 
sible without the help of the production department under C. ISTewton; 
the Technical Coordination Group, under Br. Leon Linford; the typing 
pool, under M, Dolbeare and P. Phillips; and the drafting room, under 
Dr. V. Josephson. The authors wish to acknowledge the invaluable 
help of the following editorial assistants, production assistants, and 
secretaries: Louise Rosser, Kora Yan Der Groen, Joan Brown, Helene 
Benvie, Teresa Sheehan, Joan Leamy, Barbara Davidson, and Helen 
Siderwicz, all of the Radiation Laboratory, and Mary Pollock, Nora 
Applegate, and Gordon Clift of General Precision Laboratory. 

The publishers have agreed that ten years after date on which each 
volume in this series is issued, the copyright thereon shall be relin- 
quished, and the work shall become part of the public domain. 


Cambridge, Mass., 
October, 1946 . 


The AxjTHoits. 
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CHAPTER 1 

INTRODUCTION 


By I. A. Gebbnwood, Jk. 


1-1. General Comments on Computers. — Important parts of the 
technology that man is developing are the understanding of relationships 
as formalized in the science of mathematics and the application of the 
techniques of this science. In recent years considerable progress has 
been made in the development of devices that aid directly in the applica- 
tion of mathematical techniques. One class of such devices is known as 
“computers,” also referred to as “calculating machines,” “calculators,” 
etc. 


A computer may be defined as a device that performs mathematical 
operations on input data to yield new and generally more useful results. 
The abacus, for example, is a simple kind of manually operated computer 
that has been used for centuries by the Chinese and others as an adding 
machine. The input data of this device are the separate numbers that 
are entered by sliding beads according to definite rules. If this manipula- 
tion is done properly, the mathematical operation of addition of numbers 
is performed, yielding the total in the form of numbers represented by 
bead positions. Computers today range in complexity from devices as 
simple as the abacus to machines filling large rooms with many thousands 
of intricate parts and capable of solving rapidly problems of a very high 
order of complexity or capable of solving simpler problems in large quanti- 
ties with considerable economic savings as compared with other less 
mechanized methods of calculations. 

Applications of Computers . — The Radiation Laboratory has been 
concerned with computers because of the important and intimate rela- 
tionship of computers and military radars. Computers have been used 
as integral parts of systems built around radar for such applications as 
blind bombing, navigation, control of gunfire, radar trainers, etc.^ Pos- 


1 The unique characteristics of radar have usually made it necessary or at least 
desirable to use special computers designed to use the radar information to fullest 
advantage. For example, early ship-to-ship fire-control computers were designed to 
take full advantage of accurate optical azimuth data hut to accept poor range data; 
fire-control radar, with its excellent range accuracy but only fair azimuth accuracy 
required completely different computers for maximum effectiveness. Iladars arc also 
modified for integration with computers. For example, the LAB (low-altitude bomb- 
ing) radar and computer equipment that achieved such spectacular results against 

3 
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sible uses for computers are both numerous and of far-reaching technical 
consequence. Vannevar Bush has remarked^ that “ the world has arrived 
at an age of cheap complex gadgets of great reliability/^ citing 30-cent 
radio tubes as examples. This quotation, the authors believe, may well 
be used to summarize the present or near-future status of the computer 
field. Of course, “cheap’’ is here understood to mean cheap in compari- 
son with savings effected or in relation to value of goods produced with 
the assistance of computers. Among the possible uses of computers are 
numerical solution of scientific and engineering problems, ^ industrial 
process control computations, conduct of purely mathematical research, 
transformations of data in physical measurements, and, in general, sub- 
stitution of mechanization for specialized human operations. The process 
control field appears to be particularly fertile and is relatively unex- 
ploited from the standpoint of equipment whose operation is based on 
more than just simple linear functions of a very limited number of meas- 
ured variables. The design of large aircraft is providing an expanding 
field for computer applications, for lightweight devices improving the 
efficiency'and safety of aircraft operation are of great economic importance. 
It is anticipated that computers will be developed and used in large air- 
craft for automatic solutions of all or major parts of the following prob- 
lems: navigation, air-traffi.c control, engine efficiency, etc. 

A word regarding the more distant future may be of interest, even if 
risky. Without exceeding a reasonable extrapolation of known tech- 
niques, one may speculate on the possibilities of desk-size machines con- 
taining the equivalent of whole libraries and capable of high-speed selection 
and cross indexing,® machines that perform simple associative rea- 
soning, machines that type spoken words, machines that translate one 
language into another, etc. Even that favorite of the cartoonists, the 
“mechanical man” that can beat its human master in a chess game, can- 
not be said to be an impossibility. 

Reasons for Using Computers . — Computers are presently used and can 
be used for a variety of reasons. In some cases the problems that must 
be solved are too difficult for simple methods of numerical solution. A 
differential analyzer,^ for example, is capable of giving numerical solu- 


Japanese shipping in the recent war used a special bombardier’s radar indicator with 
computer-controlled sweeps and electronic markers. 

1 V. Bush, '‘As We May Think,” Atlantic Monthly, 176, No. 7, 101-108, July 1945. 

2 An example chosen at random from many such devices described in the literature 
is C. E. Berry, et al., “A Computer for Solving Linear Simultaneous Equations,” 
Jour. Applied Phys., 17, 262-272, April 1946. 

3 The “memex” of V. Bush’s stimulating article, loc. cit. 

* See, for instance, V. Bush and S. H. Caldwell, " A New Type of Differential 
Analyser,” Jour. Franklin Inst., 240, 255, October 1945. 
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tions of differential equation problems that are impractical (usually for 
economic reasons) to solve by other means. This valuable research tool 
has stimulated activity in the mathematical fields where ordinary proc- 
esses of analysis are severely limited. As Bush and Caldwell point out, 
the way is open f (u- the creation and practical use of new functions defined 
only by their differential equations. To this should be added functions 
defined only by implicit equations.’^ Certain mathematical processes, 
such as adding long columns of figures, may be simple but very tedious; 
devices such as adding machines are useful for handling this type of work. 
Sometimes a very rapid solution of an involved problem is required. 
For example, compilation of a ballistic table by unmechanized computing 
methods might take man-years to complete; with the right computing 
equipment the entire job can be done with a few man-days or man-weeks. 
Computers are often used merely to simplify complicated procedures or to 
present data in a more convenient form. One important advantage of 
many computers — and paiticiilarly so of those which this book will 
emphasize — is that they will do their work unattended or with little 
manual supervision. For example, the computing mechanisms associ- 
ated with radar or visxial bombsights will do a large part of the ‘'thinking'’ 
that is needed to solve the somewhat involved geometry of the bombing 
problem. The ability of computers to work unattended is of utmost 
importance in the field of automatic process control, where it may be 
necessary to perform certain mathematical operations on input data in 
order to arrive at the cori'cct information for actuating the control mem- 
ber of the sj^stem. The ability of computers to work unattended is a 
major economic consideration in this field. 

1*2. Types of Computers and Computer Elements- — It is of interest 
to classify the various types of computers and computer elements. Such 
a classification will l)e referred to in the following section where the scope 
of this treatment will be discussed. Four useful types of classification 
are 


1 . 

2 . 

3. 

4. 


Automatic vs. manually operated. 

Electronic and electromechanical vs. purely mechanical. 
Digital vs. analogue. 

Single-purpose vs. multipurpose. 


Manual vs. Automatic Computers . — The abacus has already been listed 
as a simi)le example of a manually operated computer, without definition. 
A "manually operated computer” is defined as one in which most of the 


^ It is true that such equations can usually be written as differential equations and 
solved as such on a differential analyiser. This particular type of inathenvatical 
rearrangement, however, is not essential to the design of computers solving implicit 
equations by the techniques to be described; hence the distinction. 
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mampulation of data is done by manual operation, while an ^‘automatic 
computer” is one in which most of the manipulation of data is done with- 
out manual assistance other than entering the input data and receiving 
the output data. Thus, a simple slide rule is a manually operated com- 
puter. If a series of slide rules were connected together by motors and 
other gadgetry to perform something more than the simple operations 
that may be done with a slide rule by itself, then there would result an 
example of an automatic computer. The distinction between the two 
computer types, although admittedly not clear-cut, does serve a useful 
purpose in roughly subdividing the general field of computing mecha- 
nisms. As will be explained below, the contents of Part I of this 
volume are limited principally to automatic computers and computer 
elements. 

Electronic and Electromechanical vs. Purely Mechanical Computer 
Elements. — This distinction is of interest, for it means a major difference 
in the background and facilities required to design and produce these two 
types of computer elements. There are fairly distinct characteristics 
that can be associated with each type of element; these will be discussed 
in some detail in Sec. 2T1. The difference between these two types of 
computer elements is also important in connection with the emphasis of 
this treatment, as discussed in Sec. 1-3. 

Digital vs. Analogue Computers. — In considering the subject of com- 
puters, one is immediately concerned with the concept of quantity and 
magnitude. There are three ideas associated with this concept: (1) the 
thing described, that is, length, voltage, etc.; (2) the unit, that is, feet, 
volts, etc.; and (3) the number of units, that is, 10 ft., 12 volts, etc. 
Quantity in a strict mathematical sense is a very abstract concept. In a 
computer the representation of quantity must be specific. In the way 
that it is specific, computers may be divided into two categories: those 
which deal with continuously variable physical magnitudes and those 
which deal with magnitudes expressed as a number of digits. The first 
type will be referred to as ‘‘analogue computers”; the second type will 
be referred to as “ digital computers.” Thus, the simple computer shown 
in Fig. IT is an example of an analogue computer. The standard com- 
mercial desk calculating machine may be classified as a digital computer. 
Some of the newer high-speed electronic and electromechanical computers 
operate on the digital principle and will be discussed briefly below and in 
following chapters. 

A fundamental distinction between digital and analogue computers 
is the fact that in digital computers the accuracy is limited only by the 
number of significant figures provided for whereas in analogue computers 
accuracy is limited by the percentage errors of the devices used multiplied 
by the full ranges of the variables that they represent. This difference is so 
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fundamental and so important that it can scarcely be emphasized enough. 
A decision between the two radically different philosophies of design is 
the first step that is made in selecting or designing a computer for a 
specific purpose. If four or five or more significant figures are required 
in computations, analogue computers are usually simply not good enough 
and digital devices must be used. Where two, three, or four significant 
figures are all that are required, analogue 
computers may be far simpler than digital 
computers, and it would be foolish to pay 
in complexity for the digital computers’ 
unused ability to handle more significant 
figures. 

Analogue computers represent a gen- 
eral method that has numerous applica- 
tions, namely, the use of one physical 
system as a model for another system, 
more difiicult to construct or measure, that 
obeys equations of the same form. Ex- 

amples of applications of the general Fic. i-i. — simple bridijce computer 

method that might be called analogue ® 

computers but are generally not thought of as such are the use of elec- 



trolytic troughs to represent certain systems involving functions of a 
complex variable and the use of equivalent electrical networks to 
represent complicated differential equations.^ 

Single-'pur'pose vs. Multipurpose Elements . — The type of computer 
generally used in bombsights, fire-control equipment, process control, 
etc., consists of a group of elements each of which performs a single 
mathemati(‘,al operation, the data passing through each element only 
once. The presence of feedback loops is not considered an exception to 
this statement. Such elements may be called ‘ ' single-purpose elements.’' 
Computers are also built on a different and very interesting philosophy. 
This type of computer involves a relatively small number of simple 
adding, subtracting, and memorizing elements. Data are switched 
thi’ough these elements in a complicated fashion by a control or program- 
ming center, which is usually operated by a coded tape or its eciui valent. 
This concept has been used in many of the interesting high-speed digital 
computers that have been developed for the numerical solution of 
complex mathematical problems as aids to scientific and engineering 
researches. Among the important examples of this type of computer 
are the IBM-Harvard University electrically controlled mechanical com- 


1 G. Kron, “Numerical Solutions of Ordinary and Partial Differential Equations 
by Means of Equivalent Circuits,” Jour. Applied Phys., 16, 172-186, March 1946. 
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puter^ and the electronic computers developed at the University of 
Pennsylvania. 2 

When several sets of data are sent through a multipurpose element, it 
is necessary to keep them separated. Coding for identification of data 
may be accomplished 

1. Through position in time of pulses relative to a timing pulse. 

2. Through amplitude, width, or interval coding of pulses or by other 
wave-shape characteristics. 

3. Through frequency differences. 

Advantages of multipurpose computers at present are flexibility and, 
in the case of electronic types, extremely high speed. Electronic or elec- 
tromechanical computers using multipurpose techniques are usually 
digital devices based on the binary system of numbers rather than the 
decimal system, since only the digits 0 and 1 are used in this system and 
can conveniently be represented by two states of a vacuum tube, namely, 
conducting and nonconducting, by the absence or presence of a pulse in 
a given time interval, or by the two positions of a relay armature. In 
pulse digital computers, numbers are thus represented in the binary 
system by a sequence of pulses and spaces, the pulses corresponding to 
I’s and the spaces corresponding to zeros. Numbers so represented may 
be ^‘remembered’' by injecting them into a system having a transmission 
delay greater than the period of the pulse sequence, the output of such 
a delay being amplified, resynchronized with a master timing standard, 
and reinjected to circulate in such closed cycles indefinitely until called 
up for use. A variety of other memory methods are used or under 
investigation. 

The field of electronic pulse digital computers is one of great research 
interest at this time, for the combination of high-speed operation and 
ability to retain as many significant figures as desired offers exciting 
potentialities. It appears possible to build electronic pulse digital com- 
puters that operate on continuously varying data but in which the neces- 
sary computations are carried out repeatedly at closely spaced time 
intervals. This would give outputs equivalent for most purposes to those 
of continuous (analogue) computers, but with the advantages of speed and 
the extra significant figures that can be carried as compared with analogue 
devices. More is said about speed of computation in Sec. 1-4. 

1*3. Limitations of Scope and Plan of Part I. — The treatment of this 
book is of necessity somewhat limited in scope. Limitations of time and 
personnel have made it seem desirable to concentrate the emphasis of 
this treatment on devices on which the Radiation Laboratory had worked 
or ones with which it was familiar. An attempt has been made, however, 

^ A Manual of Operation for the Automatic Sequence Controlled Calculator, Harvard 
University Press, 1946. 

^ See footnotes, Sec. 3'8, for references. 
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at least to mention other important devices, with references, so that the 
interested reader may pursue further the study of devices not discussed 
in detail. 

The majority of the computers that Part I of this^volume treats may 
be classified its automatic, electronic or electromschanical, analogue com- 
puters, with single-purpose elements. To the extent possible, infor- 
mation on mechanical elements has been included but is not complete 
or detailed. Excluded are such important aids to mathematical com- 
putation as the ordinary commercial desk calculating machine (a mechan- 
ical digital computer). 

Following this introductory chapter will be found discussions on over- 
all design procedure, important design principles, and a discussion of 
various representations of quantities and their characteristics. Other 
chapters will treat isolated operations, groups of operations, and complete 
computers. 

Two goals have been set for I^art I: a listing and explanation of a 
number of devices and methods and a systemization of the analogue 
computer field, including a scheme for “cataloguing” computer elements 
and methods, and a summary of the basic prirujiplcs underlying their 
logical selection and combination. 

1*4. Speed of Computations. — Von Neumann^ points out that for a 
typical binary system multiplication problem carrying eight significant 
decimal digits some 1000 to 1500 steps are required. Using relays with 
reaction times of 5 msec (a lower limit for availal)le relays) roughly 5 to 
8 sec per eight decimal digit multiplication would be recpiired. The 
same multiplication on a fast modern desk computing machine at present 
takes 10 sec, and for standard International Business Machines multi- 
pliers, the time is 6 sec. Some time may be saved in such a process at 
the expense of complexity of equipment. With vacuum tubes, a reac- 
tion time of 1 Atsec now may be readily achieved. With this reaction 
time, the multiplication involving 1000 to 1500 steps would recpdre only 
1 to la msec, far less than any nonva(iuum-tiibc device.'-^ Though this 
discussion applies directly to digital computers, the details of which are 
outside the scope of this book, the general coned vision that electronic 
devices can be much faster than electromecdianivail or mechanical devices 
nevertheless applies to most computing problems. However, extreme 
speed is often not of great importance; and for a wide variety of computer 
purposes, the speeds available with electromechanical and mechanical 
devices are completely adequate. For the remaining cases where very 


J. Von Neumann, “First Draft of a Report on tins EDVAC,’’ Moor<> S<’!hool, 
University of Pennsylvania. See also other reiferences given in footnotes of Sec, 3-8. 

^ D. R. Hartree, “The ENIAC, An Eloctroni(; Oalc.iilating Machine,’" Nature 
(London), 167, 527, Apr. 20, 1946, states that the inultiplicsation of two iminbers of 
10 decimal digits takes “a few milliseconds” with these methods. 
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high speeds are required, the all-electronic devices are fortunately becom- 
ing available. In most of the computing devices with which Part I will 
be concerned, methods of computation are arranged so that only two to 
four significant figures are retained, and the isolated operations described 
have minimum reaction times ranging from a fraction of a millisecond to a 
few seconds. 

1-6. The Computer Problem. — The computer design problem as it 
generally exists may be stated as follows : Given input data of a specified 
nature, range, speed, etc., design a device that will operate on these data 
to give output data of a specified nature, range, speed, etc., and that will 
operate at a specified accuracy under specified service conditions. 

Usually one is faced with the problem of designing a specific computer 
for a specific task, and consideration of flexibility will give way to other 
considerations such as cost, weight, complexity, etc. In many computers 
just the opposite is true: examples are the MIT difierential analyzer, 
the Harvard computer, the University of Pennsylvania vacuum-tube 
computers, and some commercial computing devices. Most of the 
devices with which the Radiation Laboratory has been concerned are 
classed as specialized computers, although in almost every case an attempt 
was made to use standard components or components suitable for 
standardization. 

Throughout this book there will be frequent discussions of design 
factors applying to the design of some special device. In the interests 
of compactness, a master list of design factors has been prepared and 
will be found in Chap. 19. When practical, this list will be referred to 
for the majority of the design factors applying to any specific device, 
leaving for detailed discussion only those factors of special importance 
to the specific device. In applying the master design-factor list to any 
specific device, it will, of course, be found that many factors do not apply. 
These are generally obvious, however, and it is felt that the advantages 
of a reasonably complete design-factor '‘check list” will be of sufficient 
practical assistance to the designer to outweigh such lack of universality. 

1-6. Summary. — Computers are defined; examples given; and uses 
discussed. Four types of classifications of computers and computer 
elements are mentioned: automatic vs. manual, electronic or electro- 
mechanical vs. mechanical, digital vs. analogue, and single-purpose vs. 
multipurpose. It is stated that the emphasis of Part I will be on auto- 
matic, electronic and electromechanical, analogue, single-purpose com- 
puters and computer elements. Speed of computing is mentioned, with 
the conclusion that where very high speeds are required, electronic 
computers should be considered but that for a very wide range of appli- 
cations speeds available with electromechanical computers are adeq\iate. 
The usual problem of computer design is mentioned. 



CHAPTER 2 
COMPUTER DESIGN 

By I. A. Gkeenwood, Jr., and D. MacRae, Jr.^ 

2-1. Intro ductioa. — The usual problem with which the computer 
designer is faced is discussed in Sec. 1*5. This chapter will summarize a 
systematic procedure for designing computers. Although this procedure 
is arbitrary and subject to the readers’ revisions to suit the readers’ needs 
and temperament, it has nevertheless been found to be both useful and 
expeditious in the long run. This procedure summary is followed by a 
presentation of some of the more important basic principles and techniques 
used in computers. The chapter concludes with a discussion of the sub- 
ject of representation of quantity and includes a brief comparison of the 
characteristics of some of the more important types of data representa- 
tion used in electronic and electromechanical computers. 

DESIGN PROCEDURE 

2-2. Summary of a Systematic Design Procedure. — Systematic 
procedure for designing electronic and electromechanical computers is 
presented in the present section. Reference is made to Ghap. 7 wherein 
a sample computer design is discussed in terms of this design procedure. 
Reference is also made to Chap. 19, in which the subject of electronic 
engineering is discussed from a more general standpoint. 

Preliminary Information.— In starting the design of a computer, the 
designer must have specific information as to what is to be computed. 
This statement sounds trite, yet it contains an important truth. The 
translation of an operational need, often vague, into computer specifica- 
tions may be a difficult task, requiring a high caliber of professional 
judgment. It should preferably be done by or in close consultation with 
the person or team that is charged with the computer design. It fre- 
quently turns out that over-all specifications need revision after a design 
has been carried along. It is profitable for the designer always to keep 
in mind the operational need as well as the final over-all specifications. 
Included in the specifications should be such things as the characteristics 
of the inputs and outputs and a complete list of the design limitations 

^ Section 2*6 is by I. A. Greenwood, Jr., and D. MacRae, Jr. The rest of Chap. 2 
by I. A. Greenwood, Jr. 
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and operating conditions that must be met (e.g., cost, design time, tem- 
perature, vibration, etc.). A comprehensive check list of design factors 
will be found in Chap. 19. In starting a design, a designer will want 
to be familiar with a variety of methods and devices for performing iso- 
lated mathematical operations and groups of operations and the basic 
principles and techniques for bringing together these methods and devices 
into a high-quality computer. 

At this point, the designer will wish to draw an over-all functional 
block diagram and to formulate the fundamental computer equations. 
It is worth while to do this very carefully. Some of the methods of 
Sec. 2-3 may be found helpful in this process. 

Creating a Block Diagram . — Having the over-all specification, the 
over-all functional block diagram, and the computer equations, the 
designer is next ready to create a detailed block diagram. The creation 
of a block diagram is an experimental technique in which the designer 
tries fitting together on paper the various blocks at his disposal, using 
the principles of implicit and explicit functions, error cancellation, etc., 
as discussed in Secs. 2-3 to 2-4, immediately following the present sec- 
tion. That combination of blocks which best satisfies the initial design 
requirements and applicable engineering considerations may be accepted 
as a starting block diagram. It will often be found that the best com- 
puter will combine a number of types of representations of data, such 
as mechanical displacements and rotations, voltages, and impedances. 

Concurrently with the creation of a block diagram over-all scale 
factors should be roughly determined, as they may have a great deal to 
do with the choice of blocks. At this point also it is wise to investigate 
those components or circuits whose performance is critical to the success 
of the block diagram selected. An example of the application of this 
statement is found in Chap. 7. 

In selecting blocks for a block diagram, it is important to consider 
both (1) the possible effects of the block being considered on other blocks 
and linking devices in the complete chain of operations of the computer 
and (conversely) (2) the possible effects of other blocks on the data inputs 
and outputs, scale factors, accuracy, etc., on the block being considered. 

Preliminary Design . — With a block diagram chosen, a preliminary 
design may be made in some detail. The first step in this process is a 
detailed choice of system scale factors and assignment of permissible 
errors to the various blocks. 

At this stage in the design it should be kept in mind that all com- 
ponents which are used in the design should be procurable or capable of 
being manufactured in the quantities desired. It is a common fault of 
designs to carry along too far a scheme using unprocurable components. 
This statement should not be interpreted as arguing against the use of 
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special components where justified; however, where special components 
are used, they must be suitable for production in the quantities desired. 
Naturally, the smaller the quantities the more special may be the com- 
ponents. Very large quantities may also justify special components. 

Detailed Performance Analysis . — A preliminary design having been 
completed, it should be analyzed in some detail for expected performance 
under all operating conditions wherever this is practical in order to make 
sure that all design considerations have been met satisfactorily and 
that reasonable compromises between conflicting factors have been 
effected. 


Detailed Design. If this analysis turns out satisfactorily, the design 
should be worked over in great detail in order to make certain that all 
elements used are consistent with the design considerations. Exact 
and complete specifications and tolerances for all component parts must 
be determined. The design is not completed until this is done; a single 
adveise characteristic of a component may require a new block diagram 
to be chosen. It is the practice of some successful laboratories to 
consider detailed production inspection procedures as essential parts 
of the complete specifications for all components and assembled 
equipments. 


Construction of Model. Either after the theoretical analysis or after 
the detailed analysis of tlie components, a breadboard or prototype model 
should be constructed. Two important functions of a model are (1) to 
serve as a clieck on design calculations and (2) to stimulate further think- 
ing. Models also provide the means for obtaining information that is 
impractical to calculate. An example of such information is stray 
capacitance. A working model is always useful and almost always 
essential when production is being initiated. 

Repetition of Steps. It will generally be found that the entire process 
must be repeated perhaps several times before a really satisfactory final 
design is achieved. 

1 wo of the most important factoi’s in successful computer designing 

(1) Staffing the feel for the proper type of data representation at each 
point in a chain of operations and (2) mastering the techniques of implicit 
solutions by means of feedback loops. In all computer design, experience 
and ingenuity assist one considerably. However, by the exercise of 
only a little extra patience in the process of fitting blocks together on 
paper in the creation of a block diagram and in the execution of detailed 
design, tlie reader new to the field should be able to design satisfactory 
computers tor most technical purposes. The authors maintain that com- 
puter design can and should become a working tool of the modern engi- 
neer and scientist rather than a '‘black art’" available only to a few 
initiates. 
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BASIC PRINCIPLES AND TECHNIQUES ^ 

2*3. Rearrangement of Computer Equations. — Much work can be 
saved and devices of less precision used in the average computer if full 
advantage is taken of the simplification in instrumentation that may be 
effected by juggling the fundamental computer equations. While all 
the methods of mathematics are possible sources for these simplifying 
steps, a few of the more important methods can be listed specifically. 

Among these is the principle that a problem may often best be solved 
in terms of increments from a chosen set of values rather than in terms of 
the full magnitude of the quantities involved. Thus, for example, in a 
computer converting Lor an data to rectangular coordinate data covering a 
small region, it would be desirable to work in terms of distances from an 
origin at the center of the region. This has the advantage that devices 
with fixed percentage errors are operating on quantities whose magnitudes 
are relatively small. 

A frequently useful method of simplification is that of zero shifting. 
Where both positive and negative values of data must be handled, a 
simple renumbering (shift of zero) will allow the same data to be repre- 
sented on a data scale that does not include negative values. There ai’e, 
obviously, many cases where this procedure will not work. Addition of 
constants (shift of zero) has been used in multiplying devices to avoid 
operating with zero inputs to the devices, even though the data go to or 
through zero. A discussion of this point is given by Fry.^ 

A common mathematical procedure of considerable use in computer 
design is that of series expansions and approximation. This method is 
particularly helpful when complicated nonlinear functions must be repre- 
sented. The possibility of series expansions or approximations should 
at least be considered carefully when such functions are encountered. 

For problems in which a point is represented by simple coordinates, 
rectangular, cylindrical, and spherical* coordinates should be considered, 
and the most appropriate selected. In almost every case one of the 
three will be found to have a distinct advantage over the others. The two 
computers of Chap. 7 represent examples of position representation in 
rectangular and spherical coordinates, respectively. Other types of 

1 General references on computers include the following; F. J. Murray, The Theory 
of Mathematical Machines (good bibliography). Kings Crown Press, New'York, 1947; 
M. Fry, “ Designing Computers,” reprinted from Machine Design, August 1945 to 
February 1946, Penton, Cleveland, 1946; H. Ziebolz, Analysis and Design of Translator 
Chains, Askania Regulator Co., Chicago, 1946; A. C. Blaschke, “Solution of Differen- 
tial Equations by Mechanical and Electromechanical Means,” AAF Eng. Div. Report 
TSEPE-673-4, 1946, available as Dept. Commerce No. PB 10298 (bibliography has 
108 listings); and V. Bush, and S. H. Caldwell, “A New Type of Differential Analy- 
ser,” Jour. Franklin Inst, 240, 265, October 1945. 
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coordinate systems may also be considered, of course, but rectangular, 
cylindrical, and spherical coordinates are by far the most common types 
used in computers. 

In generating nonlinear functions, a frequently used technique involves 
the generation of an approximation to the desired function by some very 
simple and reliable device together with a nonlinear element (such as a 
cam) supplying only the correction to the approximation rather than the 
entire quantity being generated. Cams are also used in this manner to 
remove errors when the simple device referred to al:>ove generates the 
function desired, but with insufficient accuracy or with errors introduced 
by external conditions. A good example of this type of cam correction 
of errors is found in the Bendix-Pioneer Flux Gate Compass Master 
Indicator. Another simplification technique, that of implicit functions, 
is treated separately in Sec. 2-5. It is probably the most important of 
the methods available to the computer designer. 

2*4. Explicit Analogue Computers. — ^As has been mentioned in the 
previous chapter, analogue computers operate by identifying variables in 
one physical system with those of a different physical system obeying 
equations of the same form but usually with different constants. It is 
this simple and fairly obvious principle which forms the basis for most of 
the computers that are discussed in the present part of this volume. 
When the fundamental equations cannot be written simply or instru- 
mented readily, implicit analogue technicpies may be required. These 
are discussed in the following section. 

2*6. Implicit Function Techniques. — -Implicit function techniques 
are among the most important tricks used in computer design. Through 
the use of the implicit function techniciues described in this section and 
elsewhere, consideraVffe simplifications and increased accuracy are easily 
achieved in many typical computers. 


Table 2-1. — Cokiiespondino Imclioit a.ni) Kxplkjit Equations 
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Intcp;ration 

Sqiuii'o root 



There are numerous computations for which direct physical analogues 
are inconvenient, insufficiently accurate, or not available but for which 
another method of solution is possible. This other method is similar to 
the mathematical operation of computing the function z = g{x,y) from 
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the defining relation /(a:, 2 /, 0 ) == 0; that is, of deriving an explicit function 
from the corresponding implicit function. It is especially convenient 
when the function f(x,y,z) has a relatively simple instrumentation and 
the function z(x,y) is difficult to instrument. It is used, for example, to 
perform subtraction by means of addition, division by means of multi- 
plication, integration by means of differentiation, and the extraction of 
square roots by means of squaring. The explicit and implicit equations 


X y 



Fig. 2-1. — Solution of implicit function using 
feedback high-gain amplifiei-. 


into a device producing the function 


corresponding to these operations 
are given in Table 2T. 

The simplest method in princi- 
ple of producing the function 2 ; (x, 2 /) 
from the equation / (x,y,z) = 0 is 
to use a high-gain amplifier with 
feedback as shown in Fig. 2T. 
The variables x, y, and z are fed 
f(x,y,z) ; the output is amplified by 


a factor A and fed back as the variable 2 . The result, if the system 


assumes a stable state, is that the device solves the equation 


f{x,y,z') = (1) 

If A is sufficiently high, ^ the device produces values of 2 : such that 


Kx,y,z) « 0. (2) 

The quantity z/ A may be called an ‘‘error signal.'' Thus there is an 
inherent error Az in z which may be expressed by 



Consider, for example, the case of division. This may be accomplished 
either by a device that divides directly or by a device that multiplies, 
used with feedback. In performing any other operation a similar set of 
alternative methods, one with and one without feedback, is often possible. 
A choice between the two alternatives is made on the basis of the usual 
engineering considerations, such as accuracy, cost, availability, com- 
plexity, weight, size, etc. A schematic diagram and a possible instru- 

^ In VoL 18, design procedures are given that are suitable for stabilizing high-gain 
amplifiers. 
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mentation for division using multiplication and feedback are shown in 
Fig. S-2. The input y multiplies the input s. The product yz is then 
subtracted from the input x. Thus in this case f(x,y,z) is a; — yz, and 


Inputs 


Output 



Fig. 2‘2. — Block diagram of comijuter for z = x/y using yz == x. 


^2 


C 


— Amplifier 




Fig. 2*3. — Integrating circuit. 


Network 1 



Fuj. 2-4. — Feedback circuit for general oixn-ational equation. 

the exiplicit function produced by cciuating this to zero is z = x/y. The 
inherent error is 




z _ z 
. ^ ~ 'A\-y) 
Bz 



(4) 


An application of this method to the solution of the equation 


y^ -h sin y X = 0 

is discussed in Sec. 6-1. 

Tliis method may also be used for producing the negative of a voltage 
(Chap. 3) or for integration with respect to time (C!hap. 4). An inte- 
grator circuit is shown in Fig. 2-3. There is again an inherent error due 
to finite gain, best expressed (Chap. 4) in a different way from the above 
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expression. The same method can be used with more complicated 
integro-differential functions. The general circuit of Fig. 2-4 produces 
an approximate solution of the equation 

/i(p)£(ei) = 0, 

where /i(p) — transform expression for admittance of Network 1, 

/aCp) == transform expression for admittance of Network 2, 

£ = the Laplace transformation.^ 

In high-gain feedback circuits, special care must be given to the pre- 
vention of oscillations. The higher the gain the more difficult this 
becomes. The general procedure is to design networks that give the 
desired shape to the loop gain and phase-shift characteristics.- The 
design procedure in this respect is similar to that for servos as discussed 
in Chaps. 9 to 11. 

Feedback with Integration . — Where feedback is used in implicit solu- 
tions, it is often of value to modify the error signal by other than straight 
amplification. Shaping loop gain and phase characteristics to achieve 
stability is one such modification that has already been mentioned. 
A form of such modification is integration of the error signal. If, for 
example, the error signal is used to operate a simple servomechanism 
whose motor forms part of the complete feedback loop and whose speed 
is proportional to the error signal, then integration of the error signal 
with respect to time is achieved. This has the useful effect of eliminating 
(in practice, of reducing) steady-state position errors. This subject is 
discussed in more detail in connection with servo theory in Chaps. 9 to 
11 and by Hall.^ 

Additional integrations or differentiations may also be used to take 
fullest advantage of the data available rather than merely to achieve 
stability when high gain is used. The stability modifications must, of 
coiirse, be made after the integration, etc., modifications have been 
selected. 

Feedback without High Gain . — For some computations it is convenient 
to use a circuit that is somewhat like that of Fig. 2T except that a high- 
gain amplifier is not present. Such a circuit or device is shown sche- 
matically in Fig. 2-5. The equation that it solves is 

f(x,y,z) = 2 . (&) 

1 See Chaps. 9 to 11. In these chapters, the symbol s rather than p is used to 
represent the complex variable. 

2 H. W. Bode, Network Analysis and Feedback Am-plifier Design, Van Nostrand, 
New York, 1945; and YoL 18, Radiation Laboratory Series. 

® A. C. Hall, Analysis and Synthesis of Linear Servomechanisms, Technology Press, 
Massachusetts Institute of Technology, 1943. 
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Th.e conditions under wliich this method may be used are that a 
solution exists and that the desired output z may be expressed as a func- 
tion of X, y, and z, this expression 




Ftcj. 2-5. — Peeclbatik circuit without high- 
gain amplifier. 


being of a form suitable for instru- — ^ output 

mentation with available tech- 
niques. If f(x,y,z) contains an j ^ 

additive term z with unity coeffici- f(xyz) < 

ent and its computation involves 

one or more unilateral elements, t t 

then the feedback of z to the point ^ 2/ 

in the /(.'C,?/, 2 ) computations where I'^eeclback circuit without high- 

it is added to the other terms must amphfiei. 

be unilateral; in other cases it may be bilateral. For good operation and 
high accuracy, df/dz should be much larger or much smaller than unity. 
The equation 

e* + 32 + 2 / -h 2a; = 0 (6) 

is readily changed to either of the following forms, 

6^ — H 42 -j- y "t" 2a; = 2 ^ 

gz 2 / _j- 2x _ ^ (7) 

“ " J 

and may be used as such provided the lelt-hand sides of the expressions 
may be instrumented. The etiuation 

gz _j_ y 2x — 0 (8) 

may be changed to the proper form by adding a 2 to each side, becoming 

gz _|_ _[_ 2x + 2 == 2 (9) 

which requires unilateral 2 feedback if any of the operations on the left 
hand side are unilateral. Equation (7) can also be rearranged to such 
forms as 

lri( — 2 a; — y — 82 ) = 2 , ( 10 ) 

which may be used provided the left-hand side of the expression can be 
instrumented. 

A comparison of the two types of feedback connection is of interest. 
When put into the proper form for use in a feedback loop without high 
gain, the resulting ecpiation may be more difficult, as difficult, or easier 
to instrument than the same ecpuxtion in optimum form for the more 
conventional feedback with amplification. The comparative difficulty 
of instrumentation is always an important factor in the choice of a 
method. When appreciable time constants are associated with the 
circuits or devic;es used, the feedback amplifier method assures a faster 
transient response than the no-amplifier method. Usually when the 
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no-feedback amplifier method is used, some means is needed of compen- 
sating for decrease of scale factor due to the instrumentation of the 
various terms of the left-hand side of the equation of the form of Eq. (5) . 
Where electronic circuits are concerned, this may require a stable low- 
gain amplifier, whereas in the feedback amplifier method a high-gain 
amplifier with little restriction on gain variations will suffice. For these 
reasons, a choice between the two alternative amplifiers may often favor 
the latter, although the former is simpler. In mechanical systems, 
mechanical amplifications are similarly to be considered, although here 
the problem of gain stability is not so serious as in the case of electronic 
amplifiers. 

Interchange of Variables , — There are several ways in which the inverse 
of a function can be produced without the use of feedback. Probably 
the simplest is possible in the case of a mechanical function-producing 
device having two shafts that may be used alternately as input and, 
output. One device of this sort is the combination of a cone and a 
cylinder by a wire that winds onto one as it unwinds from the other; 
this device can be used to produce either squares or square roots. The 
interchange of mechanical inputs and outputs is limited by the nature 
of the function produced; if in some region the derivative of output with 
respect to input is nearly zero, the variables cannot be interchanged in 
that region. 

Another type of interchange of variables occurs in the case of some 
two-terminal electrical devices with special voltage-current character- 
istics. Ordinarily the voltage is considered to be the independent 
variable and current the dependent variable, as in the case of diodes, 
triodes, and crystals. If a current generator rather than a voltage 
generator is used, however, the inverse function may be produced. This 
procedure is used in the logarithmic multiplying device of Chap. 5, in 
which the exponential grid-current characteristic of a triode is used with 
a high grid resistor to produce the inverse function, a logarithm. 

A third method of interchanging variables finds particular application 
to computation with periodic waveforms. If a repeated voltage wave- 
form is compared by means of an amplitude comparison device (Vol. 
19, Chap. 9) with an input voltage, a pulse or other indication of tlie 
time of coincidence may be obtained. If the original waveform is a 
given function of time, this same function of a slowly varying input 
voltage may be obtained by time selection (Vol. 19, Chap. 10). Thus, 
for example, a parabolic waveform can be used to produce either squares 
or square roots. 

The principle of repeated functions with amplitude comparison to 
compute inverse functions or with time selection to obtain direct func- 

iSec. 5- 11. 
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tions may be applicable in a number of ways to a wide range of problems, 
although its use is not widespread. Its principal disadvantage, apart 
from considerations such as complexity, is that of the time required for 
the repetition period of the repeated function. An interesting applica- 
tion of this principle is found in the Keinath sweep balance multiple- 
data recorder.^ 

Stability in Implicit-function Loops . — Some general observations may 
be made concerning the realizability of solutions in loops such as that 
of Fig. 2-1. It is necessary that in the case of constant input the polarity 
of feedback be such as to produce equilibrium at the desired solution. 
This condition is equivalent to stating that the polarity of the amplifier 
must have the opposite sign from df/dz in the desired region. If the 
function / (x,y,z ) , assumed to be continuous, has multiple real roots for 
X = Xi and y = 2 / 1 , some of these roots may have df/dy of the proper 
polarity to make the roots stable and others may not. An example of 
this case is shown in Fig. 2-6. The arrows indicate the direction in 
which the system will go; the central root may be considered a position 
of unstable equilibrium. If the 
polarity of feedback is reversed, 
the formerly stable roots will be- 
come unstable, and vice versa. 

When the system is turned on, its 
behavior will depend on the xjolar- 
ity of feedback, on the region in 
which the system was when turned 
on, and on the changes that take 
place during warm-up. If the 
polarity of feedback is such as 
to make the outermost roots unstable, the system may oscillate at the 
limits of its region of operation. In order to examine stable inner roots 
it is necessary either to restrict the region of operation by modifying 
the device or to force it into the region desired, where it will then assume 
a stable state. 

A principle that is often useful in computer design may be generalized 
from the “rule of torques^' set forth by Busli and Caldwell.^ This 
generalized principle may be stated as follows: Every input to every 
element or ‘‘block’" in a computer must be actuated by one and only one 
driving source. 

2*6. Tolerances and Errors. — A standard designation for errors has 
been followed by the Navy for fire-control computers. According to 

‘ G. Keinath, “The Keinath Ilecorder,’^ instruments, 19 , 200, April 1946. 

“Y. Bush and H. Caldwell, “A Now Type of ilifferciitial Analyser,’' Jour. 
Franklin InsL, 240 , 255, October 1945. 
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this designation, errors are classified as Class A, Class B, and Class C. 
Class A errors represent the deviation of the operation of the equipment 
from, the theoretical design operation. They include reading errors, 
incorrect adjustments, errors in components, etc. Class B errors repre- 
sent the mathematical approximation of the design. The sum of Class A 
and Class B errors is called a Class C error and represents the accuracy 
of the equipment. Class A errors when reduced to a minimum by 
accurate adjustment and accurate reading, etc., represent the precision 
.of the equipment. Where Class B errors are required, the distinction 
between these terms is a useful one. With the exception of Chap. 5, 
most of the discussions of Part I do not involve Class B errors and 
therefore the terms ''accuracy ” and “precision ” are used interchangeably. 

In considering the accuracy of computing equipment, the question of 
calibration is encountered, particularly in the case of electronic circuits. 
In order to specify completely the accuracy of an equipment, its errors 
should be specified in terms of the frequency of calibration or of time 
since last calibrated. The principal reason for this is that components 
of all types change with time and use. The process of component drift- 
may be very complicated and usually involves such things as thermal 
and moisture cycles, mechanical wear, creep, vacuum tube cathode 
disintegration, vibration, chemical reaction, etc., but regardless of the 
explanation, some drift is usually to be expected, and calibration intervals 
must be chosen so that errors due to component drifts are not excessive. 

The terms component tolerance and component variation are fre- 
quently encountered. Tolerance is an allowable deviation as fi-om a 
specified value under fixed conditions and is used to define permissible 
errors of manufacture or construction. Thus, a resistor might be partially 
specified as a 100-k 5 per cent resistor, the 5 per cent being the manu- 
facturing tolerance. Component variation may be defined as the change 
of a component value as conditions change. Thus the 100-k 5 per cent 
resistor might have a value of 103 k at 20°C and change to 104 k at 
70°C. The 1-k change would be referred to as the variation in this case. 

In general, the effect of errors introduced by: component tolerances 
and variations from design center values, reading errors, calibration errors, 
etc., is treated by considering each component or other error source 
independently, computing the effect on the over-all operating accuracy 
to be expected from each of the given errors, and combining results by 
simple addition to give a limiting error or by probability methods (to 
be discussed) in order to arrive at a probable error. There are many 
situations, however, in computer design, where this type of analysis 
leads to false conclusions. As is described in the following section and 
elsewhere, variations in several components may often be made to cancel 
each other. For example, a divider network composed of elements with 
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matched tempeiature coefficients operated at the same temperature 
will show no change in the division ratio with changes in temperature. 
Such components, whose errors are not independent, must be analyzed 
together. 

The subject of the combination ot errors of independent components, 
gioups of components, or other independent error sources is one that 
can be approached from two difterent viewpoints, each of which may be 
applicable under certain circumstances. In many cases, the only sat- 
isfactory procedure is to design the computer such that even if all the 
effects of toleiances and variations under expected operating conditions 
add unfavorably, the devices will still operate within the rec|uired limits 
of accuracy, assuming that the desired performance can be described in 
terms of limiting error. In other cases, particularly where the use of 
the compute! itself can be treated on a probability basis, there is con- 
siderable justification for combining errors according to the methods of 
probability. For example, such an approach would be justified in the 
case of a bombmg computer, since bombing is usually evaluated on a 
probability basis. A serious problem immediately arises when this 
method is applied to electronic components. One must assign probable 
errors to components that are usually specified only in terms of limiting 
ei roi s. A method that has considerable use as an approximation for 
engineering calculations assigns a ‘‘probable error’' to a component 
equal in value to roxighly one-third the limiting error. The term “prob- 
able error" is, of course, not strictly valid here; but since all the calcu- 
lations are carried on as if it were a true probable error, the term will 
be used, with the understanding that it involves a big approximation. 
In a noimal distiibution, the figure ot three times the probable error 
would include 9() per cent ot a large numl)er of samples, whei'eas in this 
appi oxiniation it includes all samples. It must be emphasizcid that the 
results of an analysis of this type cannot be more aciciu-ate than the 
assumptions on which it is based. However, the method allows cal- 
culations to be made that are of great assistiince^ in engineering a design 
where limit values added untavorably would give a completely mislead- 
ing picture of tlie computer operation. 

2*7. The Use of Servomechanisms in Computers. — A very important 
tool in computer design is the proper use of servomechanisms- A servo 
or servomechanism has been defined by Hazen^ as “a power amplifying 
devi(je in which the amplifying element driving the output is actuated 
by the differenc^e between the input to the servo and its output." A 
detailed discuission of servomecihanisms will be found in Part II of this 
volume and in Vol. 25. I or purposes of illustration, a simple example 
of the use of a servo in a computer is shown in Fig. 2*7. This simple 

1 S6(‘ Cthap. 8. 
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computer is tke same bridge circuit of Fig. 1-1, but with, the null meter 
replaced by a servoamplifier and servo motor which adjusts resistance 
Z such that the bridge is always balanced, i.e., such that the voltage 
between c and d is zero. Its use in this simple computer allows the 

computer to be automatically 



Output 


Fig. 2*7. — Bridge computer for z — x/y, 
illustrating use of servomechanism for auto- 
matic balancing. 


operated rather than requiring 
an operator to adjust the resist- 
ance Z. 

The use of servos in computers 
allows a designer to apply high- 
gain feedback techniques to loops 
involving electromeclianical ele- 
ments, whereas without servos 
feedback technique is limited 
principally to all electronic loops. 
Servos are also useful as parts of 
data-transmission systems. A 
major advantage of servomecha- 
nisms is included in the defini- 


tion, namely, that of torque amplification. The property of torque 
amplification allows blocks to be connected in such a way that they do 
not act back to disturb previous blocks. 

2*8. Error Cancellation. — ^Accuracy is, of course, a facitor of great 
importance to the computer designer. Accuracy may be achieved by 
brute force methods, in this case by making all components and 
operations accurate to the requisite degree. Accuracy may also be 
achieved by using components whose errors may be relatively large l^ut 
that are used in such a way that their errors cancel or nearly canc'cl each 
other. Error cancellation is a concept of great fundamental importance 
to the computer designer, and many applications of this concept are 
found in every well-designed computer. Through the use of applications 
or this concept, computers are made simpler for the same accuracy or 
more accurate for the same complexity as compared with designs wherein 
accuracy has been achieved merely by reducing all individual errors 
independently. Although not always evident, the basic principle used 
m most error cancellation methods is that of the bridge circuit. 

Following are listed a few common applications of the techniques of 
error cancellations. The list of applications discussed, although it is not 

comprehensive, should allow other applications of the principle to be 
easily recognized. 

f.Ptn/r-''"' FoZ^a^c..-When precision is an important 

ence to ensure that variation of power-supply and refer- 

ence voltages will introduce only small errors. As described above, two 
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approaches to this problem are made. In the first and most obvious, 
but usually the most costly method, the voltage and power supplies are 
highly regulated so that accurate and stable voltages are available. In 
practice, the limiting factor in this procedure is usually the standard to 
which voltages are regulated. This sul~>jcct is disc-ussed in detail in 
Chaps. 15 and 16. 

The second approach is that of cancellation of errors. Typical 
methods falling in this category are bridge circadts such as the one 
shown in Fig. 2-2, change of sweep slope in time-modulation (^iiandts to 
cancel changes in ‘‘pick-off’' or comparison voltages (Sec*.. 3-17), and 
condenser tachometer voltage output variation with supply voltage to 
cancel changes in velocity servo control voltages (Wee. 3* 17). 

Even when error cancellation methods are uscul to avoid the; effcHvts 


of supply variations, it is usually necessary to incorpoi-at.c; fair i-e.gulation 
in the voltage supplies. The reason for this is tliat although first-order 
cancellations can be taken care of by other means, sec^ond-ordcu- elTcnits 
may remain, and these, together with transient er-rors, may int,rodii(;e 
appreciable inaccuracies if voltages are allowed to change! wid(;ly. 

Where both a-c and d-c voltages are used in a computer as accurate 
representations of the magnitudes of cpiantiticis entc^ring into the <u>niputa- 
tion, it is desirable, following the principle of error cainc.ellation, t,o regulate 
the alternating from the direct current or the dirc'ct from tJu'! altcu’uating 
current. The principal argument for regulating tlu; direct <uirr<;nt from 
the alternating current is that to do the opposite; l)y el<;(;troni(; means 
requires control elements siicli as va<;uum tubes or satura,ble rea(!tors 
that may introduce harmoni(;s into tlu; alt(;i’nating c-urrent or recjidre 
heavy and complex filters if appre(;ial)le power is takem from tlu; a-c 
supply. 

Othei examples of error (*/ancellation arc; tin; (;an(;c;llatiioiii. of altitude; 
eiioi in the so-c;alled U phis H bombing comput(;rs (c;/*. Wcm;. 3*7), c.an- 
cellation of resistance; variations in a voltage; dividevr liy matcliing tevm- 
perature or other coefricic;nts {cf. We;e;. 3*2), mat.c.hing e;rror curves of 
synchi os to .i educe opeiating inae*curaci(;s wlie;ii two synciliros are; oj)e;r— 
ated together, etc. 


A careful consideration of any c.omputer d(;.sign from the; standpoint of 
possible applications of error cancc;llation metliods is gc;ne;rally profitable;. 

2-9. Data Smoothing, Speed of Operation, and Stability — 1 1, is tlu; 
rule rather than the exception that tlie input data of an analogue com- 
puter either have power-frequency spectra differing from that whic;h 
would be considered optimum or have e;xi,rane;ous signals (usually called 
^noise ") mixed with them. Often input data are sul)je;ct to both def(;(;f,s. 
The average computer, therefore, will incorporate me;ans for modify- 
ing the power-fi*equency spectra of the data as they pass through the; 
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computer. Usually this modification takes the form of “smoothing/' 
that is, removing or reducing high-frequency components. This is 
illustrated by the action of an antiaircraft computer working with 
automatic-tracking-radar line-of-position data. Such radar data, as 
furnished by an equipment such as the SCR-584,^ contain a consider- 
able amount of high-frequency “noise.” A computer, such as the BTL 
Mark IX director, used with this data must do considerable “smooth- 
ing” in the process of computing data for gun pointing in order to assure 
a high probability of hits. Different quantities must be smoothed in 
different ways; for example, rate data derived from position data must 
be “smoothed” considerably more than the position data. Smoothing 
is not the only type of frequency modification used. Removal of drifts, 
that is, reduction or removal of low-frequency components, is also occa- 
sionally necessary. The subject of modification of frequency charac- 
teristics is discussed in Chap. 11, with some introductory material in 
Chaps. 9 and 10. 

The somewhat loosely used term “speed of response” is closely 
related to steady-state frequency characteristics. The relationship is 
analogous to the relationship between a function of time and its Laplace 
transform. Speed of response is usually treated more satisfactorily from 
a quantitative standpoint in terms of frequency characteristics. Velocity 
and acceleration errors are also useful quantitative indices of “speed 
of response” and are also discussed in Chaps. 9 to 11. Particular refer- 
ence is made to the Farrell method for determining velocity and accelera- 
tion errors from decibel loop gain vs. log frequency plots (Sec, 10-4), 
and a simple criterion for the choice of transmission vs. frequency char- 
acteristics reported by Graham (Sec. 11 TO). This criterion specifies 
that the transmission characteristic of a servo or computer should 
approximate the amplitude spectrum of the useful part of the most prob- 
able input signals, i.e., exclusive of noise, which is assumed to be uniform 
with frequency. 

Where feedback loops are involved, smoothing circuits and devices 
must be carefully considered from the standpoint of stability. Refer- 
ence is made to Chaps. 9 to 11 for the theory of stability in feedback 
loops. 

2-10. Reduction of Weight, Size, and Power Dissipation. — There are 
a number of points in good engineering design that, if followed carefully, 
may substantially reduce the weight, size, and power dissipation of an 
electronic or electromechanical computer. While the subject of design 
and construction practices is discussed in detail in Chap. 19, several of 

^ '‘SCR-584 Radar,” Electronics, 18, 104-109, November 1945; 104-109, December 
1945; and 19, 110-117, February 1946. 
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the more important points will be mentioned here, since they are important 
basic principles in computer design. Size, weight, and power dissipation 
are intimately related, and circuit changes resulting in a reduction in any 
of the three items may often be reflected as reductions in the other two. 

Some important design principles are 

1. Scale factors in a circuit or device should be such that some opera- 
tions are carried out at small signal amplitudes and followed by a 
signal amplification in a stage ‘just preceding elements such as 
detectors that require large signal amplitudes for good percentage 
accuracy. This saves power. 

2. Wherever possible, tubes should be normally nonconducting. 
This also saves power. 

3. The use of miniature and subminiature tubes and some other 
special components saves both space and appreciable heater power 
as compared with standard-size tubes. 

4. The use of special card or subassembly methods (c/. Chap. 19), 
short leads, and sometimes sealed enclosures allows circuits to be 
operated at high inpedance, thus saving plate and other power 
and reducing inaccuracies due to loading of previous circuits. 

5. Where feasible from the standpoint of accuracy, etc., it is simpler 
and more compact to compensate components for temperature 
changes rather than to regulate temperature. 

6. By close design it is possible to cut down the large factors of safety 
usually provided as a substitute for accurate knowledge of com- 
ponents and working conditions. 

REPRESENTATION OF QUANTITY 

2’ 11. Fundamental Concepts. — The term representation of quantity 
as used here refers to the physical property of an analogue computing 
system that is identified with a specific quantity in a system for which 
computation is required. Thus, for example, in an aircraft navigation 
computer, a specific quantity, altitude, in the system for which computa- 
tion is desired may be identified with an a-c voltage in the analogue 
system that is to perform the computation. In (jonsidering the repre- 
sentation of quantity it is useful to distinguish between single-scale 
and multiscale devices. Although multiscale techniques can be used in 
addition and subtraction, they are not usually suitable for other com- 
puting operations. 

A single-scale data system may be defined for most purposes 
as a system in which the full working range represents the full range 
of the variable represented. An ordinary potentiometer is a simple 
example of a single-scale device- A muUiscale data system is one in 
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which two or more channels are provided, one channel in which the full 
working range represents the full range of the variable represented and 
one or more channels in which the full working range represents only a 
portion of the full range of the variable represented and hence is repetitive 
in covering the full range of the variable represented. The first channel 
is called, alternately, the coarse, single-speedi, or one-speed scale, and the 
latter channels are called the fine or high-speed scales and provide a 
“magnification” of the coarse scale. A high-speed channel may be used 
without a coarse or single-speed channel, but in this case an ambiguity 
of indicated value will exist. The principal advantages of multispeed 
data systems are increased accuracy, increased resolution, and increased 
gain. These are obtained at the expense of increased complexity. 

Three criteria are particularly important in evaluating a specific type 
of representation for a specific quantity at a specific point in a computer. 
These considerations are impedance, scale factor, and useful range. 
The question of whether bidirectional data or unidirectional data are 
used is included in the third item. Impedance is considered from the 
standpoint of the effect that a device will have on a prior device and its 
susceptibility to pickup. The question of scale factor is a most important 
one, particularly in d-c computers, since scale factors must be large 
enough to make the proportional change of tube characteristics small yet 
must not be so large as to necessitate unduly large tubes, to cause non- 
linearity trouble with normal tubes, or to waste power and add unneces- 
sary weight. The useful range of a device must be considered simultane- 
ously with the scale factor in evaluating a representation of data. Useful 
range is limited by such factors as nonlinearity, power dissipation, 
mechanical limits, voltage limits, etc. Some devices need operate only 
on the magnitude of a quantity, whereas in other devices both magnitude 
and sign must be taken into account. For example, altitude is a quantity 
that is represented by its absolute value, whereas latitude may be either 
north or south and hence must have a sign associated with its magnitude. 

2*12. Seventeen Important Types of Data Representation. — The 
following list of representations covers those which are most frequently 
found in electronic and electromechanical computers, although the list 
is by no means complete. Following each type of representation will be 
given the abbreviation that will be used in subsequent chapters in clas- 
sifying the inputs and outputs of the standard blocks from which a 
computer may be built. In this system of classifying abbreviations, 
the symbols preceding the colon represent the inputs; those following 
the colon, the outputs. Thus, a resistor dividing circuit having voltage 
and resistance inputs and a voltage output would be represented by the 
notation B, Z: B. It is to be noted that classification by data representa- 
tion is lower in rank than classification by operation performed, according 
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to the system used in. I'art I of this volume. The seventeen important 
types of data representations are 


Force, F. 

Pressure, p. 

Torque, T. 

Translational displacement, S. 
Angular rotation, 6. 

Translational velocity, V, 
Angular velocity, co. 

Translational acceleration, a. 
Angular acceleration, a. 

Voltage, E. 

Current, 1. 

Charge, Q. 

Impedance, Z, usually resistance. 
Frequency, /. 

Phase, 4>. 

Count, N . 

Time interval, t. 


2-13. Some Characteristics of Various Types of Representation. — It is 

not practical to compare every type of representation with every other 
type. A few generalities can, however, be pointed out. It must be 
remembered that there are e.xcep lions to many of the following state- 
ments, and each device slionld be considered iiidivicliially. 

Electrical vs. Mechanical. d''he advantag(^s of mecliariic;al devices are: 
fewei adjustments, no vacuum-tube or otlic'i* similar Cjomponent clriftsj 
greater ease in understanding; and less difficulty in writing oomphde 
specifications. 

The disadvantages of mechanical devices are: they are subjeud; to 
friction and wear; complicated procedures ot desigii and construction are 
involved ; and highly skilled labor is ncHuledfor producing prcciision de vices. 

Advantages of electronic devices include: flexiliility, in that many 
devices may be made trom standard parts; cheapness, in that semi-skilled 
labor can wire complicated cciiiiiiment and exjxmsive tools jtnd dies are 
not required; short design time; in some cases, accuracy; lightm^ss- an<i 
speed of response. ' ' 

li/lecti onic; disadvantages are: more controls are reciuired in precision 
ciicuits, vacuum-tube drifts and burnouts are sometimes Ixithersome 
(this is normally not a serious limitation if proper (k'sign iirectuitions 
aie taken) ; find electronic devices are usually more compilicated to undcM*- 
stancl and service, although new tcKjhniciues emliodying subass(unl>lv 
construction are tending to cliange this. 
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Alternating vs. Direct Current for Data Representation. — Alternating- 
current advantages are the following: vacuum-tube zero drifts do not 
seriously affect the over-all accuracy; transformers can be used; in rotat- 
ing machinery no commutators are required; d-c voltage levels may be 
more easily isolated when a-c data are used; and additional variables are 
available in the form of frequency and phase. 

Alternating-current disadvantages are : difficulties arise in differentiat- 
ing and integrating; a-c tachometers are not very satisfactory; and prob- 
lems of phase shift, frequency variation, and unwanted electrostatic and 
magnetic pickup are generally troublesome. 

Direct-current advantages are: differentiating and integrating are- 
easy ; because of this, simple and reliable phase lead circuits can be used; 
no phase shift or frequency problems are encountered; and no electro- 
static or magnetic pickup is involved. 

Direct-current disadvantages are : drifts in vacuum tubes cannot be 
distinguished from d-c data; contact potential troubles are encountered ; 
difficulty with d-c voltage level is frequently a severe design limitation ; 
and no good d-c resolver is readily available. 

Time Interval and Pulse Waveforms . — These are of some interest but 
are usually more complex than other alternatives. They are most likely 
to be useful when the output data representation required is a time 
interval. 

Impedance . — The impedances generally used in computers are 
resistors or transformers and resolvers. Resistances in the form of 
variable resistors or potentiometers are good, simple transitions from 
mechanical to electrical representation of data and are particularly 
useful in bridge circuits. 

Phase Bhift . — In some cases phase shift proves to be a reliable and 
accurate means of representation. Phase-shift techniques, however, 
require special design care; and where high accuracy is required, cdose 
frequency tolerances must be imposed. Phase-shift techniques are 
widely used in accurate time-modulation and -demodulation equipment 
(c/. Vol. 20) which may occasionally be combined with computing 
equipment. 

Count . — Count is of more importance in the digital computer field 
than in the analogue computer field. In the latter field, a typical prom- 
ising application is in process control computers where the input data are 
the number of items passing a counter station. 

Frequency . — Frequency is more likely to be used as a data representa- 
tion for data transmission (telemetering) than for use in a computer. 
A few uses in computers are common, as, for example, the use of a-c 
frequency to represent the speed of rotation of a shaft on which is mounted 
an alternator supplying the alternating current. It is worth remembering 



mg topics: simplifications m the formulation of computer equations and 
choice of over-all block diagram; explicit and implicit analogue com- 
puters; en'ors, tolerances, and variations; error cancellation; use of 
servomechanisms in computers; data smoothing and stability; and 
reduction of weight, space, and power dissipation. The important sub- 
ject of data representation has been treated in some detail. Seventeen 
important types of data representation are listed, and some general 
comparisons of some of their characteristics have been given. A con- 
venient system of abbreviated classification of operations from the 
standpoint of types of input and output data representations has been 
introduced and is illustrated in the chanter which follows 



CHAPTER 3 

ARITHMETIC OPERATIONS 

By J. Lentz and I. A. Greenwood, Je. 

3*1. Introduction. — Aritlimetic operations described in this chapter 
include the operations of addition, subtraction, discrimination, multi- 
plication, division, and the ^'identity operation^’ the latter term referring 
to changes in level, impedance, scale factor, or representation. 

In presenting the highly varied material of this chapter, the authors 
have attempted to classify methods and devices according to the opera- 
tions for which, they are used rather than the method hy which the opera- 
tion is performed. Thus, for example, the method of multiplication 
that is based on the equation xy = f xdy j y dx involves both integra- 
tion and addition hut is classified as a method of multiplication, the end 
desired, rather than as a method of integration or addition, the means 
employed. The operations listed above are further subdivided according 
to the. method used, and the shorthand notation discussed in Chap. 2 
is used to indicate inputs and outputs.’- 

The operations described in this chapter may he said to be the heart 
of most electronic, electromechanical, and mechanical computing devices, 
for it is usually found that a generous proportion of the basic operations 
that must be carried out are those listed above. 

3*2. Addition Using Parallel Impedance Networks {E or I :E or 1 ). — 
It is well known that if a network of linear impedances is energized by 
two or more generators, the current or voltage at any specified point in 
the network can be expressed as the sum of the voltages or currents that 
each generator would produce were it alone connected to the network 
with each of the other generators replaced by its internal impedance. 
This property makes possible the use of such networks to peiiorm the 
addition of voltages and currents. Subtraction of quantities as well as 

1 In this scheme, the symbols preceding the colon represent the inputs, those 
following it the outputs. Thus would indicate a device with voltages as the 

two input representations and a current as the output representation. Ilsually only 
the most important variations of the representations used with any method are given, 
but it will be understood that others may be possible; for example, by including an 
appropriate resistor, most data represented as current can also be represented as 
voltage. Derivatives of the inputs and outputs given may usually themselves he 
considered inputs and outputs. Thus, a mechanical differential adding rotational 
displacements may also be used for adding rotational velocities, the output being also 
a rotational velocity. 
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■fclie addition of quantities is also accomplislied by this method by the 
representation of positive quantities by negative voltages or reversed 
currents. The lollowing discussion is liiuited to a few of the simpler 
examples, as the general topic of addition of electrical quantities has 
been covered in some detail in VoL 19, Chap. 18. 

A simple illustration of this principle is shown in Fig. 3- la, the opera- 
tion of which is easily understood by reference to its Th6venin equivalent 
shown in Itig. 3*16. This circuit has the advantage that each voltage 
source may have one terminal grounded, as is usual and convenient 
in vacuum-tube circuits. The network is particularly useful as an input 
network in a feedback amplifier where the algebraic sum of several 
voltages and a feedback voltage is used as the input error signal to the 
amplifier and is made nearly equal to zero by the feedback connection. 
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This is illustiated in Fig. 3* .Ic. IVith the circuit of Fig. 3*lcand assuming 
infinite gain in the amplifier, the output voltage Eo is proportional to 
the negative of the algebraic sum of Bi and each multiplied by a 
constant that is a function of the network. There are many variations 
of this simple circuit, among the most important of which are the sub- 
stitution of capacitances and inductances for the resistances Rz and Ri of 
Fig. 3*1, giving integrating and differentiating circuits. This subject is 
discussed in the following chapter and in Vol. 19, Chap. 18. 

i here are a number of practical considerations that should be taken 
into account in connection with this circuit. In order to obtain pre- 
cision operation over a range of conditions, the ratios of the impedances 
mu^ remain fixed. This means, among other things, that temperature 
coefficients must be matched to the desired precision, although there is 
usually no lequiiement that the absolute value of the coefficient be 
zero if all components operate at the same temperature. If, however, 
there are variations in temperature between components, such as might 
arise from local hot spots near high dissipation elements, then such tem- 
perature differences will act on the absolute temperature coefficients to 
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produce errors. As a-n example, suppose resistors Ri, R^^ and Rz of 
Fig. 3-1 are precision wire-wound resistors whose temperature coefficients 
are plus 300 ± 5 ppm/°C. In order to calculate maximum errors, 
assume that the coefficients of and are 295 ppm/°C and that the 
coefficient of Rs is 305 ppm/°C. Then, for a 100°C change in tempera- 
ture, Eo will become 


^ „ i?3(1.0305) L ^ ^3 (1 .0305) 

Eo\iqo El J ? 2 ( 1 . 0296 ) 


1.00097^7o, 


( 1 ) 


a change of only 0.1 per cent for lOO^C change of temperature. On the 
other hand, if Ri and Rz are at the same temperature and Rs differs from 
that temperature by only 10°C, then 


Eo 


10^ diff 


„ Jiad-OOSOS) , BjBaCl .00305) 

— Si — + m 


1.00305^7 




( 2 ) 


a change of 0.3 per cent for 10°C temperature difference, or only 3.3°C 
difference for the same 0.1 per cent change calculated above for a 10()°O 
change of temperature. 

From this discussion it follows that elements used in circuits of this 
type should have low absolute temperature coefficients and should he 
mounted to ensure a minimum of local temperature variation. These 
requirements have sometimes necessitated use of a copper temperature- 
equalizing strip between elements where low absolute coefficients are 
unavailable or undesirable for other reasons but where high precision 
must be maintained. 

If, as is usual, the operations performed by the circuit of Fig. 3-1 or 
those like it must he accurate, then either all voltages and all impedance 
ratios must he accurate, or either impedances or voltage scale factors or 
both must be made adjustable to allow for production tolerances in 
impedances or voltages. If the network has been made from large 
fixed resistors in order to avoid loading the voltage sources Ei andii’a. 
then large adjustable resistors will be required. The stability and tem- 
perature coefficients of such adjustments must be carefully taken into 
account in the choice of network impedances and tolerances. The 
commercial availability of resistor networks matched in value to 0.1 per 
cent makes it possible in many applications to eliminate impedance 
ratio controls where resistance adding circuits are used. Alternately, 
other design considerations may dictate adjustment of voltage scales, 
using this adjustment to compensate for production tolerances in imped- 
ance ratios. 

Zero adjustments in this circuit are best made in the amplifier itself, 
and for a discussion of this problem the reader is referred to Yol. 18. 
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Bridge circuits are also useful for addition and subtraction of voltages 
and currents. In a balanced bridge network Fig. 3-2 the mutual 
coupling between inputs is reduced to zero. The most useful form of this 
circuit is the equal-arm bridge network, as illustrated in Fig. 3*3. For 
this circuit, 


Eq — 


z{ E^ . \ 

2\z z 


(3) 


and the mutual coupling between Ei and E^ is zero. The input impedance 
at either input Z, Zi and being source impedances. 




3-3. Addition and Subtraction with Series Sources (E or I: E or I ). — 
The fundamental principle underlying this method of addition and sub- 
traction is identical with that given in the preceding section; namely, if a 
network of linear impedances is energized by two or more generators, 
the voltage or current at any specified point in the network can be 
expressed as the sum of the voltages or currents that each generator 
would produce were it alone connected to the network with each of the 
other generators replaced by its internal impedance. 

If two generators of internal impedances Zx and Z^ and internal 
voltages Ml and E^ are connected in series with a load impedance Zx,, 
the voltage Ej, across Zi, is given by 


Zrj(Mi -j- M^) 

Zi -F + Z L 


(4) 


If El and each represents a distance to a scale of, say, 1 ft per volt, then 
Et represents the sum of the two distances to a scale of (Zi ■+ Zz + Zl) /Zl 
ft per volt. 

It is to be noted that with series addition and subtraction, all genera- 
tors but one must be such that their terminals may be isolated from 
ground (“float’') if the desired sum or difference must be with respect 
to ground. If the sum or difference is desired as the voltage across two 
terminals that may both be isolated with respect to ground, then all but 
two generators must be isolated from ground. “Ground” is here used 
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in 'till© sens© of Sj roforcnc© nodoj it is by no moans uncommon for this 
node itself to vary with respect to ground as part of another circuit. 

In using series addition and subtraction, the effects of stray imped- 
ances, usually capacitances, from various parts of the series network to 
ground must be carefully considered. Where alternating current is used, 
these stray impedances are apt to give troublesome phase and amplitude 
changes. If there is a-c information or ripple on the reference node, 


Ebb Ebb 



Fia. 3*4. — Addition or siifoti'action with series H(>iir(*es. 

unbalanced impedances to ground may cause imdesiral)le amounts of 
a-c voltage to appear in the series network. 

A number of typical examples of series addition and subtraction arc: 

shown in Fig. 3-4:. 

3-4. Addition and Subtraction with Synchros (0,0:0 or E). — By the 

use of a chain of three synchros (Fig. 3-5), consisting of a syncihro gen- 
erator, synchro differential, and either synchro control transformer or 
motor depending on whether or not a servo drive is desired, a shaft rota- 
tion may be produced that is the sum or difference of two shaft rotations, 
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and any of the three synchros may be remotely located with respect to 
the other two. Thus, in Tig. 3*5, ^3 = dx-h 62 ; or if connections or 
definitions of positive directions are changed, 03 = 9 i — 02 or 03 = 02 — 0i. 
The method may obviously be extended to a chain of more than three 
synchros. 

This method has the advantage that multiscale methods may he 
used. By the use of, say, 36-speed synchros as well as the 1-speed syn- 
chros shown, ^ the accuracy of the 36-speed synchro chain may be realized 
in the addition or subtraction indicated. The method is therefore one 
of great accuracy and flexibility and is often used where the input and 
output data may be mechanical shaft rotations or may easily be changed 
to shaft rotations. A typical example of the use of this method is the 



introduction of ballistic lead information into the servo-positioning of 
guns from synchro data representing visual or radar line of sight to a 
target. 

It is of some interest to note that by the addition of a voltage of 
amplitude E sin 04 to the output of the control transformer synchro, 
where E is the maximum rotor output voltage, it is possible to shift the 
output shaft position from 03 to 63 ± 04. 

This method is useful when a shift of the output shaft by only a few 
degrees is desired and where electrical data are available. An example 
of the application of this method is the roll and pitch correction of a radar 
azimuth marking circuit using synchros by means of signals derived from 
a vertical gyro or gyros. 

3*6. Impedance Addition and Subtraction {Z,JZ:Z), (6,0:9 ). — It is 
frequently convenient to represent the physical parameters involved in 
the solution of a problem as impedances. Quantities represented by 
impedances may be added simply by connecting the impedances in series. 

^ See Sec. 13-8 for a discussion of multispeed data-transmisaion circuits. 





38 


ARITHMETIC OPERATIONS 


[Sec. 3-5 


Bridge methods of compounding mechanical rotations based on 
impedance addition have been found quite useful. In Fig. 3-6a is 
shown a type of system that has been employed to add two shaft rota- 
tions. and are two variable resistors whose resistances are linear 
functions of the rotations of their shafts. The bridge whose elements are 



(a) 


Zaj Zbf Zi H- Z 2 , and Z^, is kept in 
balance by means of a servomecha- 
nism, using as an error signal the 
voltage at the horizontal junctions 
of the bridge. The servo operates to 
adjust the impedance of the resistor 
Zg. If Zi, Z 2 , and Zz are identical 
linear variable resistors, it is easy to 
see that 

^3 = (Ox 4 " ^ 2 ) ( 5 ) 

^ a 





( 6 ) 

-(a) Addition of shaft rota- 
tions with bridge; (6) element of squaring 
and square-rooting bridge. 


Fig. 3-6.- 


By the use of a simple variation 
of this circuit, an interesting com- 
puting device may be designed to 
solve for one side of a right triangle, 
given the other two sides. The 
description of this circuit is presented 
here as a variation of the circuit 
previously described, although it 
performs a nonlinear operation on 
the sum of the squares of two 
quantities. It will be referred to again in Chap. 5. 

Suppose that Zx, Z 2 , and Zz of Fig. 3-6a are identical, each being a 
potentiometer of resistance R bridged by an equal fixed resistance, as 
shown in Fig. 3-66, and that Zh = Za/2. If k is the fraction of the resist- 
ance of the potentiometer included between the upper terminal and the 
slider, then the resistance between terminals 1 and 2 is (1 — /c-) (R/2); 
or if d is the angle of rotation of the shaft and Ot the total travel of the 
shaft, k = 6 /Ok and B 12 = (1 — O^/df) (RJ2). When the bridge is in 
balance 
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If Bx and 6^ are proportional to the perpendicular sides of a right triangle, 
then 03 is proportional to the hypotenuse. 

In the practical design and construction of these circuits, variable 
resistors or potentiometers must be used whose total angle and total 
resistance or in some cases resistance change per degree may be specified 
to the desired accuracy. Alternately, suitable adjustments for variations 
in these units must be included. Simple analysis will show that the 
necessary adjustments are not easy to incorporate in all cases. It is 
also necessary to take into account the variable gain of the servo loop. 
The variation of servo loop gain is discussed in Sec. 11*9. 

3*6. Addition and Subtraction with Mechanical Devices^ {S or 6:8 
or e). — The most frequently used mechanical device for addition and 
subtraction is the differential gear 
unit. This is so well known that 
no description is called for. The 
biggest problems with differentials 
have been backlash and procure- 
ment. ^ Good differentials require 
very careful workmanship and are 
likely to be rather expensive. 

Mechanical motions are fre- 
quently added by means of hydraulic systems, in which the displacement 
of a piston is proportional to the sum of the displacements of two or more 
other pistons. 

Another way of adding and subtracting mechanical motions is by 
means of levers. Nearly all the operations of computing may be per- 
formed with levers. Lever computers are discussed at length in Vol. 27. 

Another mechanical method for addition and subtraction involves 
pulleys and tapes or wires and is shown schematically in Fig. 3*7. It 
produces an angular rotation do proportional to the sum of a number of 
linear displacements 8i, 8 z, 8 z . . . 

3-7. Addition of Time Delays This method appears suitable 

for addition but can probably be used for subtraction only through the 
use of implicit methods. 

If a series of time-modulation circuits are each triggered at the end 
of the previous delay, the total delay produced is, of course, the sum of 
the individual delays. This method has found its widest application in 

1 For aa excellent summary of metihanical methods in computers, see M. Fry, 
"Designing Computing Mechanisms,” reprinted from Machine Design, August 1945 
through February 1946. 

Instrument differentials were made during the war by Ford Instrument Co., 
Librascope, International Business Machines, and others but may not now be avail- 
able as units. 

® See Sec. 2-5 for a discussion of implicit methods. 
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multiple-scale time-modulation circuits^ and has also been used in the 
so-called “H -f- B” solutions of the triangle involving altitude, ground 
range, and slant range. In aircraft applications it is frequently more 
accurate to generate a slant range time marker corresponding to a certain 
(small) ground range by adding a quantity B to the altitude delay rather 
than by directly generating a time delay equal to the entire slant range. 
In the equation 

B = - h (8) 

B does not vary rapidly with h. 

+ B = p, (9) 

where h — altitude, 

R — ground range, 
p = slant range, 

B = difference between slant range and altitude. 

The principal advantage of this solution lies in the fact that the same 
radar zero and setting errors that would appear in the generation and 
use of a slant range marker directly are canceled to a first approximation 
by their introduction into the h settings, providing the h marker is set to 
the first ground return (altitude signal) in the same manner that the p 
marker is set to a radar target. This allows the use of a short B delay 
whose absolute accuracy may therefore be good, added to an £,ltitude 
delay whose calibration need only be good enough for computation of B. 
See Vol 22 for a more complete discussion of this method of solution of 
the altitude triangle. 

The usual precautions regarding accurate, reliable triggering, inde- 
pendence of repetition rates, etc., should be observed. 

3-8. Addition and Subtraction of Pulse Counts (N,N:N). — The 
method of addition and subtraction of pulse counts is the basis on which 
pulse digital computers, such as the ENIAC and ED VAC'* computers 
of the University of Pennsylvania, are built. 

Another application of pulse counting is in the Loran timer and 
receiver-indicator equipments.^* In this equipment a pulse is fed back 
(injected) in a counting or dividing circuit, the amplitude of the injected 

1 See Vol. 20, Chap. 6. 

2 A number of articles on this computer development have appeared; see, for 
example, ‘'Electronic Calculating Machine Is a Giant of Precision," Elec. MJg., 
142 , April 1946; “ENIAC: War Dept. Unveils 18,000 Tube Robot Calculator," 
Electronics, 19 , 308, April 1946; and D. R. Hartree, "The EINIAG, an Electronic 
Calculating Machine," Nature (London), 167 , 527, Apr. 20, 1946. 

® Volume 4 or any of a series of recent articles, such as "Hie Ijoran System,” 
Electronics, 94 , November 1945; and "Loran Receiver Indicator," Electronics, 110 , 
December 1945. 
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pulse controlling the number of counts by which the firing period of the 
divider is reduced for the cycle in which injection occurs. 

For detailed information on pulse digital computers, the technical 
reports of the University of Pennsylvania should be consulted.^ Pulse 
counting is also discussed in Vol. 19, Chap. 16. 

3*9. Addition and Subtraction by Simple Vacuum-tube Circuits 
{E or I:E or I). — Vacuum-tube circuits for addition and subtraction may 

be used where their use is dictated by the 
requirements of bandwidth, isolation, and 
impedance level. These methods have 
been discussed in considerable detail in Vol. 
19, Chap. 18, and Vol. 18, Chap. 10. Infor- 
mation here presented is limited to a sum- 
mary of available circuits and some of their 
major characteristics; the reader is referred 
to the previous volumes for details and 
practical circuits. Vacuum-tube circuits 
for addition and subtraction are classified 
as multiple ifiput, illustrated in Fig. 3-8; 
common plate load, illustrated in Fig. 3’9; 
common cathode load, illustrated in Fig. 3-10; and the differential amplifier, 
Fig. 3-11. 

The multiple input circuit is limited by the number of electrodes, 
introduces weighting factors depending on the tube characteristics, has 
an input impedance of l/cjm at the cathode and high at the grid, has a 
tube output impedance of approximately r^, and can be used for subtrac- 
tion as well as addition if cathode input is used. Both the common 
plate and common cathode methods may operate with any number of 
inputs, each input requiring one tube section; the weighting factors are 
adjustable if series resistors are used; the input impedances are mainly 
those due to interelectrode capacitance and grid currents; the output 
impedance is approximately r„/n for the common plate circuits and 
l/ngm for the common cathode circuits; and neither can be used for 
subtraction. The differential amplifier usually has two grid inputs, 


Ebb 



Pia. 3-8. — Multiple input tube 
adding circuit. 


1 Teclmical reports on pulse? digital computers iticludo the following publisluid by 
the Moore School, University of Pennsylvania; J. Von Neumann, "First Draft of a 
Report on the EDVAU,” "ENIAC Progress Report to December, 1943,” "ENIAG 
Progress Report Jan. 1 to June 30, 1944,^' “ Description of the hiNI AG and Coininents 
on Electronic Digital Computing MatJuncs,'’ and "Automatic High Speed Comput- 
ing, a Progress Report on ED VAC.” Other reports are "A High Speed Digital 
Computer,” published by the Eastman Kodak Company, Rochester, N.Y., and 
A. M. Turing, "The Proposed Electronic Calculator,” National Physical Ijab oratory. 
Previous footnotes have listed popular articles on the subject. Final reports on the 
ENTAC and EDVAC are being prepared. 
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although a cathode input can also be used; the weighting factors may be 
adjusted by resistors; the input impedance at each grid is high; and the 
input impedance at the cathode is 1/2^, The differential amplifier 
may be used for subtraction or addition, the voltage between the plates 
being proportional to the difference between the grid voltages, and the 
cathode voltage being proportional to the average of the two grid voltages. 
In all these circuits, the output impedances given must be combined with 



^hb 



Fig. 3*10. — Common cathode-load addi- 
tion. 


^bb 



load impedances in the usual manner to obtain the output impedance 
of tubes and load taken together. 

3*10. Discrimination. — Discrimination differs from subtraction in 
that in subtraction an output is obtained that is accurately proportional 
to the difference between two input quantities whereas in discrimination 
the output indicates which of the two inputs is larger but need provide 
only a rough measure of the difference. Thus, for example, if two voltage 
generators are series-connected with polarities reversed, the resulting 
voltage not only goes to zero when the two generators have equal voltages 
but also is accurately proportional to the difference of the two voltages 
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even when their sum is not zero. On the other hand, a vacuum-tube modu- 
lator, because of the curvature of its characteristics, may give a non- 
linear output as a function of the difference between two input signals 
yet accurately indicate the equality of the input signals by a zero signal. 
The distinction between discriminators and subtraction devices is thus 
seen to be largely one of quantitative accuracy of output and usage 
rather than any fundamental difference. Nevertheless, the distinction 
has been found to be a helpful one. 

Discriminators, because of the properties that are stated and implied 
in their definition, find one of their biggest fields of application in feed- 
back circuits and feedback loops, where they are used to derive error 
signals representing the inequality of inputs. 

Although there seems to be no basic reason why there should not be 
devices that act as discriminators with the two inputs expressed as 
different representations, it is nevertheless true that most of the dis- 
criminators of importance in the design of computers and other elec- 
tronic circuits operate on two inputs for which the representation of 
data is the same. In reading the following descriptions of discriminators, 
the reader should keep in mind the voids that exist in the field of mixed 
input representation disciuminators. Discriminators with output repre- 
sentation differing from input representation are not at all uncommon. 

For certain special applications, discriminators may be made time- 
sensitive. Thus, for example, a differential amplifier may be used to 
compare an a-c voltage and a d-c voltage by allowing the tube to conduct 
only at a time corresponding to the portion of the a-c waveform that is 
to be compared with the d-c voltage. This might be done by applica- 
tion of a plate voltage pulse or by unclamping the cathode from a high 
positive voltage. Discriminators may be classified as unidirectional or 
bidirectional, depending upon whether or not the discrimination action 
is approximately the same on both sides of the region where the two 
inputs are equal. 

It follows from what has been said that all of the devices for subtrac- 
tion which have been discussed in preceding sections may also be used 
for discrimination, although by definition the reverse is not true if 
accuracy is desired. 

Voltage, Discriminators {E :EorI ) . — Devices discussed in the category 
of voltage discriminators will be those in which the inputs are both 
voltages and the outputs are voltages or currents. 

In the switch-type modulator , as represented by such devices as the 
Brown instrument vibrator, two voltages whose variation is slow com- 
pared with the vibration frequency (in the case of the Brown vibrator, 
60 cps) are discriminated to give an output that is an a-c voltage whose 
amplitude is indicative of the difference in voltage between input (and 
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may be accurately proportional) and whose phase with respect to the 
voltage exciting the vibrator indicates the sense of the input inequality. 
These devices are discussed in Chap. 9, Vol. 19. Equivalent in function 
are a variety of bridge- and other type modulators using diodes and 
contact rectifiers, also discussed in that section. 

There are available a variety of triode and multigrid tube circuits 
designed as balanced modulators which are useful as voltage discrimi- 
nators, the inputs again being slowly varying voltages and the outputs 
being a-c voltages or currents whose amplitudes are indicative of or 
proportional to the difference between the inputs and whose output 
phases relative to the carrier alternating current supplied to the circuits 
indicate the senses of the input inequalities. A number of such circuits 
are given in Chap. 9, Vol. 19, and many more may be found in the litera- 
ture of communication engineering. ^ It is to be noted that these balanced 
modulation circuits, although having the useful property of gain and 
high-impedance inputs, are no better with respect to stability than direct- 
coupled amplifiers. 

An ingenious and accurate modulator which may be used either for 
subtraction or for amplitude discrimination of two d-c (or low-frequency 
a-c) signals is based on condenser microphone principles. This type of 
device, developed by RCA for some of their wartime computers and by 
others^, consists of a diaphragm or reed put into mechanical vibration 
by a-c excitation of an electromagnet. Small pickup plates mounted 
parallel to the diaphragm (or reed) and close to it form small capacitors 
whose capacitances are varied by the membrane's vibration. If a d-c 
potential exists across such a capacitor, then the periodic variation of its 
capacitance will cause an a-c voltage to appear across a resistor in series 
with the capacitor. The amplitude of this a-c voltage is proportional 
to the difference in d-c potential across the capacitor, and its phase rela- 
tive to the a-c excitation reverses as the sign of the difference in potential 
changes. This device is also useful for changing the data representation 
from direct to alternating current. A more complete description of 
this type of modulator will be found in Vol. 19. A photograph will be 
found in Chap. 19 of the present volume. 

Current ^ Discriminator b {1,1:1 or B ). — An interesting and occasionally 
useful device for amplitude discrimination of d-c or low-frequency a-c 

^See, for example, F. E. Terman, Radio Engineers’ Handbook, Sec. 7, McGraw- 
Hill, New York; and F. A. Petraglia, Electronic Engineering Master Index, Electronic 
Research Publishing Co., 1945, pp. 55, 207. 

“S. A. Seherbatskoy, T. H. Gilmartin, and G. Swift, " Oapacitative Commutator," 
Rev. Sci. Inst, 18, 415-421, 1947; H. Palovsky ei aZ., Rev. Sci. Inst., 18, 298-314 1947- 
U.S. Patents 2,349,225 and 2,361,389. » ' j 
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cmrente is the saturable core transformer.' It is well known that the 
effect of saturation of the core of a transformer is the introduction ^ 
o^y odd harmonics of the input into the output unless a constant mag 
netio bias IS present, as by means of a direct current flowing throuX 
extra winding. If such a bias is present, the symmetry of fxcitaOou X 
positive and negative peaks is removed and even-hlrmonic tt^Ss of 
amplitude roughly proportional to the direct current flowing appear in 
the output voltage. The phase of the even-order distortion terms reversS 
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Now suppose two such transformers to be connected with primaries 
and secondaries in series, but with secondaries so phased that their 
output voltages oppose each other as in Fig. 3-12. With no bias mag- 
netic field, there will be no output voltage from the combination. If 
magnetic bias of opposite sense is applied to each of the two cores, as 
by connecting a pair of bias windings in series with the same phasing 
as that of the output windings and passing a direct current through the 
pair, the even-order distortion terms in the two secondaries will add, 
and an output voltage will be observed that may be changed in polarity 
by reversing the direction of current flow through the bias windings. 
Pairs of transformers so connected have proved to be accurate and stable 
current amplitude discriminators. They have further advantages in 
that the currents being discriminated may be at different voltage levels 
and that each of the various currents may be multiplied by a scale 
factor determined by the number of turns of wire in its coil. 

As with other discriminators, this device may be used as the error- 
measuring part of a feedback loop. In this application the output of 
the magnetic amplifier is amplified and used to control the current in a 
coil on the magnetic amplifier such as to supply ampere turns nearly 
equal and in an opposite sense to the algebraic sum of the ampere turns 
supplied by the other windings. 

Frequency Discrimination — ^Where frequency is used as a 

means of data representation, frequency discrimination may be required. 
An example of such use is the case where the frequency of an a-c voltage 
derived from an alternator is used as an indication of the velocity of 
rotation of the shaft on which the alternator is mounted. Where two 
frequencies are to be compared, the usual practice is to convert to some 
other representation, with the discrimination in the other representation. 
Where only a single frequency is to be compared with some fixed standard 
frequency, a variety of frequency-sensitive bridge circuits and other 
frequency discriminator circuits are available.’^ 

Since phase and frequency are intimately related, phase being the 
time integral of frequency, phase discrimination circuits may sometimes 
be used for applications where at first thought frequency discrimination 
circuits would seem to be required. For example, if it is desired to control 
a servomechanism such that its average velocity is constant, the fre- 
quency of an a-c voltage generated by an alternator on the servo output 
shaft can be compared with a standard by means of circuits described in 
the references cited or alternately can be controlled by discrimination 

^ See, for example, F. E. Terman, Radio Engineers’ Handbook, Sec. 13, Pars. 23—26, 
McGraw-Hill, New York, 1943; F. A. Petraglia, Electronic Engineering M aster Index, 
Electronics Research. Publishing Co., 1945, “Frequency Bridges,” 176; “Frequency 
Measurement," pp. 40, 176; “Frequency Meters,” pp. 40, 177. 



Sec. 310] 


DISCRIMINA TION 


47 


of the phase of the generated a-c voltage and the phase of a standard 
a-c voltage, which in this case might even be crystal-generated. Phase 
discrimination circuits are discussed as the next topic in this section. 

Phase Discrimination {4>,(f>:E ). — Circuits whose output is sensitive 
to both the amplitude and phase relations of two a-c inputs are generally 
referred to as phase detectors and have many important applications in 
the field of servomechanisms and computers and in other fields where 
sense as well as amplitude must be obtained from a modulated carrier. 
Two distinct usages of phase information are recognized. In one class 
of circuits, only phases different by nearly 180 electrical degrees are used, 
and thus only information as to the sense of an accompanying amplitude 
modulation is conveyed. A second class of circuits uses phase as a form 
of data representation. Circuits designed for either type of operation 
will usually operate properly as phase discriminators, for in this applica- 
tion only rough information as to the sense and amount of phase differ- 
ence between two quantities is required. Unless special precautions are 
taken (limiters, etc.), amplitude variation of the input signals will 
modify the output amplitude, but not the point of phase equality at 
which the output is zero. Where this phase difference must be measured 
accurately, the number of available circuits is considerably restricted. 
For accurate measure of phase difference, phase discriminators may, of 
course, be used in combination with accurate phase-shifting devices in 
a feedback arrangement, as has been discussed in connection with other 
types of discriminators. Phase discriminators have been discussed 
elsewhere in this series, usually under the title of Phase Detectors; see 
for example, Vol. 19, Chap. 14, and Sec. 12-12 of this volume. 

Some work on phase detectors has been done by the Physics 
Department of Cornell University, under NDRC sponsorship.^ There 
are a number of circuits described in the literature for phase 
measurement. ^ 

Time-interval Discrvmination — Where data are represented by 

time intervals and two (piantities are to be discriminated, a time-interval 
discriminator is required. This subject is dlscuissed in considerable detail 
in Vol. 19, Chap. 14, entitled “Time Demodulation,” and tlie reader is 
referretl to this ti-eatment. 

^ See for exaniplt'., H, S. Sack, and A. A. Olner, '‘A-c. Potential Kqualizers and 
Phase-sensitive Detectors,” Cornell Report No. ACli-2, (drncll University, Oc.t. 26, 
1945. 

2 F. E. Torman, Radio Rngiueers’ IJandhook, Mc.( Jraw-llill, New York, 1943, See. 
13, p. 21; "Phase Indicating Null Indicator for Bridges,” Elvctronira, 17, 242, August 
1944; E. T. (linzton, "Itk^ctronic Phase Aiigk; Mciter,” Electronics, 16, 60, May 1942; 
"Electronic Phase Bridge for Measurornonts,” lU<;ctrn7i,ics, 16, 96, November 1942; 
H. Nytiuist and S. Brand, "Measurements of Phase Distortion,” Bell System. Tech. 
Jour., 9, 522, Jtily 1930, 
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Discrimination with other Types of Data Representation. — While dis- 
crimination of data expressed in those types of representation most 
common in electronic computers has been, covered in some detail, it is 
obvious that many types of discriminators for other types of data repre- 
sentation have not been mentioned. It should be remembered that the 
same concepts apply to other types of data representation, such as linear 
displacements, shaft rotations, forces, torques, and pressures. Where 
discrimination is desired between two quantities represented by some 
physical variable for which the known discrimination devices are not 
appropriate, discrimination may also be achieved by converting to a 
new representation and discriminating in the new representation. Con- 
version from one type of data representation to another is discussed in 
Sec. 3'21. 


MULTIPLICATION AND DIVISION 

3*11. Mechanically Controlled Voltage Dividers or Multipliers {E or 7, 

S or $:E), — In this section a number of devices will be considered in which 
the output voltage is proportional to the input voltage multiplied by a 
constant where the constant is adjustable by mechanically changing the 
relative orientation or spacing of parts, examples being potentiometers, 
linear-wound synchros, and condenser voltage dividers. These devices 
will be considered in this section from the standpoint of linear multi- 
plication, that is, the type of operation in which the transfer constant 
referred to above is made proportional to some mechanical parameter 
such as shaft rotation. Such devices modified in their design to produce 
transfer constants that are nonlinear functions of the input mechanical 
variable are discussed in Chap. 5. 

Potentiometers. — Precision potentiometers are widely used as multi- 
plying devices because of their high accuracy, simplicity, ruggedness, 
and relatively low cost. They are useful for both d-c and a-f a-c appli- 
cations. Their practical limitations are those of impedance and speed 
of response, the latter limitation arising from the fact that they must be 
mechanically controlled. Potentiometers have been discussed in consid- 
erable detail elsewhere in this series,^ and the reader is referred to these 
treatments for details. 

Precision Variable Autotransformers. — In a manner similar to the 
potentiometer multiplication described above, multiplication can be 
performed in the case of a-c potentials by means of a variable auto- 
transformer, sometimes referred to by the trade name Variac.'^ Variable 

^Vol. 17, Chap. 8; Vol. 19, Chap, 12, entitled ''Electromechanical Amplitude 
Modulation”; and Sec. 12-3. 

2 General Radio Co. trade name. A number of competing devices are also 
available. 
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Q/Utctransf ormers on t/tiG inO/rkGtj 8/4 th© prcsGiit tim© nr© cos/rs© (i©vic©s 
designed for the control of power and do not permit a precision of better 
than several per cent. Experiments have been made with specially 
constructed vaiiabl© autotransformers ^ having particularly homogeneous 
cores. These were wound very carefully with thin wire to give good 
resolution and linearity. By carefully adjusting the position of the 
brush it is possible to obtain a linearity of +0.1 per cent with highly 
reactive loads. 

The advantage of the variable autotransformer over the potentiom- 
eter is that the linearity of its output voltage does not suffer when a 
low-impedance reactive load is used. For best results both the load 
and the transformer should have high Q’s. Because of this low-imped- 
ance feature, it is possible to cascade several precision autotransformers 
or to drive other devices such as resolvers with them directly without the 
necessity for introducing vacuum-tube driver circuits. The inductance 
of a small autotransformer suitable for computer application is of the 
order of 2 henries. 

Precision variable autotransformers have been used by the British 
and are designated as ‘‘Magslip I-pots.^' I-pots have been used by the 
British to drive directly devices such as the 3-in. Magslip resolver. Data 
on an early British I-pot available to the authors indicates an accuracy 
of approximately + 2 per cent, but it is not known whether or not more 
accurate results have been obtained. 

Synchros. In the usual synchro or synchro-type resolver, the out- 
put voltage foi a fixed input voltage usually varies with the sine of the 
angulai lotation of the shaft from the zero or null position. However, 
it is worth noting at this point that synchros have been designed so that 
the constant relating output voltage to input voltage varies linearly 
rather than sinusoidally with shaft rotation over a limited range. 

Condenser Voltage Dividers . — The subject of condenser voltage dividers 
in which one of the condensers is controlled by an input shaft rotation is 
discussed in detail in Vol. 19, Chap. 12. 

3*12. Electronically Controlled Voltage Dividers — There 

appear to be at least two fundamental ways of electronically controlling 
a voltage divider. In one method an impedance in a divider network 
is made vaiiable, for example, by varying the plate resistance of a vacuum 
tube by means of grid control or by varying the power in a high-tempera- 
ture coefficient resistor operated at a constant ambient. In a second 
method, an input voltage is switched on and off by a rectangular wave- 
form whose duty cycle is made proportional to another input voltage; 

1 H. S. Sack, J. J. Taylor, and Ti. N. Work, “Preliminary Results on Calibration of 
Autotransformer," Report Nl)UC-364, Cornell University, Research Contract 
OEMsr768, Jan. 16, 1945. 
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averaging the resulting output waveform then yields a d-c voltage pro- 
portional to the product. The switching in the latter scheme is accom- 
plished by an on-off device such as a vacuum tube alternately driven 
and cut off, and hence its characteristics are only of second-order impor- 
tance. A third method, that of varying of the gain of an amplifier, is 
considered to be distinct from the two methods given and is discussed in 
the following section. 

Variable Ini'pedance Method . — There is little to be said about the 
variable impedance method except that it is included for completeness 
but is likely to be extremely inaccurate. It may, however, find uses 
where only crude but simple multiplication is required, as, for example, 
in circuits where a stage gain must be changed to maintain a reasonably 
constant over-all gain but where precision is not important. 

Pulsed Attenuator Circuits . — A method has been developed that per- 
mits simultaneous multiplication and division and therefore combined 

operations such as the taking of 
square roots, squaring, etc., with 
d-c potentials for inputs and out- 
puts. Referring to the block dia- 
gram (Fig. 3T3) (A) designates an 
attenuator. The input potential 
A is fed into the attenuator and a 
fraction of it kA is received at the 
output. This output kA is fed 
into an attenuation adjustor, 
which equalizes the input kA to 
another potential ao, by feeding 
back to the attenuator informa- 
tion that adjusts the attenuation constant k. If now this attenuation 
constant is applied to a second attenuator (B), identical with the first 
one, and a potential B is fed into this second attenuator, the outinit h 
of the second attenuator will be 

b = kB == (10) 

thus performing a multiplication and a division. 

Different models differ in the type of attenuators and attenuation 
adjustors used. 

While a simple but rather coarse instrument (accuracy of a few per 
cent) can be obtained by using an electronically controlled variable 
impedance as the attenuator, a more precise and more stable device is 
obtained by designing the attenuator so that the tube characteristics 
enter only in the second approximation. Such attenuation is accom- 



Fig. 3*13. — Pulsed attenuator computer 
block diagram. 
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plished by an electron tube that is intermittently blocked. The transfer 
constant k is given, in a first approximation, by the ratio of the time 
during which the tube is blocked to the total time considered. This 
operation is accomplished by applying to a vacuum-tube grid a rec- 



tangular waveform in w'hicih the relative width of the positive portion is 
controlled by the attenuation adjustor. 

Two (liiTerent models based on this princii)l0, using dilt’erent t,ypes of 
attenuators, were developed^ and will be discussed briefly. One of the 

^ The work on those deviees was done for tlio lta,dia,tion Ijaborjit-ory nnder OSltD 
contract by the Physics Department of Conudl University and was under the direc- 
tion of II. S. Sack. For further details refenmee is made to NDIlU Ih^jiort No. 
14-435 and the Cornell thesis of A. C. Beer and H, W. Boehnier. The material of this 
section on pulsed attenuator circuits closely follows a summary of this work kindly 
furnished by Dr. Sack, 
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circuits is reproduced in Fig. 3-14. The two tubes Ti and T% constitute 
the two attenuators. The inputs A and B are applied to the plates of 
these tubes through large resistors Ri. The screen is kept at a constant 
potential, in this case approximately 45 volts. The rectangular wave- 
form that regulates the attenuation is applied to the grid. In the case 
of attenuator (A), the output is taken from the point labeled a; condenser 
Cl smooths the output. It is evident that while the grid is negative, 
the condenser will be charged up, whereas it will be discharged during 
the period when the grid is positive. Ti and form, therefore, attenu- 
ators of the type required in this kind of circuit. The attenuator output 
a is fed to one grid of a differential amplifier while to the other grid of 
this amplifier is fed the other input potential ao. The differential ampli- 
fier consists of two stages of twin triodes and Tn. Condenser C 3 
eliminates oscillations. The output of this amplifier, which is propor- 
tional to the difference between a and ao, is fed through a resistor divider 
to one grid of a delay multivibrator^ (DMV), Te. The DMV is trig- 
gered on the grid by a positive trigger source not shown. The output 
of the DMV is a rectangular waveform, the relative width of which 
depends on the input d-c potential. This waveform amplified by a 
pentode T 7 is applied to the grids of the attenuators. The connections 
are so arranged that if a is larger than ao, the width of the negative pulse 
on the grid of the attenuator will decrease, thus decreasing a; if a is 
smaller than ao, the negative pulse width will increase, and a will increase. 
In this way a is always kept nearly equal to ao as required. If, further- 
more, the resistors and tube clamping impedances in the two attenuators 
are the same, then the output of the second attenuator is equal to ao(B/a). 

Control i?ioi permits the zero adjustment of the differential amplifier. 
Control Rioi regulates the appropriate level of the input to the DMV. 
A diode, the second half of the twin triode Tg, limits the input potential 
to values below the critical value at which the DMV oscillates continu- 
ously; the correct value is obtained by adjusting the control 7 ^io 4 - The 
adjustments of 72 102 and 72 104 have to be made by observing the output 
of the DMV on an oscilloscope, adjusting them till the width of the pulse 
varies over the whole range without changing the mode of operation 
as the input a varies over its permitted values (or, at a given value of 
ao, A varies over its whole range). Another diode, formed by one half 
of a twin triode Tg, limits the level of the grid of the attenuator tube. 
This level is adjusted by 72io3 and should be of the order of —3 volts for 
the tubes that were used here. 

The precision that can be obtained by this apparatus depends on a 
number of factors. The first one has to do with the clamping charac- 
teristics of the attenuator tubes. As these tubes are used, the clamped 

^ See Chap. 5, Vol. 20, for details for this circuit. 
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plate potential is roughly 1 volt or less. Good attenuator tubes would 
require that the plate resistance in this low-voltage range should be 
independent of the voltage and should be the same form, one tube to 
another. The 6V6 proved to be the most satisfactory tube in this 
respect among a great number tested. The input impedance of the 
following stage, consisting of the leakage resistance of condenser Ci and 
the input impedance of the succeeding electronic device, should be high 
as compared with R^, constant, and the same for the two attenuators 
within 1000 megohms, expressed in terms of shunt resistance. Another 
important factor in the precision is the stability of the differential ampli- 
fier, in particular, the zero stability of the first stage. 

Tests showed that the precision is somewhat better than +0.2 per 
cent of maximum output with inputs ranging from 23 to 57 volts for 
ao, 46 to 230 volts for A, and 22 to 230 volts for B, which means 5 to 
165 volts at the output. 

A second circuit^ uses push-pull attenuators- In this circuit, the 
design of the attenuation adjustors is nearly identical with the first 
circuit, except that the first stage of the differential amplifier consists of 
two pentodes instead of a twin triode; the condenser that is inserted to 
eliminate parasitic oscillations is introduced in a different way; and the 
various levels have different values. It was found that a precision of 
+ 0.1 per cent could be obtained when a single-ended input did not 
exceed ±45 volts or a differential input did not exceed +70 volts. In 
order to obtain this precision, selected tubes were used. 

3*13. Variable-gain Amplifiers and Modulators — ^Another 

class of voltage-sensitive transmission constant devices is that employing 
vacuum-tube amplifiers whose a-c gains are proportional to grid voltages. 
The 6SK7, for example, has a plate-current grid-voltage curve that is 
nearly parabolic over the range of grid voltage from —1 to' —10 volts, 
with Op — 250, and = 100, as is evident by a substantially linear 

relationship between and e„i in this region. For such a tube we may 
write 

ip — io + ciGoi + hell ^ 

and ► (11) 

Nip = (a — h 26 ef/i) -f* £>(ACf/i)“. ^ 

As is apparent from this expression, the gain for small signals of an 
amplifying stage incorporating a 6SK7 used under these conditions may 
be varied nearly linearly by adjustment of the d-c bias applied to the 
grid, thus making possible the multiplication of an input a-c signal 
applied to the grid of the tube by the magnitude of the increment in 
d-c bias voltage also applied to the grid. As with the previous method, 

^ See Sec. 6*4 for an application of this circuit. 
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implying variation of the plate resistance of the vacuum tube, however, 
this method is subject to considerable instability due to shift in the 
operating point of the tube with changes in heater voltage. 

There is another method employing a variable-gain tube that is 
somewhat better with respect to variation with changing heater voltage. 
If in the preceding expressions for the change in the output current 
resulting from a change Ac in the grid voltage, we set 


Acoi == Lex cos 03 xt -I- Aea cos oid, 


the result is 

Afj, = (a H- 25 e„i)(Aci cos coit Le% cos coa^) + h 


+ AciAca [cos (coi + -j- cos (coi — 002)^] + 



('Ac])2 _ 

2^ (00s 2 a d 4- 1) 
(cos2m2/:+ 1)}. (12) 


In this expression the amplitudes of the modulation products are directly 
proportional to the products of the amplitudes of the input voltages and 
the grid-cathode voltage does not enter these terms explicitly. This 
means that variations in d-c bias, cathode temperatures, and the like 
will be of less importance in determining the amplitudes of these modula- 
tion products. If the output of such a stage is passed through, a filter 
transmitting only one of the sidebands, say that at' angular frequency 
(coi — C02), the output observed at this frequency will be proportional to 
the product of the amplitudes of the input voltages at angular frecpiency 
coi and 0J2, respectively. Computing devices utilizing this property of 
the tube have been built and have operated with a precision of a^rproxi- 
mately 1 per cent. 

There are available a wide range of circuits of the modulator type 
that operate to give an a-c output that is the product of an ini)ut alter- 
nating current and an input direct current. Much is availal)le in the 
literature on modulators,^ and the subject has also been discussed else- 
where in this series.^ 

Feedback techniques may be applied to a variable-gain amplifier to 
cause it to amplify an a-c signal of some standard amplitude siudi tliat 
this signal appears in the output at an amplitude equal to another signal 
ex, which is considered as a multiplier signal. This may l)e aec*,()mi;>lished 
by using the difference in amplitude between the amplified standai‘d 
signal and the multiplier signal ex, feeding back the difference at high 
gain to control the amplification of the variable amplifuaition stage 
in such a direction as to reduce the difference to nearly z(n*o. Under 


1 For bibliography see F. A. Petraglia, Electronic Engrtwcring Master Index, 
Electronics Besearch Publishing Co., 1945, “Modulation,” pp. 55, 207. 

2 Vol. 19, Chap. 11, entitled “Electrical Amplitude Modixlation.” 
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these conditions, the amplification of the stage is proportional to 8%. 
Any other signal e^. fed to the variable- gain amplifier in the same manner 
as the standard signal will then appear in the output with an amplitude 
proportional to exc^. It is, of course, necessary that the standard signal 
be separated from the signal being amplified. The device described 
is a multiple-purpose element, since two different types of data and 
the standard signal) are used as inputs; any of the methods mentioned 
in Sec. 1-2 may be used to separate these signals. In this case, separation 
is easily achieved by using a-c signals at different frequencies for the 
standard signal and the input e^. The block diagram of this device 
would thus closely resemble that of the pulsed attenuator computer 
(Fig. 3*13). 


A multiplying circuit based on these principles has been developed 
at Telecommunications Research Establishment and is discussed in 
Vol. 19, Sec. 19-6. A similar method used in this country to linearize 
the characteristics of a GAS 6 as a variable-gain amplifier achieved excel- 
lent accuracies. It is to be hoped that details will be published in the 
near future by the laboratory undertaking this development, as the 
method holds considerable promise. 

3*14. Special Nonlinear Methods of Multiplication. Methods . — 
There are available a number of mathematical expressions by means of 
which products can be computed through the use of other functions, 
such as squares, differences, logarithms, trigonometric functions, etc., 
which are sometimes easier to instrument than more direct multiplica- 
tion methods. Three of the most imp(u-tant of these equations are 



xy = 

4- ?/)^ — (x — yY^], 

(13) 


log xy = 

■■ log X -f- log y, 

(14) 

and 

xy — 

■ -|•[cos (a — h) — cos (a -f- 6)], 1 


where 

X 

1 

== sin a, y = sin h. , 

■ (15) 


Nonlinear Elem,ents . — Nonlinear elements suitable for use in applica- 
tions of these methods are discussed in Clhap. 5 and in Vol. 19, Chap. 
19. A short list will be given, but the reader is referred to these 
other sections for details and for more complete listings. Mechanical 
nonlinear elements of importance are gears, cams, cone-cylinder combi- 
nations, levers, etc. Electromechanical elements of importance are non- 
linear potentiometers, loaded linear potentiometers, nonlinear condensers, 
synchros and synchro-type resolvers, sine potentiometers, etc. Electronic 
devices of interest are contact rectifiers, nonlinear resistors, vacuxim 
tubes, etc. 
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3*15. Bridge Methods or (0's;0). — Bridge techniques are fre- 
quently very useful because they provide simple and accurate methods 
of obtaining an output that is the product of two inputs divided by a third 
input. Thus, in the bridge illustrated in Fig. 3T5, the output is 
given at balance by 

rz _ ZxZq 


The bridge method, as illustrated in Fig. 3T5, has the disadvantage 

that some balancing means, such 
as a servo, is required. A prac- 
tical consideration in the design 
of such bridges is the adjustment 
of the slope of the various inputs. 
The independence of variations of 
the supply voltage E offered by 
the bridge makes this method one 
of great stability and accuracy. 

3*16. Multiplication by the In- 
tegration Method. — Bush and Cald- 
welP have reported a method of multiplication that has been found 
useful in connection with a differential analyzer. In this method the 
product of two variables x and y is formed according to the equation 



Fig. 3- 15.' 


-Use of bridge for multiplication 
and division. 


xy 


j’ X dy j y dx. 


(16) 


Through the use of this equation, multiplication can be performed 
by standard differential analyzer integrator elements with a very high 
degree of precision. For discussion of integration techniques, the reader 
is referred to Chap. 4. 

3-17. Miscellaneous Techniques and Devices or (E,t:E ) — 

Change of Slope of Waveform in Time-modylation -Through 

changes in the supply voltage, the slope of triangular waveforms used in 
time-modulation devices may be varied with the sometimes useful and 
sometimes objectionable result that the time modulation produced by 
such a circuit changes inversely as the supply voltage when the ‘‘pick-off" 
or comparison voltage is independent of the supply voltage. F^xpressed 
in another way, the voltage at any time t after the initiation of the wave- 
form varies directly with the supply voltage. Of course, in the usual 
time-modulation circuits, the pick-off voltage is also derived from the 


1 V. Bush and S. Caldwell, ‘A New Type of Differential Analyser,” Jour. Franklin 
Inst., 240, 2.55-326, October 1945. 
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same supply voltage as the triangular (linear sweep) waveform, and this 
variation is canceled out with a high degree of accuracy. 

Use of Variable-condenser Modulators to Multiply A-c Data by D-c 
Data. — Variable-capacitance modulators are discussed in detail in Vol. 19, 
are mentioned earlier in this chapter as voltage discriminators, and are also 
referred to again in Chap. 15. As described above, the output of the 
variable capacitance modulator is proportional to the amplitude of 
mechanical vibrations and the applied d-c potential. By the use of an 
extra electrode, a d-c standard, and a simple feedback circuit, the ampli- 
tude of vibration may be made accurately proportional to an a-c input. 
Under this condition, the resulting a-c output from other electrodes is 
accurately proportional to the product of the a-c input and the d-c 
potentials connected to these electrodes. Linearity of modulation may 
be extremely high, approximately 0.1 per cent. For high-accuracy 
applications great precision is required in the construction of these 
devices, and as a result they are difficult and expensive to make. 

Field. Current Control of Generator Voltage (o3,I:E) or (co,E:E). — It has 
been found useful to vary the volts per rpm scale factor of small a-c or 
d-c generators by variation of field currents. For example, it may be 
desirable in a velocity servo to maintain the velocity constant for any 
given setting of a voltage divider connected to a reference potential. 
If this is done by comparing with the voltage so derived a voltage from 
a tachometer generator on the output shaft of the velocity servo, varia- 
tions in speed will result when the supply voltage changes if the tachom- 
eter scale factor is not changed at the same time. It is possible, 
although not often practical, to control the tachometer in this case by 
controlling its field in such a manner that the field current is proportional 
to the supply voltage. The practical difficulties in this case are due to 
the copper resistivity temperature coefficient and to hysteresis effects. 

A device that also provides an output voltage accurately proportional 
to speed and input voltage is the condenser tachometer described in 
Chap. 4 in connection with integration servos. 

Electrodynamometer Multiplier . — The electrodynamometer 

multiplier has been described or proposed by a number of authors.^ 
In a typical instrument, two coils are mounted concentrically with one 
coil free to turn about an axis in the plane of both coils. When current 
is passed through both coils, a torque tending to produce relative rota- 

ij. S. Allen, "An Electromechanical Calculator," RL Internal Report No. 62, 
Jan. 26, 1943; H. S. Sack, Cornell University, "Memoraiuhim on a Computer Based 
on the Eleotrodynamometer Principk?," July 14, 1945 (unpublished memorandum); 
V. Bush, F. D. Gage, and H. R. Stewart, "A Continuous Integraph," Jour. Franklin 
Inst.j 203 , 63 (1927); R. N. Varney, "An All Electric Integrator for Solving Differen- 
tial Equations," Rev. Sci. Inst., 13 , 10 (1942). 
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tion of the coils is produced, the torque being proportional to the product 
of the current in each o the two coils, as in an electrodynamic voltmeter. 
In the electrodynamometer- type multiplier there is provided a second 
movable coil and a constant magnetic field produced by a coil with fixed 
current or by a permanent magnet. By passing a current through 
the second movable coil, a torque that is equal to and oppositely directed 
from that produced by the first two coils may be produced, which allows 
operation as a null device. It is seen that the current required in the 
second movable coil in order to bring the moving coil system to a null 
is proportional to the product of the currents in the first moving coil 
and the first fixed coil. A suitable means for detecting small angular 
motions of the shaft carrying the moving coils must be provided in order 
to actuate a feedback amplifier supplying current to the second moving 
coil in order to restore the shaft to its null position. A number of devices 
suitable for use as shaft position error indicators are proposed in the 
references, and in addition several of the low-torque data input devices 
discussed in the first part of Chap. 12 may be used. The instrument, 
although not at present fully developed, promises to be light, compact, 
accurate, and practical. 

Multiplication and Division Baaed on Ohm’s Law (E,Z:E) or (E,Z:I ). — 
The Ohm's law dividing circuit is a simple and reliable circuit which 
deserves to be used more often than it is. Its field of application is 

limited to those cases where the divisor has only one 
1 I sign and does not go to zero. Because there are so 

^ many applications where it is unsuitable owing to 

° these limitations, designers are apt to forget about 

it for applications where it is entirely si d table. In 

g I this circuit, as illustrated in Fig. 3*16, the resistance 

y El jKa, is made proportional to one inx^ut y, while 

^ ^0 the voltage e applied across the two resistors is 

I made proportional to another input x. The current 

o 1 6 through the resistors is then proportional to x/y and 

^ 0 — may be measured as a voltage by taking tlie voltage 

,, .. , , drop across resistor Ri. The minimum value of 

law divider. y IS proportional to the resistor Ri. Since the 

impedance of this network is variable, the voltage 
e must be supplied from a low-impedance source or at least measured 
after R<i. has been adjusted so that Ri R^ is proportional to y. This 
circuit has been used in an airborne navigation computer to comxiute the 
time required to fly a given distance at a given speed by making tlie volt- 
age e proportional to the distance and the resistance Ri /iti X)roi:>ortional 
to the speed, taking the voltage across Ri as the time required to cover 
the given distance. 
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The Time Coincidence Multiplier {ds:I). — A clever metliod of multi- 
plying devised by A. C. Hardy of Massachusetts Institute of Technology 
is based on the fact that if several events occur each with a random dis- 
tribution in time, the probability of a simultaneous occurrence of all of 
them is proportional to the product of their separate probabilities of 
occurrence at any given instant. A circuit embodying a similar prin- 
ciple uses repetitive rectangular waveforms whose periods have no 
common divisor. Under these conditions, the various separate events 
certainly do not occur randomly with time, but the fraction of the time 
that coincidence between the positive portions of all waveforms may be 
observed is very nearly the same as that which would be observed were 
all events truly random, particularly if the time interval over which 
observations are averaged is long compared with the repetition intervals 
of the rectangular pulses and if the frequencies have been judiciously 
chosen. A tube is adjusted so that it will be turned on only during the 
time when all input waveforms are positive, with the result that the 
average current drawn by the tube is closely proportional to the product 
of the input waveform duty cycles, each of which is made proportional 
to one of the inputs. An application of this method to the solution of 
simultaneous equations is discussed in Sec. 6-2. For further details of 
this circuit, reference is made to Vol. 19, Sec. 19*6. 

Computers using this principle have been built with accuracies of 
the order of 1 to 4 per cent. Since the method does not depend critically 
upon the characteristics of vacuum tubes or nonlinear elements, there 
appears to be no fundamental reason why this accuracy could not be 
improved if necessary. 

Miscellaneous Mechanical Methods {S or d:S or 6). — A variety of purely 
mechanical methods of multiplication are available. Fry^ has sum- 
marized most of these methods. Other references of interest are a 
XT. S. Navy Department pamphlet, a book by Lipka,^ and Vol. 27 of this 


series. 

The most common mechanical multipliers include logarithmic cams, 
gears, and tape wheels; meclianical models of two similar triangles, rela- 
tive sizes being adjusted by one input variable and length of one side 
being adjusted by the other input variable; “sector multipliers'’ in which 
a radius and angle are each adj listed by an input variable, giving a motion 
proportional to their product over a limited range; the so called “Vari- 
■” positive-drive variable-gear ratio device; space cams; linkage 


1 M. Fry, “ Diisift-ning Computing Mechanisms,” Machine Design, August 1946 
througli Febi’uary 1946. 

2 '‘ Basic Fire Control Mechanisms,” Bnr. Ordnance Pamphlet 1140, U.S. Navy 
Dept., Ford Instrument Go., and Arma'Corp. 

3 J. Lipka, Qra.phic.al and Mechanical Computation, Wiley, New York, 1918. 
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multipliers, etc. For further details and more methods the references 
given above should be consulted. 

IDENTITY OPERATIONS 

By an identity operation is meant an operation that does not change 
the mathematical quantity represented. The principal examples aie 
change of level, change of impedance, change of scale factor , and change of 
data representation. Identity operations are most commonly used in 
connecting together blocks performing more complicated opeiations 




Fig. 3-17. — Examples of circuits for changing d-c voltage levels. 


such as multiplication, addition, and squaring. The identity operation 
of transformation of data representation, for example, allows a block 
operating on one form of data to be connected to a block operating on a 
different form of data. In general, it may be said that through the use 
of identity operations, greater over-all computer effectiveness can be 
achieved, for the increase in effectiveness of the various other operations 
will usually more than make up for the complexity of the added identity 
operation. 

3-l8. Change of Voltage Level. — Most of the techniques required for 
changes of voltage level will be found under the discussions of addition 
and subtraction devices. Circuits shown in Fig. 3- 17a, h, and c are 
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examples of level-changing circuits. Figure 3* 17a illustrates a method 
commonly used in direct-coupled amplifiers to obta n signals at the cor- 
rect level with respect to ground for use as inputs to the following stage. 
The differential voltage output is only R^/iRi + R^) times that available 
at the plate, but a net over-all stage gain results, and both input and 
output are at the same level. Figure 3T76, a regulator tube or neon 
glow tube, characterized by a nearly constant voltage drop over a range 
of current, is used to obtain a voltage eo at a level that is suitable for use 
as an input for the following stage. A very simple level-changing device 
is a dry battery. Batteries are bulky, must be replaced frequently, 
generally cannot be used at very high temperatures satisfactorily, and 
have large voltage temperature coefficients but are used freely in labora- 
tories and elsewhere where these limitations are relatively unimportant. 

In Fig. 3T7c is shown a circuit in which the output is 200 volts higher 
than the input, the input covering the range of 0 to 20 volts and the out- 
put covering the range 200 to 220 volts. The accuracy of this circuit is 
approximately 50 mv for the range indicated. The circuit may cover 
larger anges with reduced accuracy. 

3*19. Change of Impedance. — Change of impedance is accomplished 
through the use of networks and/or the use of feedback- These sub- 
jects are discussed in great detail in the existing literature and elsewhere 
in this series. For standard network methods, reference is made to 
Terman.i For feedback theory and examples of the application of feed- 
back techniques to the problem of changing impedance, reference is 
made to Yol 18, and a recent book by Bode.^ 

3*20. Change of Scale. — Change of scale means multiplication of the 
data at any point by a fixed quantity. The methods discussed above 
under multiplication and division therefore are applicable to this problem; 
but since freedom to vary both inputs as in multiplication is not reciuired 
for this application, most of the devices mentioned above are unneces- 
sarily complex for this usage. Where the factor is less than one, simple 
resistive, capacitative, or inductive divider networks will often suffice. 
Where any impedance must be maintained, a matching T- or 7r-network 
may be used. Where the constant of multiplication is greater than one, 
amplifiers may be used whose gains are accurate. Transformers may also 
be useful if the distortions and changes in gain with temperature intro- 
duced by the transformers are not objectionable. References for the 
design of matching networks and feedback amplifiers are given in the 
preceding section. 

^ F. E. Terintui, Radio Engineers' Handbook, McGraw-Hill, Now York, 1943, Sec. 
3, par. 25. 

2 H. W. Bode, Network Analysis and Feedback Amplifier Design, Van Nostrand, 
New York, 1945 
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3*21. Change of Representation. — One of the most important identity 
operations is the change of representation. An introduction to the sub- 
ject* is found in Sec. 12-2, together with a short list of some of the more 
important representations of data used in electronic and electromechan- 
ical computers. 

It is usually true that a computer can be most effective if freedom is 
allowed the designer in selecting methods and devices for performing the 
various isolated and grouped operations on the input data. It is obvious 
that the freedom of representation contributes greatly to the freedom of 
selection of the best method and device for any operation. For example, 
suppose that the inputs to a proposed computer are mechanical shaft 
rotations. It would be imposing unnecessary restrictions on the designer 
to say that throughout the computer data must be carried along as 
shaft rotations. A far- simpler computer might be made through the 
use of a simple device performing the identity operation from the repre- 
sentation of data as shaft rotation to the representation of data as an 
electrical potential (as by a potentiometer), followed by electrical devices 
performing the necessary operations on the electrical data. 

An exhaustive treatment of the subject of the identity operation 
would probably include a detailed discussion of the devices and methods 
available for passing from any data representation to any other. Con- 
sidering only those 17 representations most used in electronic and elec- 
tromechanical computerst it is seen that (17)^, or 289, categories of 
devices would have to be discussed, with more than one device in some 
if not all categories. Such a compendium is not possilde here. 

It is suggested, however, that the serious worker in the field start liis 
own collection of methods for changes of representation, beginning the 
collection with changes between the representations most frequently 
encountered in the type of computers with which he is concerned. The 
worker in the hydraulic control field will certainly wish to add such 
variables as volume, flow, etc., to those given above and in all proha.l)ility 
can also subtract several from this list as of little practical importance in 
his field. A discussion of changes of representation useful in passing 
data into and from an electronic computer will be found in Chap. 12. 
While the devices of Chap. 12 are treated from the standpoint of data 
input and output devices for servomechanisms, in most cases thc^ de vita's 
are suitable for use also in electronic computers, where servomechanisms 
may or may not be involved. 

* See also H. Ziebolz, Relay Devices and Their AppUcatiorkS to the Solution of Mathe- 
matical Equations, Askania Regulator Co., Chicago, 1040. 

t Force; pressure; torque; translational and rotational displaecinent, velocity, aiul 
acceleration; voltage, current, charge, impedance, frequency, phase, (^ount, ami tirm^ 
interval. 
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CHAPTER 4 

CALCULUS 


By J. W. Gray 


4*1. Introduction. — In electronic instruments the need occasionally 
arises for the differentiation or integration of some quantity with respect 
to an independent variable. Time is usually the independent variable, 
and this case will receive most of the attention here. For both differen- 
tiation and integration with respect to time, the most common methods 
used are those employing either a condenser-resistor combination or an 
electromechanical tachometer. The choice between these two classes 
in a given application is usually indicated by the nature of the inputs 
and outputs, but the choice of specific components and circuits requires 
considerable knowledge and judgment. 

Although it is not the purpose of this chapter to embrace all possible 
forms of the operation of calculus, a few simple methods will be described 
in addition to time-differentiation integration, including integration 
and differentiation with respect to a dimension other than time. 


DIFFERENTIATION 


4*2. RC-circuits. Simple RC -differentiators . — The time derivative 
of a voltage can be obtained directly as a current if a condenser is charged 
from the voltage source: 


i 



( 1 ) 


With ordinary sizes of condensers, the current obtained is so small 

as to be useless as a terminal output except 
when very rapid voltage changes are meas- 
ured. The current must generall.y be e, on- 
verted to the form of a voltage by the use of 
a resistance. In Fig. 4T if the input is 
changing at a uniform rate and has l)een 
doing so for a time sufficient for the current 
through C and R to become constant, it follows from Eq. (1) that the 
output voltage is 

e. = RC (2) 

Thus, the larger the RC product the greater will be the output for a 
given input rate. But also, the larger RC is the more noticeable will ))e 
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Fig. 4-1. — Simple iSC'-differeiiti- 
ator. 
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the effects of higher derivatives of the input. For example, if desidt 
has been constant at some value and then suddenly changes to some new 
constant value, e,, does not jump immediately to the correct new value 
of RC{de^/dl) but rather approaches it exponentially with, a decay time 
constant of h'C. In Fig. 4-2, de^/dt suddenly increases from zero to a 
constant value (the level of c® itself is, of course, immaterial), and there- 
after the output follows the curve 

e. = (1 - (3) 


Thus if UC were doubled, the eventual output would he doubled, but 
so, also, would the time required to reach this asymptote. 

For correct operation, then, RC must be small enough that considering 
the nature of the error in the output following any change of the input 
rate will be of negligible amount and duration. The obvious solution 



Fig. 4'2.- of traiusieiit on simple 

RV dififerontiatiou. 



I’lG. A- 3.' — Feedback amplifier type of 

differentiator. 


is to use a small RC and then to amplify the output to sufficient propor- 
tions for the application. There are instances where this method is 
practical. The amplifier in such a method must usually be of the modu- 
lator type rather than direct-coupled, because of the amount of drift 
encountered in the latter type. Vi^ith direct-coupled circuits, this drift 
is amplified. In the feedback method described below, it is not. 

Feedback Amplifher RC-d,iferenHatof.—Th& undesirable transient 
effects in Fig. 4-2 stem from the fact that not all of the signal appears 
across the condenser; it is apportioned between this and the resistor. 
This would not be so, if the junction point between R and C could be 
held at constant potential by a monitoring device that would extract no 
current therefrom. This monitoring device can be a d-c amplifier.^ In 
Fig. 4-3 the amplifier shown inverts (i.e., e,, drops in potential if Cg rises), 
takes no iiqout current, and has an operating output range that encom- 
passes tlu; input lew^l. 

If it is a,ssuraed tViat tlie amplifier has infinite gain, so that ea must 
be constant as long as e<, is within its useful range, the condenser current 


will be 


^ dc s 


(4) 



66 


CALCULUS 


[Sec. 4-2 


and the output is therefore 

So 


^9 

e 


- Ri 


9 




or, if eg is at the reference level, 

eo = 



(5) 

( 6 ) 


If the input rate changes, e,, tends to change, which causes Bo to move 
immediately to counteract this. Thus there is no lag, and the operation 
is described by Eq. (6) regardless of higher input derivatives. 

If the gain of the amplifier is some finite amount G, it is possible to 
show that the differentiator responds to the type of change shown in 
Fig. 4-2 as follows: 


Co = 


GRC 
G + 1 


^ _ Q(0+l)t/RC'^ 


des 

dt 


(7) 


Comparing this with Eq. (3), the asymptote, except for the minus sign, 
is almost the same (only 1/G less), and yet the time constant of approach 
to the asymptote is only RC/(0 + 1) instead of RC. 

If the input rate is so great that the amplifier saturates before can 
reach the required amount, Cg will no longer be held in place by the output 
action, and the device may thus be incapacitated for an appreciable 
time. For example, if a true step function is fed in {de^/dt = oo), 
the grid will follow the step. The amplifier output will jump to tlie end 
of its range, and the grid will then move back at a rate equal to this value 
divided by RC. When it has come back an amount equal to the step, 
normal operation will be resumed. If the step is positive, grid current 
may be drawn, which would help charge the condenser and limit the 
movement at the grid. It is also possible to supp)lement this effect in 
the negative direction by the use of a diode. Another method of rapidly 
restoring the grid voltage employs a relay, which is actuated by the 
output and operates to shunt R with a low resistance when the output 
becomes excessive in either direction. 

The use of a high-gain amplifier in Fig. 4-3 may result in oscillation. 
The effect may be analyzed according to ordinary feedback theory by 
considering the input terminal fixed. The condition may be remedied 
by the insertion of a small resistor in series with the condenser or by 
shunting the resistor with a small condenser or both. This comprises 
a “phase-lead’' circuit, which permits a fluctuation of to a,c-t on 
immediately to cancel itself, rather than in a retarded fasliion with R 
and C acting as a filter. If a series resistor of value nR is used or a 
shunt capacitor of value nC, the effect is the same. Assuming an 
infinite-gain amplifier, the output is now somewhat imperfect, having a 
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ec 





de.s 

dt 


( 8 ) 


'Phis is mucli tlie same effect as finiteness of gain, n being comparable 
in its effects to tlie factor If {G -f- 1). 

In some applications it may be that the RC needed to obtain the 
required output voltage is so large as to be impractical of realization. 
The output may be increased by using only a fraction of it in the feed- 
back. If the amplifier of Fig. 4-4 is assumed to have infinite gain, the 
output is 


e 


0 


Ri 


RC 


des 

dt 


(9) 


If R. I and R-i are not negligible in comparison with jR, their parallel resist- 
ance simply adds to R. 



Firs, 4-4.^ — Ino.i'caBO of output by atteniiatioa of feedback. 

The 2 (?r<) di'ift of tlie circuit of Fig. 4-3 is just the drift of the amplifier 
as measxu*ed at its input, which is generally quite small in comparison 
witli the iivailalolo output.' 

Clares iw ncHMled in the design of the first stage of the amplifier to ensure 
suflicioiit plate voltage that there is no danger of positive grid current.^ 
lilven so, there will be a small amount of negative grid current (positive- 
ion flow). By proper choice of the tube type this may be kept fairly 
low; and if tube selection is permissible, it can be much lower. If this 
current is constant throughout the operating range, it does not impair 
the precision , vsince it produces only a small constant-voltage drop across 
R, which can 1)0 accounted for by the zero adjustment in the amplifier. 
This may be the case if the amplifier has much gain after the first tube, 
since this tube will then suffer little change of plate voltage and current. 

The (!,/ point in the circuit is also susceptible to other leakage currents, 
particularly neighboring high potentials such as the plate lead of the 
tube. If moisture is a danger, it may be advisable to shield this point 

>• Vol. 18. 

2 Ibzd, 
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completely and to connect the shield to a low impedance at the same 
potential as eg. 

The amplifier output can be at any impedance, depending on the 
expected external load; for example, an output cathode follower might 
be used, its nonlinearity and drift being of no consequence if the feedback 
through R is from its output. The voltage range of the feedback point 
must extend below eg by an amount depending on the maximum positive 
input rate. This is an unusual and troublesome specification for a 
direct-coupled amplifier. The output has the opposite sign from the 
input rate. If this is undesirable, a differential amplifier may be used as 
the output stage, with the output from one plate and the feedback from 
the other, or a simple paraphase triode may be employed, with appro- 
priate plate and cathode resistors.^ 

Since the operation of the differentiator depends on the RC product, 
these components must be selected so that this product will be constant, 
within allowable precision limits, throughout variations of operating 
conditions such as temperature. One must also take account of con- 
denser leakage, which depends on e® eg. 

Another important consideration in the choice of condenser is the 
fact that most condensers are more or less susceptible to the ''soaking 
or " absorption” phenomenon, which causes them to depart from behavior 
as ideal condensers. It concerns the inability of a condenser to accept 
or deliver its entire charge immediately and seems to result from non 
homogeneity of the dielectric. In any event, homogeneous condensers 
(e.g., polystyrene) exhibit very little of the effect. ^ A simple test is to 
charge a condenser at a certain voltage for several minutes, discharge it 
momentarily, and record its subsequent voltage (measured intermittently 
with a cathode follower so as not to cause discharge). It will rise more 
or less exponentially to some fraction of the initial charge before decaying 
downward at its leakage rate. Conversely, if it is solidly discharged 
for several minutes and connected momentarily to the voltage source, 
its voltage will drop rapidly for a while before decaying at the normal 
rate. Figure 4-5a shows these voltage-time curves for a typical 4 gf 
600-volt filter condenser. The effect amounts to over 40 per cent in 
magnitude with a time constant of about 30 sec. This aberration can be 
approximated for purposes of calculation by a combination as in Fig. 
4*56. In the case of Fig. 4*5a, C' would be almost equal to C, causing 
the slow redistribution of the momentary charge or discharge as shown 
by the curves. The value of R' is such that the time constant of the 
loop is about 30 sec. Such a condenser would obviously be inappropriate 

1 IhU. 

2 J. R. Weeks, “Development of Polystyrene Condensers,” Elec. Mfg., April 1946, 
p. 146. 
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(a) 



Fiu. 4*5. — (a) “Soaking” effect in a representative 4-/xf (>0()-volt filter condenser. 
The upper curve is for the condenser completely discharged, then charged 1 sec at 45 volts, 
then open-circuited. The lower curve is for the condenser charged to 45 volts for 10 min, 
then shorted I sec, then disconnected. (&) Equivalent circuit for condenser exhibiting 
soaking effect. 


+ 250 +400 
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for use in a differentiating circuit, especially if the differentiating resist- 
ance R were of the same order of magnitude as the soaking resistance it!'. 

Figure 4*6 is an example of the type of circuit of Fig. 4-4 where the 
feedback is attenuated to give greater output for a low input rate. The 
value of C is 1 Aif ; ^ is 5 megohms; if! i is 5 megohms; and the parallel 
sum of 500 k and 250 k, or 167 k. Equation (9) gives 

(5 + 0.167) (1) (5) de, 

(0.167) dt ^ ^ 

d&s 
dt 


ec = 


= -155 


The bottom of R 2 is connected, in effect, to —100 volts rather than 

to ground as in Fig. 4*4. Since (i?i /R 2 

is 31, this allows eg to be at about —97 volts, 
whereas the output So is at ground level when 
des/dt = 0, a trick that simplifies the amplifier 
design. The input 6SL7 triode is operated at 
^ ma and about 95 volts plate to cathode, 
ensuring minimum grid current. The differ- 
ential amplifier input provides a convenient 
zero adjustment, balances the heater voltage 
variation effect, and permits the required over- 
all voltage inversion with two stages. The out- 
put is from a cathode follower. It is designed 
for only positive outputs, as this particular circuit was designed for an 
application where only negative input rates were of interest. 

Cathode-follower Type RC-differentiator . — 

For the differentiation of a voltage whose posi- 
tive rates only are to be measured and whose 
excursions are somewhat limited in magnitude, 
an arrangement like that of Fig. 4*7 may be 
convenient. It has the advantages of simpli- 
city and zero loading of the input. The opera- 
tion is obvious: If e„ is rising, e/ds forced to rise 
ju/(/x -1- 1) as fast, and the resulting charging 
current for the condenser produces an output 
voltage across the plate resistor. The scale fac- 
tor relating output to input rate is \iRC j (g + 1). 

The transient following a change of input rate 
has a time constant of only {R -f- r^,) C/ (g -+- 1) , 
where is plate resistance. 

If a pentode is used, with a separate power supply to hold constant 
screen-cathode voltage as in Fig. 4*8, the above scale factor becomes RC^ 
and the transient time constant is only C/g,^- 


Ejfp 



Fia. 4*8.- C (I t h o d o - 

followor differentiator lining 
pentode with neparate Hcroen 
sui:)ply. 


Epp 



Fig. 4- 7- — Cathode'-follower 
differentiator. 
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If the screen-cathode potential is maintained constant by means of a 
d-c “boot strap'’ device, the screen current will flow in C along with the 
plate current, so the drop across R will be reduced according to their 



B- 

PiG. 4-9.' — Method of loweiing ck. 


ratio. If the screen is at a fixed potential so the screen-cathode voltage 
varies with e, the action is more like that of the triode, except for the 
loss caused by screen current and the fact that plate current is not affected 
l)y the drop across R. The fact that the ratio 
of screen to plate cuiTent may vary can make 
the pentode less accurate than the triode 
unless the device of Fig. 4-8 is employed. 

Grid current is not permissible, and this 
determines the upper limit for e„. Heater- 
cathode leakage can cause a large error, and 
it may be necessary to use a floating heater 
supply. 

Some method of lowering is needed, 
since the grid is unable to do it. This may 
be done with a diode or a diode and cathode 
follower as in Fig. 4-9. Of course, no useful 
output is obtained while c,, is descending. 

The differentiator can be made to give 
both negative and positive derivatives b.y 
the use of a constant-current device parallel- 
ing the condenser as in Fig. 4- 10. If I is 
constant, the output voltage will be reduced 
by RI. If I varies slightly with c/,:, e^, will 
depend to a small extent on e„. This may or may not be objectionable, 
depending on the requirements of a given application. 

If the output voltage can be in the form of a potential difference 
between two terminals rather than a single voltage, the output of the 
circuit. of Fig. 4T0 may be balanced against that of a similar circuit 



lower diffcreritliitor with con- 
Btaiit-ciirreiit tube. 
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without the condenser to eliminate i 
magnitude. This may even permit, 


BA" 



B- 

Fiq. 4-11. — Balanced cathode-follower 
entiator. 


be dependence of output on input 
in some cases, the use of an ordi- 
nary resistor in place of the con- 
stant-current device, as shown in 
Fig. 4-11. 

4*3. Condenser Circuits Em- 
ploying Special Current Ampli- 
fiers. — There are certain types of 
feedback amplifiers, employing 
special devices other than vacuum 
tubes, that can amplify very small 
currents to give large currents or 
voltages vrith good linearity and 
stability. One of these employs 
a pair of magnetic toroids, whose 
saturation effects develop even 
harmonics of a carrier voltage 
when a small d-c unbalance is 


applied. Another type uses a mirror galvanometer and photocell, with 
current feedback from a d-c amplifier to cancel out the galvanometer 
current. Either of these or an equivalent device may be used with a 
condenser as a differentiator, by amplification of the condenser charging 


current. 


The above magnetic amplifier is described in Sec. 3*10. A differen- 
tiator employing an amplifier of this type has been found to be linear 
and stable to about 1 per cent with input rates ranging from —1 to 
-}-l volt/sec. One advantage of this type of differentiator over the 
type illustrated in Fig. 4*3 is the rapid recovery from the saturating 
effect of a step function or other temporarily rapid input rate. 

A galvanometer photocell amplifier having very good stability and 
linearity with a full-scale input of 1 /xa is described in Volume 18. With 
a suitable condenser input it would be very satisfactory as a differ- 
entiator, although perhaps somewhat limited as to portability. 

In these differentiators a resistance must be used to derive a voltage 
from the condenser current if the output is desired as a voltage. Thus, 
the RC product determines the relation between rate in and voltage out, 
and the remarks about this in the preceding section still apply. Also, 
of course, the condenser should not have excessive leakage or “soaking.’' 

4*4. Differentiation Based on Inductance. — ^An inductor can be used 


as a differentiating device if the functions of voltage and current in 
Eq. (1) are interchanged. 



( 11 ) 
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The it!jL-circuit corresponding to Mg. 4*1 is shown in Fig. 4-12. The 
response to a, transient input as in Fig. 4*2 is 




( 12 ) 


Thus, in contrast to the RC devices, the output may be increased by 
decreasi7i(f 11. 



Fio. 4* 12. Simple iiZ/-difFereritiator. Kig. 4* 13.^ — Feedbaclc amplifier type of 

jffiL-differentiator. 

All the differentiators described in the preceding section may be 
made ML devices by replacing R with L and C with R, except that those 
employing special current amplifiers must use the eq.uivalent voltage 
amplifiers instead. Figure 4*13 shows the RL equivalent of Fig. 4’3. 


i54 



ontiator. 





All the discussion of tlie latter applies here also, with the above substitu- 
tion. Figure 4*14 is the RL cathode-follower type of differentiator. 
This has the advantage over the RC type that no constant-current device 
is needed to make it operable with negative input rates. "When the 
current is decreasing, Gp can actually rise above 
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One big disadvantage of these circuits in comparison with their RC 
equivalents is the result of the large amount of resistance in the inductor. 
This causes the output to shift with the input magnitude according to 
the ratio of this coil resistance to R. Of course, the same effect obtains 
in the case of the it!(7-differentiators, due to condenser leakage, but this 
can be of a different order of magnitude. If the output may be in the 
form of a potential difference, a circuit like that of Fig. 4T5 may be 
employed to cancel this effect. Saturation of an iron-core inductor is 
BA perhaps the worst disadvantage. This results 

in the change with input voltage of the pro- 
portionality factor between input rate and 
output voltage. It is as though in the RC- 
differentiator, C were a function of the voltage 
across it. 

Hysteresis makes the output characteristic a 
function of the preceding operation of the device. 
It is similar to the eff'ects of a ‘^soakable” 
condenser. 

Second-order differentiation may be accom- 
plished by the use of both a condenser and an 
inductor. For example, a cathode-follower cir- 
Fig. 4-16 . — LC double differ- cuit with a condenser at the cathode and an 
entiator. inductor at the plate as in Fig. 4-16 gives an 

output approximately LC times the second derivative of the input. 

4:*5. Electrical Tachometers. Electromagnetic Generators . — The fore- 
going types of differentiators are for obtaining the time derivative of a 
voltage, a quantity that has obvious limitations as to its excursion. 
When the derivative of a mechanical displacement or rotation is desired 
and the amount of displacement or rotation is limited, these differentiators 
could be made applicable by first converting the displacement into a 
voltage by means of a potentiometer. Often a rotation will have no 
limits but can continue indefinitely in either direction and with any speed. 
In this case the speed, i.e., the time derivative of displacement, may be 
obtained as a voltage by means of a generator. The characteristics of 
many examples of tachometer generators are given in detail in the 
Components Handbook, Vol. 17, so the discussion here is brief and in 
general terms. 

The most common kind of tachometer generator in electronic instru- 
ments is the permanent-magnet d-c type. Suitable small generators are 
available with proportionality factors ranging up to 10 or 12 volts per 
thousand rpm. Special features of construction are required in a gen- 
erator for tachometer use^ in order to obtain good linearity, stability, 

^ G. Hussell, '‘The Linearity of the Voltage /Speed Characteristics of Small r>-c 
Generators,” TRE Report No. T-1999, 
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absence of brush bounce, and equal output in opposite directions of 
rotation. Commutator ripple must be minimized for man.y applications. 
Commutator wear is troublesome, and commutation at high altitudes 
and low temperatures presents difficulties. Permanent-magnet mate- 
rial has a high negative temx)erature coefficient, but the effect of this on 
the proportionality factor may be greatly reduced by means of magnetic 
shunts of special materials and by temperature compensation elsewhere 
in circuits in which the tachometers are used. Current loading must be 
quite small in comparison with that expected from a power generator 
of the same size; otherwise linearity will suffer. 

IGlectromagnet fields are used in some tachometer generators instead 
of permanent-magnet fields. This aft’ords a convenient control of the 
slope factor, which is sometimes useful. The temx^erature coefficient of 

E AE E 



the field is much smaller than that of a i:)crmanent magnet as long as the 
exciting current is constant, but the resistance of any practical field 
winding has a very high temx:)erature coefficient (over ten times that of 
a permanent magnet), so a specvial means must be jn-ovided to maintain 
constant field current. Also, hysteresis of the iron will produce incon- 
sistency if the field current even momentarily rises above the assigned 
value. 

An a-c generator has all the advantages of no commutation, but the 
generated frecpiency usually varies along with the voltage, and this may 
limit the application considerably as to range of speeds. There is a 
type of induction generator, however, in which the frequency is fixed by 
an impressed a-c voltage. The rotor is (most commonly) a drag cup, 
and the carrier and output windings are in space quadrature on the 
stator. Output voltage is proj^ortional to the product of input carrier 
and speed, but it is also proportional to the conductivity of the rotor, 
which makes for a high temp)erature coefficient. The phase of the out- 
put relative to the carrier is affected by speed, and there is some distorted 


^ For a constant-current circuit see Vol. 18 . 
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output at zero speed which is affected by rotor position and is due prin- 
cipally to imperfections of the rotor. The output voltage is much less 
than that obtainable from the other types. 

Commutated Condenser Tachometers . — If a condenser is repeatedly 
charged to one potential and discharged to another through a current- 
measuring device, the pulses of charge comprise a current whose d-c 
component is proportional to the rate of the operation. Thus, if the 
repeated charging and discharging is done by a switch or commutator 
on a shaft, the average current is a measure of the time derivative of 
rotation. In Fig. 4T7a the ammeter will give an indication proportional 
to the speed of switching: 

i = CEn, (13) 

where n is the number of switching cycles per second. However, there is 
no indication of the direction of rotation. Sense of direction may be 
obtained by the use of more complicated switching sequences or com- 
mutation, as illustrated in Fig. 4T76 and c. 

If the current is measured by means of a resistance that develops a 
voltage, the output will be linear only as long as the voltage output is 
negligible compared with E. The output curve is actually exponential, 
leveling off asymptotically as the output approaches E. To obviate 
this difficulty, a feedback amplifier may be employed as with RC voltage 
differentiation. The operation of this type of circuit is rendered difficult 
by the pulse nature of the current; filtering is required, and at very low 
speeds the output is erratic. 

Although these devices are fundamentally differentiators, their com- 
mon application is as part of an integrator. More will be said about 
them under that heading. 

4*6. Mechanical Differentiators. — This section is limited to a brief 
mention of some of the types of mechanical differentiators that might be 
used as auxiliary devices in apparatus that is primarily electronic. 

Drag-type Differentiator . — These differentiators, of which a common 
example is the automobile speedometer, give a mechanical displacement 
output proportional to the rate of the mechanical input. The output 
is coupled to the input through a medium such as a viscous fluid or a 
magnetic eddy-current device so that the force or torque exerted through 
the coupling is a function of the difference in velocity between input and 
output. The output is constrained to relatively small excursions by a 
spring. Ideally, the spring obeys Hooke’s law, and the coupling is such 
that the torque is proportional to the velocity. Under these conditions, 
the displacement of the output is proportional to the velocity. A metal 
disk or drag cup revolving in a magnetic field gives a fairly linear torque- 
velocity characteristic. If the torque is nonlinear, the spring may be 
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designed in such a way as to cancel this nonlinearity, yielding an output 
displacement linear with respect to input rate. 

The response to higher derivatives is similar to that of the simple RC 
voltage differentiator. For example, if the input rate changes abruptly, 
the output moves exponentially (if the inertia is negligible) to its new 
value, as in Fig. 4-2, with a time constant equal to the proportionality 
factor between output displacement and input rate. 

Gyroscope . — A spinning mass may be rotated about an axis perpendicu- 
lar to its axis of spin if it is constrained not to rotate about the axis per- 
pendicular to both of these, but it will 
exert a torque against the constraint 
proportional to the speed at which it 
is being rotated. Thus, if the con- 
straining torque is obtained from a 
spring that allows a small amount of 
deflection, the deflection is a measure 
of speed and may be made available 
as an output in any of several ways, as 
in the foregoing paragraphs. This 
deflection may be several degrees 
without appreciably affecting line- 
arity, since cos a is very nearly unity 
when a is small. Spin velocity must 
be constant, since the torque is also 
proportional to it. Very slow rota- 
tional speeds can be measured quite 
accurately by tins method. A common application of the method is the 
rate-of-turn meter in aircraft. 

Acceh^romclers .- — A second time derivative may be obtained by the 
use of a spring and a mass.' If the mass is accelerated, the acceler- 
ating force is proportional to acceleration; and if this force is applied 
through a spring, a defleefyion results that is proportional to acceleration. 
This principle can be applied to measure the second derivative of either 
translational or rotational motion. Any of several types of pick-off 
may be used for the output, as above. 

Ball-and-disk Differentiator . — The ball-and-disk integrator, which is 
described under that lieading, can be used with feedback to obtain the 
derivative of om^ motion with respect to another. In Fig. 4-18, one of 
the motions x drives the disk, and the other y is compared with the cylinder 
output by means of a differential, the difference, or error, being used to 
position the ball. The cylinder output is (r/a) dz, where r is the position 

^ Sec, for example, O. S. Draper and W. Wrigley, "An Instrument For Measuring 
I..OW Frequency Accelerations in Flight,” Jour. Aero. ScL, 7, 388—401, July 1940. 
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of tile ball and a is a multiplier depending on dimensions. If r is static at 
its correct value, the output rate is equal to the rate of y, so dy = (r/a) dx 
or CL diy /dx = r, so that the position of the ball is a measure of the deriva- 
tive of one input with respect to the other. If r is incorrect, the differ- 
ential will act to correct it. In this case, the equation at the differential 
is 


dr 




(14) 


where g is the mechanical amplification in positioning the ball. If 
dy/ cLoc has been zero and changes to some constant amount, r will approach 
its correct position according to the exponential formula 


dy 

r = {l-e «)a^- (15) 

The dLetection of the error and control of r might be done better by elec- 
trical or other more elaborate means, so as to increase g and decrease 
loading of the integrator. 


INTEGRATION 

4:-T. RC Integrating Circuits. Simple RC Integrator . — A condenser 
alone will give the time integral of a current in the form of a voltage 


e 



(16) 


o- 

^0 


^SA/V 

R 


But an input is seldom obtainable directly in the form of a current. A 

voltage input may be converted to a charging 
current for the condenser by means of a resistance, 
as in Fig. 4-19. But since e^ is divided between 
R and ( 7 , if the voltage Co across C becomes an 
appreciable part of i will not be an accurate 
measure of Cs. 

If -the input rises suddenly from zero to some fixed value, the response 
of a perfect integrator would be linear, as shown by the dashed line in 


X 

X 


^0 

Fio. 4-19. — Simple JR C inte- 
grating circuit. 


Fig. 4-20. 
shown. : 


The actual output of the RC-circmt is the exponential curve 


Co — 6^(1 e 


t 

'Rcy 


(17) 


Compare this result with that of the differentiating circuit (Fig. 4-2); 
in the present case the output corresponds to the ideal only at the start 
of the transient, while the output of the differentiator was in error at 
first and gave the desired result only after the transient had died out. 
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Feedback Amplifier RC Integrator . — The charging current maj'' be 
made to be a true measure of es by the use of a d-c amplifier as in Fig. 
4-21, where eg is held constant or nearly so by the inverse feedback 
through the condenser. As in the ca,se of the similar difi’erentiating 
circuit, the amplifier must be arranged to invert and must draw no 
appreciable ihput current. It is not necessary here that the output 
voltage range encompass the grid level. On the other hand, the grid 
level is the reference voltage for Cs, as these points are conductively 
coupled through R. 


✓ 




Fig. 4-21. — ^Feedback amplifier 22 C integrator. 


On the assumption of infinite amplifier gain, so that eg is not permitted 
to move at all while is within its operating limits, the condenser current 
is 


i = -C 


dco 

dt' 


(18) 


But this is the current which flows in /?; so if Cs is measured with respect 
to Co, 


6a 



(19) 


or 


6o 



Ba dt + (constant) . 


( 20 ) 


The constant of integration is simply the voltage of at the start of 
the operation. 

Taking the amplifier gain G into account, 


and 


But 


Co — GCg 


^ difig Co) 

^ ''dt 


C 


(7 -f- 1 dco 


• _ 

R R GR’ 


( 21 ) 


( 22 ) 


(23) 
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SO 


deo _ ~G Bs 1 eo 
dt ^ G ^ IRC G IRC 


For a step function as in Fig. 4-20, this integrates to 


= -G[l - 

g \t + 

G + 1 L 2(G + i)/ee ^ 


€s 

RC' 


(24) 


(25) 


Thus eo approaches a value of magnitude —Gea with a time constant of 
(G H- l^RC (Fig. 4-22) rather than approaching Bs with a time constant 
of RC, as for the simple integrator. The initial rates of integration are 
nearly the same [1/RC compared with G/(G + 1)720], but the duration 

of the integration before a given 
amount of error occurs is increased by 
a factor of 0+1. Generally, the 
gain is such that for ordinary;" values 
of Ba the asymptote is far beyond the 
limits of the output range, so that 
Bo would be leveled off abruptly by 
saturation long before approaching 
— Gbs as in Fig. 4-22. 

These integrators are often referred to as “feed-back time constant’^ 
circuits and sometimes as “Miller feedback” circuits because the con- 
denser has the same qualitative effect as grid-plate capacitance. It must 
be emphasized that though the time constant is greatly increased by the 
amplifier, the output rate for a given input is hardly changed; in fact, 
if the gain is infinite, it is not changed at all. The grid voltage, though, 
behaves as would the output of Fig. 4T9 if the condenser were (6r + 1) 
times as large. In some filtering applications this point is used as the 
output rather than Bo, the amplifier being for the sole purpose of multi- 
plying the effectiveness of the condenser. 

The fact that the output range need not include the grid voltage, 
because the feedback is via the condenser, makes for simpler amplifier 
design than in the case of the differentiator. This is fortunate, as the 
problem of voltage integration seems to arise more frequently in com- 
puters than that of voltage differentiation. 

A very common type of integrator employs a single pentode or high-^ 
triode as in Fig. 4-23. The reference level for the input is the value 
that 6g has when Bo is at its neutral value. If it is desired that this input 
reference be ground, the cathode must be raised by the use of a ble^eder 
or by a self-biasing resistor. In the latter case the gain is somewhat 





Fig. 4-22. — Response of circuit of Fig. 
4-21 to step function. 
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reduced — the improvement of linearity afforded by resistive degeneration 
being of no value in this respect. 

The effect of condenser charging current on the relationship between 
Co and Cg was ignored in the foregoing equations. If circuit parameters 
and integration rates are such that it becomes appreciable compared 
with plate current, the integration will be 
adversely affected. In particular, if goes 
so far negative that the condenser takes all 
of the current in the tube will cut off and 
the output will be in error. 

Accuracy of integration may be evaluated 
in terms of the constancy of in proportion 
to the input voltage as traverses its nor- 
mal range. If eg changes by as Co moves 
from one operating limit to the other, the 
proportional change in integration rate for a 
given input is Ae„/(es — e„). Thus, the greater the input the less will be 
the percentage error. On the other hand, if the scale of the input is 
increased relative to the scale of the output rate, RC must be increased 
accordingly. For long-time integration it is sometimes necessary to keep 
the input scale rather low so that R and C will not be excessive. In 

this case a very high gain amplifier is 
needed, and amplifer drift will be more 
noticeable. 

The negative condenser feedback 
gives the amplifier great stability and 
freedom from oscillations, as compared 
with the analogous differentiating cir- 
cuit. This makes it feasible actually 
to attain perfect integration through 
the use of resistive regeneration to 
obtain infinite gain in the amplifier. 
The circuit of Fig. 4:-2A is an example 
of this and also of the inclusion of a 
cathode follower in the amplifier to 
ol>tain a low-impedance output and to 
eliminate the elf ect on the amplifier of 
the condenser current, though the latter is rarely a serious consideration. 
The feedback to the cathode of the amplifier tube may be adjusted so that 
for a limited range of e„, practically no movement takes place at the grid. 

The regeneration can be increased beyond the point of “infinite gain,” 
and the device will still be operative as an integrator, with the error in 
the opposite direction as compared with the finite-gain case. That is, 


+ 250 



Fio. 4-24. — Iiitogriiior witli rci.^istivo 
regeneration, and cathodo-followor out- 
put. 


B+ 



Fia. 4'23. — One-tubo integrator. 
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G will reverse its sign, so that the curvature of in Fig. 4-22 reverses. 
Figure 4-25 shows the voltage characteristics of the amplifier (with a 
5-megohm resistance in series -with the grid to show the limit imposed by 
grid current), with three different settings of the regeneration. Without 
the RC combination the reflex portion of curve C would not be realizable 
and the output would follow one or the other of the dashed lines as 
is raised or lowered. With R and C operating and at some fixed posi- 
tive or negative voltage, Co and eg will slowly trace out all of curve C, 
with the drop across R, and therefore the output rate, actually increasing 
during the reflex portion. It is not permissible to obtain the negative 
gain simply by reversing the sense of the amplifier, for the resulting device 
would then behave like a trigger circuit. The condenser feedback must 
be negative. 

The above amplifier requires careful adjustment which depends on 
the fj, of the tube and at best gives accurate integration over a very 



Fig. 4-25. — Characteristics of circuit of Fig. 4*24. 

limited output range. Also, there is no convenient means for adjustment 
of the input reference level, and this will change considerably with change 
of heater voltage (eg being lowered about 0.1 volt by a 10 per cent rise of 
F7/). Reference is made to Vol. 18 for examples of stable amplifiers 
having larger output ranges with high gain. 

All the remarks in Sec. 4-2 about grid current, leakage to the grid 
terminal, constancy of RC, and condenser soaking apply also to the 
integrator. Condenser leakage, in so far as it may be represented by a 
constant shunt lesistance, has the same effect as reducing the amplifier 
gain. It actually comprises a negative feedback of R/R', where R' is 

the leakage, and thus may be neutralized by positive feedback in the 
same ratio. 

4 8. Integration Cased on Inductance. — If a voltage is impressed on an 
inductance, its time integral appears as the resulting current; 


i 



(26) 


A voltage or power output could be obtained from this by means of one 
of the special current amplifiers mentioned in Sec. 4-3. 
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Ihe liL integrator analogous to the R,C device of Fig. 4*19 is shown 
in Fig. 4-26, where R replaces C and L replaces R. The RC equations 
also apply here if L / R is substituted for RC. 

Similarly, a feedback amplifier type of integrator may be constructed 
employing inductance, as in Fig. 4-27. A current flows in A proportional 
to — Cf„ so, unlike the /tl (7-integrator, it is advisable to design the 



Fig. 4*2(). — Simple /i?//“integ;rator. 


Fio. 



4*27,”Feedback amplifier JBi-iixte- 
grator. 


amplifier with its output range in the neighborhood of the input potential, 
since this current tends to saturate the inductance. 

A cathode-follower arrangement may be employed analogous to the 
circuit of Figs. 4*7, 4-8, 4-10, or 4T1, an example being shown in Fig. 4-28. 

Except for very short time integration, it is not practical to use air- 
core inductors. All the remarks in Sec. 4-4 
concerning the coil resistance, saturation, and 
hysteresis apply analogously in integration. 

4*9. Integrators Employing Tachometers. 

Integration of a Voltage with Respect to Time. 

Any of the tachometers described in Sec. 4-5 
f or obtaining the time derivative of a mechani- 
cal rotation in the form of a voltage may be 
used as the basis for an integrator that gives 
the time integral of a voltage in the form of a 
rotation. In this case the tachometer is 
driven by a motor, and their rotation com- 
prises the output. The input voltage is com- 
pared with the tachometer output voltage, the 
difference being fed to a power amplifier w^hose output drives or controls 
the motor. The basic circuit is exemplified in Fig. 4-29, although there 
are other input arrangements than the series circuit shown. 

The amplifier operates to drive the motor and tachometer at such a 
speed that the amplifier input eg is held within very close limits of the 
reference level. The sense of the amplifier is such that if Cg is excessive 
one way or another, the motor will accelerate or decelerate so as to bring 
it back toward zero. Thus the tachometer speed is made to he such that 
its voltage output is very nearly equal to e®, so the total shaft rotation 
is a measure of thes time integr'al of c*. 

This integrator is actually a servomechanism and is usually referred 


54- 



Fig. 4- 28.-— Cathode-foil o-wer 
RZj integrator. 
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to as a rate servo or velocity servo. The servo aspects of the device are 
discussed in Secs. 14-4 and 14-5. Several examples are given in detail, 
with methods of employing some of the various types of tachometers 
that were described in Sec. 4-5. 

The higher the gain of the amplifier the less will be and the more 
nearly equal tachometer voltage e* will be to eg. If the motor speed 


^ _f 

I 



Fig. 4*29. — Velocity servo integrator. 


were proportional to however, ct would still be proportional to and 


the integration would still be satisfactory, 
friction, this is by no means the 
required to run in either direction, 
which shows a large “dead space” 
signal required to start the motor and 



Fig. 4*30. — Typical velocity servo response 
to error signal. 


But mainly because of static 
case, especially where the motor is 
This is illustrated in Fig. 4*30 
at zero speed, with considerable error 
generator in either direction. The 
dashed line is the best linear ap- 
proximation to the actual curve, 
and the proportional error of inte- 
gration will be the dilTerence be- 
tween this and divided by e^. 
Thus, the larger the voltage range 
covered by and the less will be 
the resulting percentage of error. 
Also, of course, the amplifier gain 
should be as high as possible. 

In contrast to the liC and EL 
integrators, the rate servo integrator 
operation is not affected by the mag- 
nitude of the integral, i.e., the total 


rotation of the shaft. It may be affected, however, by fast changes of the 
input voltage. If this changes abruptly or at a greater rate than it is 
possible for the motor-generator combination (and associated mechanical 
parts) to follow because of inertia, part of the integral of the input will 
be left out of the total output. For example, in Fig. 4*31, assume that 
e, has been constant, corresponding to a certain rate of integration. 
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Assume, also, that the amplifier gain is infinite, so et equals eg. This 
assumption does not imply that it will never saturate but only that within 
limits of saturation, no movement is required of eg. Now es is rapidly 
increased to some new value, at a rate faster than the available accelera- 
tion of the mechanical system with full accelerating power. The speed 
finally comes up to the correct value, as shown by equality between et 
and Cs, but an error in the total rotation has accrued, equal to the integral 
of Ba — et] i.e., the integral of the error 
voltage Bg. 

There is a way of neutralizing this 
acceleration error by combining with the 
amplifier an RC integrator (Sec. 4-7), 
which evaluates the error ^Cg dt and 
makes the motor run at speeds beyond 
the required new speed (Fig. 4-31) until 
this integral is brought back to zero. 

As shown in Fig. 4-32 two amplifiers are re- 
quired; a high-gain voltage amplifier and 

a power amplifier to drive the motor. The latter should have sufficient 
gain so that very little movement of <?„, relative to its available swing, 
is required to give full power output in either direction. The first 
amplifier with its condenser feedback operates to hold constant at 
the zero level in spite of any deviation of et from eg. If there is an error 
as in Fig. 4-30, a current will flow in R proportional to the error, which 
will flow in C by virtue of movement of (see Sec. 4*7), and the resulting 



Time 

Fig. 4-31.— loss of 
integ;ratioii caused by rai)id ac- 
celeratioii* 



Fig, 4'32- — Use of RC itxtei^ratiou to cancel acH^eleration orrors. 


charge in G will measure the integral of — et. Before e„ can get back 
to its normal value, this charge must be delivered back in the form of 
reversed current in R, so Cs — will reverse its sign until the error is 
just canceled. The auxiliary resistiance R is to prevent oscillation, as 
is explained in Sec. 14*5; its presence does not affect the above cancella- 
tion. The first amplifier may be given infinite gain by internal resistive 
regeneration (Sec. 4-7): in this case the net error signal will be zero. 
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Of course, the accuracy of the integrator is no better than that of the 
tachometer employed. These were discussed briefly in Sec. 4*5, and. 
more details are given in the Components Handbook, Vol. 17. 

A d-c input voltage may be integrated by the use of either a generator* 
or a corhmutated condenser type of tachometer. In the latter case the 
feedback required to keep the tachometer from having an exponentia.1 
characteristic, as mentioned in Sec. 4-5, obtains directly as part of the 
servo loop. The details are given in Sec. 14-5. An advantage of the 
condenser over the tachometer generator, in some applications, is that 
if the input voltage and the condenser-charging voltage are derived from 
the same source, the integration will be independent of variations in the 
source. 

An a-c input voltage, if it is not required to pass through zero, may 
be simply peak detected and applied as a d-c voltage. If it does go 



Fro. 4-33. Integration of one motion with respect to another. 


through zero, a reference a-c voltage is needed to discriminate between 
positive and negative inputs. A phase-sensitive relaying circuit may be 
employed to switch the direction of the servo output when the inpuh 
passes through zero, or a linear phase-sensitive detector may be employed 
to convert it to direct current. 

An a-c voltage may also be integrated by means of an induction 
generator type of tachometer, with the advantage that the error signal 
is alternating current and may be amplified as such. If the reference 
alternating current applied to the excitation winding of the generator 
is fi om the same source from which the input is derived, the integratioix 
will be independent of source variations, as in the case of the condenser 
tachometer. The primary disadvantages of the induction generator 
are the great temperature sensitivity, the speed-sensitive phase shift 
between excitation and output, and the low '‘signal-to-noise ratio’' at 
low speeds. 

Use of Velocity Servos to Integrate with Respect to a Dimension Other- 
1 han lime. In combination with an additional tachometer and a, 
potentiometer as in Fig, 4-33, a velocity servo can produce a rotation 
that is the integral of one displacement or rotation with respect to 
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another. The dimension of time, although it plays an important role 
in each part of the device, need not appear in the over-all equation. If x 
is the total rotation put into the first tachometer and r is the poten- 
tiometer setting, the voltage delivered to the rate servo is proportional 
to r dx/dt. But the rate servo output is proportional to the time integral 
of this, or simply /r dx. 

Unless the accelerations of x can be kept under the valfie that would 
require greater acceleration of T 2 than is available, it is necessary to 
employ the RC integrator combination or its equivalent in the amplifier. 
The integration in this case will not be immediate but will eventually 
reach its correct value. 

This integrator performs the same function as the ball-and-disk 
integrator of Sec. 4T1, in that both of the inputs and the output are 
mechanical. The outstanding advantage, for certain applications, is that 
all three motions as well as the amplifier may be mechanically remote. 
Also, it may be assembled from standard components. 

By the use of nonlinear potentiometers, the integration with respect 
to X of various types of functions may be achieved. Also, several input 
tachometers and potentiometers may be added in various ways for the 
input, to obtain combinations of integrals. 

4*10. Watt-hour Meters as Integrators. — ^An ordinary induction-type 
watt-hour meter used as such gives the time integral of a-c power as a 
shaft rotation. It may be used to integrate an a-c voltage, impressed 
on one of the two windings if a reference voltage is impressed on the 
other. 

This latter must be of constant magnitude and phase. In the case 
of the velocity servo integrator employing either a condenser or induction 
generator tachometer, if the reference voltage and input vary in propor- 
tion, the integration rate remains constant. This is not true of the watt- 
hour meter; in fact, if the reference and input are derived from the same 
soiu'ce, the integration rate will vary as the square of the source voltage. 

The x^rinciple of opeT*ation is that the torcjue produced on a metal disk 
by the action of the fields of the two currents, as in an induction motor, 
is opposed by the eddy-current drag of a permanent magnet field. The 
first torque is proportional to the product of the two currents, while the 
second is proportional to the rotational speed; thus they are equal when 
the speed is proportional to the product of the currents. Both torques 
are proportional to the conductivity of the disk, which, therefore, cancels 
in the equation. l''he permanent magnet will strengthen with decreased 
temperature, giving slower integration as with the d-c tachometer, bxit 
special ma.gnetic shunts may be used to offset this. 

The fact that the integration rate is proportional to the cosine of 
the phase angle between input and reference voltages may be put to 
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advantage in certain types of computers. For example, if it is desired 
to combine integration with the resolution of a vector into rectangular 
components, this is accomplished directly if the vector angle corresponds 
with the above phase angle. 

4*11. Mechanical Integrators. Gyroscope . — If a torque is applied 
to a free gyro about an axis perpendicular to its axis of spin, it will not 
yield to this "teorque but will, instead, rotate about the axis perpendicular 
to both the axis of spin and the axis of the torque. The rate of this 
rotation, or “precession,’’ is proportional to the torque; therefore the 
total rotation is a measure of its time integral. The spin velocity must 
be constant, as the integration rate is inversely proportional to it. 

The input torque may be derived 
from a displacement or rotation by 
means of a spring, but it must be ap- 
plied in such a way that its axis can 
rotate so as to remain at right angles 
to the spin axis whose rotation com- 
prises the output. If this is not done, 
the integration rate will decrease with 
the cosine of the output rotation. The 
input may be applied electrically by 
means of an induction torque motor. 
In this case the resistivity of the 
torque motor rotor will affect the rate. 
Since no actual rotation is required of 
the torque device on its own axis, it 
may be an electrodynamometer or permanent-magnet and coil device 
as in an ammeter. 

An interesting application is found in the German V-2 projectile, 
where the acceleration is integrated by means of a gyroscope to determine 
the velocity. The processing torque is obtained from the acceleration 
of the inertia of the mass of the gyroscope and is thus proportional to 
acceleration. ^ 

Ball-and-disk Integrator ."^ — This purely mechanical device is sometimes 
used as a link in electronic computers where it is necessary to integrate 
a variable with respect to some quantity other than time. In Fig. 
4-34, the ball, which is constrained from tangential motion, is positioned 
radially on the surface of the disk by the motion r which is to be integrated. 
A rotation x of the disk rolls the ball, causing the cylinder to rotate in the 

1 Thomas M. Moore, "V-2 Range Control Technique,” Elec. Eng., 66, 303, July 
1946. 

2 See, for example, M. Fry, "Designing Computing Mechanisms,” reprinted from 
Machine Design, Penton, Cleveland, August 1945 to February 1946, 
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opposite direction. A given rotation of the disk causes a rotation of the 
cylinder proportional to this rotation times r, so that the total movement 
of the output 2 / is a measure of the integral of r with respect to z. 

The device operates correctly as r goes through zero and becomes 
negative. The output load should be small, or slipping will occur, 
with resulting error. But if it is carefully made and the load is negligible, 
the device can be very small (2 in. in diameter) and still give integration 
of less than 1 per cent error. Large integrators, such as those used in 
the MIT differential analyzer,' are accurate to 1 paid in 10,000 and, with 
special care, 1 part in 100,000. 

Electrolytic Integrators — amount of material removed from or 
deposited upon an electrode in an electrolyte is a very accurate measure 
of the time integral of the cmrent through the electrode. Such a device 
is not practical as a continuous integrator because of the difficulty of 
obtaining a usable output proportional to the accumulation. The device 
is useful, however, where the desired output is not the integral, but a 
signal occurring when the integral has attained equality with some 
specified amount. In this case, the integration may start with a certain 
amount of plated material on one electrode; when all of this has left the 
electrode, a rise in voltage across the cell results, which can be utilized 
for the output signal.^ 

‘ y. Bush and S. Caldwell, "A New Type of Differential Analyzer,” Jm. Franklin 
Inst., 240, 255-326, October 1945. 

* Moore, loc. at. 
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By D. MacRae, Jr. and W. Roth 

6*1. Introduction. — In computer design it is often necessary to 
produce a prescribed function of an input variable. Such a function 
may have an explicit expression in closed form (for example, sin x, 
x\V^ — x)] it may be defined by an implicit relation; or it may be 
given simply as a set of points or a curve in two dimensions. If the 
function can be expressed in closed form, it is usually possible to devise 
a method of computing it by using the operations of arithmetic and 
calculus to express an equation that defines the function. Thus y — sin x 
might conceivably be produced^ by instrumenting the e(|uation 


dx^ 


+ y 


0 , 


and y = x^ hy the equation 


y = XXX. 

It is also possible to produce some functions by the use of relations 
among physical variables that involve the functions directly. Examples 
of this are the projection of a rotating point on a straight lim^ (resolvers, 
Scotch yoke) to produce sines and cosines, and the use of the low-current 
characteristic of a diode to produce exponentials or logarithms. 

The use of simple defining operations or of relations among physical 
variables is in some cases difficult; and when the function to l)e (U)mpute(l 
is known only as a set of empirical values, these methods c.annot l)e used. 
In such cases it is often convenient to use methods tliat are not pec.uliar 
to the function in question, such as the construction of nonlinear (fi(unents 
(potentiometers, gears, cams) or the combination of simple ehmuuits 
(for example, linear potentiometers) to approximate the desired functions. 
These will be called curve-fitting’^ methods. 

Some devices that produce nonlinear functions have only a single 
input and a single output; nonlinear gears and cams and certain vacnium- 
tube squaring devices are of this type. There are others that effec.tively 
have two inputs and may be used to multiply one of them by a nonlinear 

1 This method is used in the MIT differential analyzer; sec Bush and Ctildwcdl, 
“A New Type of Differential Analyzer,” Jour. Franklin Inst., 240, 274, October 1945. 
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function of the other. Examples of these are resolvers and nonlinear 
potentiometers. These devices may be used as nonlinear modulating 
devices (Vol 19, Chap. 12, of the Radiation Laboratory Series) or, 
with the second input held constant, simply as generators of nonlinear 
functions. 

Integration, differentiation, and combinations of these operations are 
also included as means of generating functions; for if a set of values of 
an input function is given, associated with values of an . independent 
variable, these operations produce a corresponding set of output values. 

CURVE FITTING 

6-2. Construction of Nonlinear Elements. — The most straightfoinvard 
way of producing a nonlinear function without solving an equation for 
it or using physical laws involving it is the construction of a nonlinear 
element. Elements of this type are potentiometers with nonuniform 
cards or uneciually spaced wires, and gears and cams of varying radii; a 
function of two variables can be represented by a shaped surface. These 
elements can be used to approximate functions of any sort analytic 
or nonanalytic — subject to limitations of construction, which may place 
bounds on the value of the function or its derivatives. 

In the construction of nonlinear elements, the error is usually of a 
random nature and cannot be expressed conveniently as a function of the 
independent variable except by plotting an error curve for each par- 
ticular element.^ Production tolerances on these elements are usually 
expressed in terms of greatest permissible error (for example ±0.1 or 
1.0 per cent of maximum output or the corresponding number of thou- 
sandths of an inc,h). In some cases an estimate of probable error may be 

made. , i r 

Potentio7neters.--ln Vol. 17, Chap. 8^ a number of general methods of 

winding potentiometers to produce desired resistance functions are given. 
Those which may be used for curve fitting are as follows: 

1. Shaped mandrel. The length of a turn of wire is varied by winding 
on a mandrel or card of variable width, the width of the card vary- 
ing linearly with the derivative of the desired function. If the 
card is smooth, there is a physical limitation on the maximum 
slope that it may have before turns roll off (about 15°). This 
places an upper limit on the second derivative of a function for 
which a potentiometer can be wound in this way. An approxima- 
tion with straight-line segments is sometimes useful. ^ 

These coiTOspond to the Class A errors defined in Sec. 2 6. 

2 See also Vol. 19, Sec. 12-23, of the Series for discussion of potentiometers. 

« In Vol 19 8ec. 12-26, an example of such a potentiometer is given. The applica- 
tion is a direct drive for a B-type radar display as a function of antenna position. 
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2. Controlled wire spacing. With wire of uniform resistivity, the 
spacing between wires can be varied to obtain a desired resistance 
function. One method of accomplishing this in quantity produc- 
tion is to use a servo winding device that equates the output 
resistance function to a standard during the winding process. The 
chief limitation of this method results from the minimum possible 
wire spacing; this puts an upper bound on the first derivative of a 
function that can be produced in this way. Figure 5-1 shows a 
function that has been wound^ by this method. This is a hyper- 
bolic function used in triangle solution (Sec. 6*4). On a card 6 
in. in length, an accuracy of +0.25 per cent of resistance measured 



Fig. 6-1. — Function wound on a nonlinear potentiometer. 

from the high-resistance end was attained. The total resistance 
was 20,000 ohms. 

3. Control of wire size. An etching process may be used in connec- 
tion with a servomechanism for winding nonlinear functions- 
Minimum wire size might be expected to be the chief limitation, 
again corresponding to an upper bound on the first derivative. 

4. Step potentiometers. If discrete steps suffice in the production 
of the function, a device that is effectively a multicontact switch 
may be used, with resistors of appropriate values connected between 
the contacts. 

1 This work was done by the Thomas B. Gibbs Co., Delavan, Wis. Some of those 
potentiometers were also made by the Fairchild Camera and Instnimont Corn 
Jamaica, N.Y. 
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5. Tapped winding with shunts. If taps can be brought out from 
points on the winding, a resistance network can be connected to 
these points; in particular, shunting sections of the potentiometer 
with fixed resistors will produce a series of linear sections that may 
be used to approximate the desired function. 

The accuracy with which a nonlinear potentiometer can be 
wound depends on the nature of the function, the card length that 
can be used, and the method chosen for winding. For a function 
whose derivatives are not too great, it is possible to wind a potenti- 
ometer of 3-in. diameter with errors not exceeding 1 per cent^of the 
maximum value of the function; with care, the errors of a 6-in. 
potentiometer can be held to 0.1 per cent. Some of the functions 
for which nonlinear potentiometers have been wound are the sine, 
cosine, secant, tangent, cotangent, and hyperbola. 

6. Nonlinear mechanical elements. A mechanical motion varying 
nonlinearly with respect to an input shaft rotation can be obtained 
by the use of a cam.^ A simple type of cam is a metal plate of 
variable radius that when rotated about an axis produces a vari- 
able radial displacement as output. A refinement of this type is 
the grooved cam, a plate with a spiral groove, which operates 
similarly but permits more than one full rotation of the input shaft. 
A function of two variables can be produced, by the “^barrel cam,” 
which has a surface eciuivalent to a series of simple cams along the 
same shaft; distance along the shaft is then the second input 
variable. 

Another method of producing a shaft rotation that varies non- 
lineaiiy with an input shaft rotati(m is to use gears of variable 
radius.^ There is a maximum value that the second derivative 
of a function may have if the function is to be represented in this 
way. For both cams and gears, a minimxim value of the first 
derivative is determined by the radius of the shaft. 

6-3. Nonlinear Functions with Simple Elements. — The difficulties of 
manufacture of special nonlinear elements make it desirable to use simpler 
and more readily available parts if possible. A large number of useful 
functions can be approximated by the use of a linear potentiometer 
with various resistance networks to produce a voltage that varies as a 
nonlinear function of potentiometer shaft rotation. 

A greater variety of functions may be obtained if two or more poten- 
tiometer shafts are connected (‘'ganged”) either directly or by gearing. 
In the design of networks of this sort, a combination of trial and error 

1 See "Basic Fire Cotitrol Mechanisms/' Ordnance Pamphlet No. 1140, pp. 46j!f. 

2 See Vol. 17 of the Radiation Tjaboratory Series. 
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with network analysis is necessary. The process of trial, or the selection 
of the general type of potentiometer network to be used, however, is 
facilitated by a knowledge of the sorts of functions that can be produced 
by simple potentiometer networks. For this purpose it is helpful to have 
families of output curves for various basic circuits. Once a circuit type 
has been chosen, the '‘best” values of the components may be found by 
an analytical method or by experimental measurements of the output 
function for different component values. In the latter case, a few experi- 
ments often show very rapidly the changes that can be produced in the 
function with variation of particular components. The question of 
whether analytical or experimental methods are to be used depends on the 
complexity of the network. If there is only one potentiometer in the 
network, an analytical method may be used to fit the desired function 
at three or four points; but if two or more potentiometers are used, an 
experimental method is sometimes preferable. 

If the effect of a second potentiometer (or whatever element is used) 
is relatively independent of that of the first — the result being a sum, for 
example — the design process can be that of successive approximations. 
This method may be applied to either analytical or experimental design. 
An error curve is plotted for the approximation obtained with the first 
potentiometer, and another network is sought that will produce a curve 
nullifying this error. This resembles a convergent series expansion of 
the function. It can be applied to the Taylor expansion by using devices 
producing powers of the independent variable or to the Fourier expansion 
by ganging sine-cosine elements. 

Loaded and ganged potentiometers may also be used to produce non- 
linear resistance functions. Other examples of the combination of rela- 
tively simple devices to approximate desired functions are the design 
of shaped waveforms using exponentials,^ and the use of linkages.^ 

A family of nonlinear functions may be generated by the use of a 
nonlinear element in a network with linear elements. A crystal rectifier, 
a lamp, or a thyrite element, for example, may be used with linear 
resistances. Another sort of characteristic that may be produced in this 
way is a resistance that is a nonlinear function of temperature; this has 
been done by combination of thermistors and resistors. ^ 

When curve fitting is done by the combination of simple elements, a 
substantial portion of the error is usually predictable and independent 

1 Vol. 19, Chap. 8, of the Radiation Laboratory Series. 

2 Methods of approximating functions are treated extensively in Vol. 27 of the 
Series in connection with the design of linkages. 

3 R. Krock and N. Painter, “The Two-Disc D-c Thermistor Bridge Circuit,” RL 
Report No. 502, Jan. 12, 1945. This report gives a fairly general theoretical treatment 
of curve fitting at three points by means of a nonlinear element. 
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of errors of the components used. This quantity is the difference between 
the desired function and the function that would actually be computed 
with perfect components.^ It can be expressed in equations or graphs, 
and criteria can be stated for minimizing this error by proper choice of 
component values. A mathematical criterion such as the method of 
least squares may be used, but it is often too troublesome to use so refined 
a method. In general, a ‘Sveighting function” must be used if a given 
error in the nonlinear function produces different errors in the computer 
output, the errors depending on the region of the nonlinear function 
being used. If the weighting function is carried to an extreme, a set of 
points of the desired function can be chosen and the error minimized at 
those points only. If the number of points chosen is equal to the number 
of independently variable parameters of the approximating system, and 
if the desired function can be approximated with realizable components, 
these parameters may be so chosen that the error is zero at these points. 
This method, though it does not necessarily give the ‘T^est” fit, makes 
it possible to solve for component values in terms of the values of the 
function at the selected points. 

6*4. Curve Fitting with Linear Potentiometers. Analysis of Loaded 
Potentiometer . — A method that is sometimes useful for approximating 
nonlinear functions involves the use of linear 
potentiometers in resistance networks. The 
most general resistive network containing a 
single potentiometer is a network including a-c 
or d-c generators and resistances, with the 
condition that two resistances having a com- 
mon node constitute the potentiometer. 

These resistances will vary as x and (1 — xi) 
respectively, where x represents the angular 
displacement of the arm from one end of the 
potentiometer, expressed as a fraction of its 
full range. The common node corresponds to 
the contact made by the movable arm. It can be shown by means of the 
nodal analysis that any voltage appearing in the network can l)e expressed 
as a function of x in the form^ 



Fia. 6-2. — Genoi'iil loaded- 
l»otoiitiouiotcr cdrcviili with 
zcro-impodaixc.o supply. 


Oo — A 


(t 

\x'^ 


^ + dviX “h b-2 


:> 


( 1 ) 


where A, ai, and bi are functions of the resistances and gtmerator voltages 
and a 2 and 62 are functions of the i*esistanc.es only. 

^ This corresponds to the Class B errors rnentioiuid in Sec. 2-0. 

2 A similar function is used for curve fitting with two rheostats; see N. Painter, 
“ Matching Resistance Curves by Means of Two lanear Ganged Potentiometers and 
a Three Terminal Resistance Network,” RL Report No. 610, Aug, 7, 1944. 
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A special case of some interest is that in which the potentiometer is 
supplied with voltage from a zero-impedance source and the output is 
taken at the potentiometer arm. This will be called a “loaded-potenti- 
ometer^’ circuit. In this case the network connected between the poten- 
tiometer arm and the reference node can be replaced, by means of 
Th6vemn’s theorem, by its internal resistance and open-circuit voltage. 
The circuit of Fig. 5-2 is the most general attainable subject to these 

restrictions. The circuit has three 
independently variable parameters 
that determine the shape of the out- 
put function: Ci, e%, and a. = Ra/Ri. 
The level of the output may be 
changed by varying the potential of 
the reference node; this means that 
there are four independent variables 
instead of the five of the general case 
of Eq. (1). The function may also 
be moved along the rr-axis by redefining the independent variable as a 
linear function of x. A rearrangement of the circuit for convenience of 
analysis is shown in Fig. 5-3. The two voltage sources ei and <32 with the 
corresponding series resistances (1 — x)Ri and aRi can be replaced by 
current sources ei/(l — x)Ri and e-i/oiRi respectively, with parallel 
resistances as shown in Fig. 5-4.^ Since the current sources and resist- 


o 


g ( l~x )R cgjRi 

( 1-x )R xRi ocRi 

Fia. 5-4. — Transformation of loaded-potontiorneter circuit with current Konoratora. 

ances are all in parallel, the output Co is simply the producst of the total 
current and the effective parallel resistance, or 
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Via. 6*3. — Rearrangement of loaded- 
potentiometer circuit. 
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1 For this transformation see, for example, H. W. Bode, Network Analysis and 
Feedback Amplifier Design, Van Nostrand, New York, 1945, p. 12. 
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This can be generalized somewhat by the addition of fixed resistances at 
the ends of the potentiometer, in which case x varies over a smaller inter- 
val than 0 ^ X ^ 1. This takes into consideration part of the effect 
of internal resistance of the voltage source; it does not mean, however, 
that the circuit of Fig. 5*3 is still the most general one when ei has internal 
resistance; the Th4venin’s theorem transformation by which that circuit 



Fig. 5-5. -Output curvew for loadod potentioinotor witli loud oonueefcod to bottom end 

(ea = 0). 

was obtained is not valid for this case, since the upper end of the poten- 
tiometer is no longer at a fixed voltage i-elative to the reference node. 
Some applications of Eep (2) will now be considered. 

Miscellaneous Functio'/is from a Single Loaded 'Potenliometer . — In the 
process of fitting empirical functions with loaded potentiometers, it is 
helpful to know the sorts of function that can be produced with simple 
loading configurations. One such case is the circuit of Fig. 5-5, in which 
e% == 0. For this network Eq. (2) assumes the form 



98 


THE GENERATION OF FUNCTIONS 


[Sec. 5-4 


Bo _ OCOi 

ei ~ a a:(l — x) 


(3) 


Figure 5*5 shows a family of curves for ei/eb as the resistance ratio a 
assumes different values. A corresponding family of curves may be 



Potentiometer rotation X in fraction of full rotation 

Fig. 5-6. — Output curves for loaded potentiometer with load connected to upper end 

(ea = Gi). 

drawn for a load resistor connected to the upper end of the potenti- 
ometer. This corresponds to 62 = e*; the equation becomes 


— — ~I~ 1 — x) . .. 

Ci a x{l — x) ^ 

Curves of this function are shown in Fig. 5*6. 

Figure 5*7 illustrates the effect of varying 62 in the circuit of Fig. 5*2. 
If 62/6^ == /3, Eq. (2) becomes 
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Figure 5‘7 shows a family of these curves for ck = 0.1 and various values 
of /3. 

Equation (5) may also be used to express the error term in the case 
when a potentiometer is being used to produce an essentially linear func- 
tion but when a small amount of loading Ri or o: >$> 1) is present. 



Fi«. 5-7.~ - Outpiiti curve.s for loaded potentiometer with (3 = e 2 /ei as parameter. 


In this case ICcp (5) can be expressed in a more convenient form by divid- 
ing numerator and denominator by a. 



This can be rewritten by means of the approximation 


1 ~b 

1 _|_ gg 


— 


1 + ei 
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if €i, €2 <SC 1 : 


eo 


X 


1 (1 ~ _ x(l — x") 

OL Oi 



The departure from linearity, expressed as a fraction of maximum output, 
is then 

eo — xcj _ x(l — x)(/? — x) 

Bi OL 


This effect may be considered to be due to the varying output impedance 
of the potentiometer as a function of x. In the case jd = 0, the magnitude 
of the error is x^{l — x)/a, which has a maximum of 0.15/a aA x = -f. 
A plot of this function is shown in Fig. 5-8. One way of reducing the 



effective error is to operate over only a fraction of the full output voltage, 
as shown by the dotted line in Fig, 5*8; this may be done by inserting in 
series with the ‘‘high'' end of the potentiometer a fixed resistance of 
about half the value of the potentiometer resistance and calibrating the 
system so that the output is correct at the high end of the potentiometer. 
The maximum output will then be only two-thirds the supply, but the 
maximum departure from linearity, expressed as a fraction of maximum 
output, will be reduced by a factor of about 6. 

Another method of reducing the error somewhat is to make ^ ^ by 

connecting an additional load from the arm of the potentiometer to the 
high end. This effectively halves a. The maximum error in this case 
is 0.05/a' (where a' == the new value of a) or 0.10/ao (ao = original value 
of OL before addition of extra load). This method is inefficient in reduc- 
ing the nonlinearity, relative to the first method. 

For the approximation of symmetrical functions it is of interest to 
consider the form that Eq. (2) takes when the circuit is connected sym- 
metrically with respect to the center of the potentiometer (as in Fig. 5-9). 
It will be convenient to let the independent variable be zero at the center 
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of the potentiometer and the loading be symmetrical (es = ei/2) and 
to measure the output Av^itli respect to the level ea. This can he done by 
dehniag a new input variable y such that 

y = 2x — I 

and a new output variable u such that 


■u 


62. 


Substitution, of these three conditions in Eq. (2) gives an expresson for 
w as a function of y, 

Aaxje^ 


u 


lo: -f- 1 




0) 


To put this into a more convenient form, let 


4a + 1 = i- 

Then 

« = 0j(i - S) YZ -fy i (®) 

The curves for this function resemble those ofEig. 5-5 but are symmetrical 
with respect to the origin. 

Tangent Approximation . — By expanding the denominator of Eci. (8) 
in a power series, 


u = 62(1 - + 8y^ -h +- + 

The series for tan 9 is 

tan 0 = 5 4- 4- ~ 4- 


•). 


( 9 ) 


By letting 5 == -|- in Eq. (9) (that is, a = i-), the function produced by the 
loaded potentiometer becomes 


'U 



The (quantity in parentlieses differs from tan y by about J/Y45; y = k 
radian (29°) the error due to this term is only 0.04°. The circuit^ is 
shown in Mg. 5-9. If oc — 0,448, the angular error can be held to ±0.1° 
up to y — 1 radian. 

To achieve in practice anything like the theoretical accuracy, it is 
necessary to caliln-nte the system carefully. This involves setting 
62 = <3i/ 2, zeroing the input shaft at the center of the potentiometer, 


^ Details of constriKitioii of such a circuit are given in G. D. Schott, "Loaded Poten- 
tiometer 'Triangle Solver,” HL Oroup 63 lleport, May 31, 1944. See also R. Hof- 
stadtor, " A Potontioinet(^r Gircxiit for Production of the Tangent Function,'' 

Rw. Sci. Inst., 17, 298-300, August 1946. 
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and setting — Ri/2. The condition 62 = ei/2 may be satisfied by 
supplying the potentiometer with alternating current by means of a 
center-tapped transformer. A phasing adjustment must be provided 
between the input dial and the potentiometer shaft in order that the zero 
position of the input shaft may correspond to the center of the potenti- 
ometer. The adjustment of R^ may be made by means of a series poten- 
tiometer to produce the correct 
output at a known input. 

Secant — A 

good approximation to the secant 
function can be obtained by the 
use of a potentiometer and auxil- 
iary resistor (Fig. 5 TO). In this 
case the output is not from the 

Fig. 5-9.— Circuit for approximatiug tangent potentiometer tap, SO the loaded- 
f unction. . , 

potentiometer analysis does not 
apply. By straightforward network analysis it is found that the ratio of 
output to input is 



ei 


li, + ^ (1 


4o; 

4a 4- 1 


( 10 ) 


where y is the fractional angular displacement from the center of the 
potentiometer as defined in connection with symmetric functions and 



Fig. 5-10. — Circuit for approximating wecant. 


a — R^/Rx. This function is l/y times the function of Eq. (7), for the 
same value of a. Again the substitution 

1 

4a -h 1 = -^ 

facilitates the expansion of the denominator in a power series’ 

^ = (1 — 5)(1 -1- 8y^ -|- b‘^y^ +••■)• 
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The corresponding expression for the secant is 

sec y — \ + ■^y'^ 

Let 5 = a = ^) ; the error then is approximately -w^y^. 

The same network, with the potentiometer as the bottom element 
and the resistor at the input, gives a fair approximation to a quadratic 
voltage function. The resistance of the potentiometer with ends con- 
nected is a quadratic function (Secs. 3*5, 5*9). 

Square-root Approximation . — An approximation to the square root 
can be obtained with the circuit of Fig. 5*11. The output curve is 
compared with a square-root curve in this figure; the error is 1.7 per 
cent or less of maximum output over the range 0.04 ^ ic ^ 1. 



Fig. 5-11. — Approximation to square root. 

The procedure in selecting the circuit constants is first to write the 
equation for the network type chosen, 

Co A (ic ~1~ a') 

y vs=; = — ^ j 

Cl x + a + 6 

which contains the three unknown_constants A, a, and h. This permits 
an exact fit to the curve y = '\/x at three points (xi,yi). The points 
chosen were (0.04, 0.2), (0.30, 0.6), and (1.0, 1.0). Three equations in the 
three unknowns may be written, and a solution is possible by use of the 
relation 

2 ^ 1 _l h 

yi A A ~(xi “h a) 

the variable 1/A being eliminated by subtraction and h/A by division. 
The resulting equation, from which the dotted line in Fig. 5-11 was 
plotted, is 
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In the case of more complicated networks, for which the simultaneous 
equations are difficult to solve, fitting may be done more conveniently 
by plotting families of curves for the available and desired functions and 
superimposing them. 

6- 6. Other Combinations of Simple Elements. Shaped Waveforms . — 
The application of a simple waveform such as a positive step function 
to a network produces a response that may be shaped within certain 
limits by the choice of the elements in the network. If an /^C-network 
is used, the resulting waveform will he a combination of exponentials. 
This method has been used to produce an approximation to a hyperbola.^ 

A waveform may also be approximated by a series of straight-line 
segments. This may be done by passing a linearly increasing current 
through a network of resistances and diodes;^ transition from one segment 
to the next occurs when the waveform rises to a level at which a diode 
either begins to conduct or stops conducting, in either case changing the 
effective resistance of the circuit and the slope of the output waveform. 

Linkages . — The use of mechanical linkages to approximate functions 
is a method having wide applicability (see Vol. 27). Bar linkages have 
been found to have certain advantages. Extremely long life may be 
expected from devices of this sort. Close mechanical tolerances must 
be held, however, the closeness depending on the accuracy desired. I ink- 
ages for functions of two variables have been designed by means of a 
method of successive approximations. 

TRIGONOMETRIC FUNCTIONS 

The trigonometric functions most often produced directly are the 
sine and cosine; other functions, such as the secant, tangent, and inverse 
trigonometric functions, may be produced by combining sine-cosine 
devices and by the use of feedback. The most common mcd.tiod of 
producing sines and cosines is the construction of a model in which the 
projection of a rotational motion on a line provides a quant.ity propor- 
tional to the cosine of the angle of rotation measured from the line. This 
principle is used in electrical resolvers, rectangular-card sine potenti- 
ometers, and Scotch yokes. 

Trigonometric functions, like any other functions that va,ry suffi- 
ciently smoothly, may also be produced by curve-fitting methods; for 
example, nonlinear potentiometers have been used to producer sines and 
cosines, and cams to produce the secant. The choice in each case depends 

1 Vol. 19, Chap. 8, of the Radiation Laboratory Series. 

2 Ihid. 
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on whether the curve-fitting method or the use of physical laws involving 
sines and cosines is easier to instrument and more accurate. There are 
some devices that make use of both the physical law and a curve-fitting 
procedure. In some electrical resolvers having iron cores, for example, 
the model provides a first approximation to the sine function, but higher 
accuracy is obtained by careful spacing of stator windings or by the 
addition of a compensating cam, each of the latter operations being a 
case of curve fitting within a limited region. 

6*6. Variation of Electrical Coupling by Rotation. Types of Devices. 
Both electromagnetic and electrostatic coupling coefficients can be varied 
mechanically. A typical electromagnetic device for producing sines and 
cosines consists of a cylindrical stator with one or more windings, inside 
which is a rotor with one or more windings.^ Either air cores or iron 
cores may be used. The number of windings on the rotor and stator is 
referred to by calling the device a ^^l-to-3 phase” or ‘^2-to-2 phase” 



Fig. 5-12. — Bendix Autosyii, exploded view. 


device, even though in ordinary use the a-c voltages on all these windings 
are essentially in the same time phase. Devices having 3-phase stators 
or rotors are usually called synchros; those with 2-phase stators or rotors 
are often called resolvers because they may be used to resolve a two- 
dimensional vector into its rectangular components. An air-core type of 
2-to-2 phase device used for angle measurement is known as a goniometer. 

Figure 6-12 shows an exploded view of a typical 2-to-2 phase, light- 
weight I'esolver. The drawing of Fig. 5-12 shows the cylindrical rotor, 
with slip rings for electrical information, and the stator into which the 
rotor fits. If the input is to the stators, there is no coupling between the 
stator windings unless current flows in the rotor windings. 

Electrostatic coupling coefficients can be varied either by moving 
one condenser plate with respect to another or by moving dielectric 
material between the plates. A phase-shifting condenser that varies 
the phase of a sine wave by producing sines and cosines uses the latter 
method (see Vol. 17, Sec. 9T, of the Series). This method is also used 
for transmission of angle data in the MIT differential analyzer.^ 

^ The Radiation Laboratory Series, Vol. 17, Chap. 10, “Rotary Inductors.'^ 

® Bush and Caldwell, “A New Type of IDifferential Analyzer,” Jour. Franklin 
Inst., 240, 4, 278, October 1945. 
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jj ggg — Ad. iniporti<iinti &>pplic 9 )tiioD of ©loctroiDa/giictic dcvicGb oi "thib 
sort is to the transmission of rotation. Three-phase devices (synchros) 
arc used, cliiefiy for this purpose. Id this application little attention is 
paid to the production of sines and cosines as such; accuracy is measured 
in terms of angular errors rather than deviation of voltage from a bine 
function of rotation. 

The same devices, but more commonly the 2-phase ones, may be 
used to produce voltages proportional to the sine and cosine of the 
angular position of the rotor. They may enter into a-c computing 
systems, in which case a sine-wave carrier is modulated by the rotor 
position; they may be used to produce sine and cosine components of 
triangular or trapezoidal waveforms for PPI sweeps (Vol. 22) ; they may 
be used with direct current and a specially built rotor to detect saturation 
resulting from d-c flux in null devices producing an angle output. 

A 2-to-2 phase resolver may be used to rotate rectangular coordinates 
by resolving each of two inputs into components along diie(.tions defined 
by the two output coils; it may also be used, togethci with a scivomech— 
anism, to transform rectangular to polar coordinates (Sec. Cv3) . 

Either resolvers or phase-shifting condenseis may be used to pioduce 
a phase shift varying linearly w'ith shaft rotation. Ibis lesultb fiom 
combining sines and cosines. The two inputs are sin o^t and cos wi; 
these are multiplied within the device by cos <jt> and sin (\> lespectively 
and added to produce 

cos 4> sin oit -f sin <!, cos co^ = sin {oit -1- <^). 

Phase shifts of this sort are used in range measurement (Vol 20, (Ihaps. 
5 and 6) . 

Theory of Operation of A -c Resolvers: Sources of Error.----- Tho. operation 
of an a-c resolver of the type shown in Fig. 5*12 may be analyzed simi- 
larly to that of an audio transformer. Differences lie in tlie variation 
of coupling coefficient with rotor position and the somewhat lower maxi- 
mum value of coupling for the a-c resolver than for an audio transformer 
(for the Bendix resolver AD-759542, k « 0.9). An analysis in Vol. 17, 
Chap. 10, shows that, subject to certain assumptions, th<^ input impedance 
is independent of rotor position. The frequency response of resolvem 
depends on the purpose for which they are designed; that of the Bendix 
resolver is shown in Fig. 5-13. Devices for resolving complex waveforms 
with high-frequency components may have a more uniform response or 
wider bandwidth. 

Some of the errors of audio transformers as computing elements are 
found in the same form in resolvers. Nonlinearity of the iron core pro- 
duces distortion of the output waveform and variation of stator-to-rotor 
voltage ratio with inp\it voltage. For the Arma resolver (No. 213044) 
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this effect causes errors in output voltage of the order of 0.14 per cent 
of maximum output for voltages from 0 to 80 volts rms at 400 cps. 
The effect of interwinding capacitance may also be observed if a resolver 
is operated with the output winding floating. The voltage ratio also 
varies with temperature, this variation being a function of the load as 
well. 

One of the most important criteria of performance in synchros and 
resolvers is the deviation from sinusoidal output as a function of rotation. 
If the input is to a stator winding, it might be expected that the rotor 
would pick up a voltage measuring the projection perpendicular to the 
rotor winding of the magnetic field produced by the stator. In order for 
this to be true, the windings must be arranged to produce a suitable 



Fia. 5-13. — Approxiiriato frequency respouso of Bendix resolver (stator-to-rotor ratio). 


field. For any given arrangement of rotor windings, there are only 
certain field configurations for which a sine output can be obtained. 
Moreover, it is desirable that the field configuration be unchanged by the 
rotation of the rotor. This condition is fairly easily satisfied for air- 
core devices; but when there are iron cores, more care in design is 
necessary. Changes in the field may occur if the rotor is rotationally 
asymmetrical (''dumbbell" or "umbrella" type) or if at certain orienta- 
tions winding slots of the rotor come opposite slots in the stator. This 
latter effect is reduced by designing the rotor or stator so that the slots 
of one are skewed with respect to those of the other (see Fig. 5T2). 

If a load is connected to the output terminal of a resolver, certain 
errors may result. The input impedance of a stator will vary as a func- 
tion of rotor position. Even if the input is supplied from a sxifficiently 
low-impedance source, the output impedance will vary with rotation 
and the resulting variable loading will cause deviations from a sine func- 
tion. For an Arma resolver, however, a 20, 000-ohm load has negligible 
effect (<0.05 per cent) on the sine-function output; and for some pur- 



108 


THE GENERATION OF FUNCTIONS [Sec. 5-6 

poses these resolvers have been connected in series^ so that the output 
of one is the input for the next. 

When two windings at 90° to each other are to be used either in 
producing the sine and cosine simultaneously or in producing the inverse 
tangent by a null method, errors may arise from the relation of one of 
these windings to the other. Their relative angle may differ from 90°; 
the maximum gain ratios from the two windings to the same pickup 
winding may differ; or the voltages on the windings may be slightly out 
of phase. The result of inequality of gains is an error that varies as the 
sine of twice the rotor angle; this may be remedied by the use of com- 
pensating resistors^ or by the insertion of a gain control in the channel 
corresponding to one of the coordinates. If the two input voltages differ 
in phase, an error in output amplitude results. Effectively one of the 
input magnitudes is multiplied by the cosine of the phase difference. The 



Fig. 5-14. — Transformer drive with amplitude control. 


maximum fractional error in output amplitude due to a phase difference 
of (f) radians between the input voltage is <^>^/2 (for small 4>). 

Driving Circuits for A-c Resolvers . — Resolvers and synchros may be 
excited from an a-c line or from a transformer connected to an a-c line. 
This method is commonly used with synchros when the object is to 
transmit angular information. It may be used to produce sines and 
cosines but will not allow the general operation of multiplication of an 
input variable by sine and cosine. 

A Variac^ may be used to supply voltage to an input winding of a 
resolver; in this case the shaft rotation of the Variac provides the variable 
input to be multiplied by the sine or cosine. This method has the dis- 
advantage of varying input impedance if it is desired to supply the Variac 
from any other source than a low-impedance line. Furthermore, it is 
difficult to attain high precision (0.1 per cent) with Variacs.'*' 

If it is desired to excite an input winding of a resolver with voltage 
from a potentiometer having a resistance of several thousand ohms, an 

1 P. Weisz and B. Miller, “Transformation of Rectangular Coordinates XJsiiiK 
Arma Resolvers,” NDRC14-293, July 10, 1944. 

2 Ibid. 

® See Sec. 3-11. 

^ H. S. Sack at Cornell University lias done considerable work on precision Variacs 
(private communications). See also Chap. 3. 
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impedance-transforming device is usually necessary to prevent excessive 
loading of the potentiometer. Low output impedance is desirable in 
order that variation in input impedance with rotor position will not 
affect the voltage on the input winding. Such a device may be a step- 
down transformer, a cathode follower, or a more 
elaborate type of feedback amplifier. 

A potentiometer may be used to vary ampli- 
tude of the voltage impressed on the rotor (Fig. 

5-14). The potentiometer P is the amplitude con- 
trol. In order to reduce the loading of this ^ • 

potentiometer, a stepdown transformer T is in- 
cluded. The input impedance at the primary of 
the transformer is essentially that of the reflected 
resolver-rotor impedance and thus can be quite 
large if a suitable value of step-down ratio is 
chosen. It should be noticed, however, that the 
potentiometer represents a variable internal gen- 
erator impedance and together with the reflected inductance constitutes 
an RL series circuit in which the R is not a constant. This results in a 
variable phasing of the voltage impressed on the rotor, which cannot be 
tolerated in many applications. In order that a constant-phase voltage 
be impressed, the tuning capacitor C is included. This results in a 

resistive circuit in which the phase 
shift is independent of potentiom- 
eter setting. Since the Q of the 
circuit is low, the value of the 
tuning capacitor required is not 
critical. The usual commercial 
10 per cent tolei'ance capacitors 
are suitable in most cases. This 
will, of course, restrict the fre- 
quency band over which the 
resolver can be used. 

A simple type of vacuum-tube 
driver is an amplifier with the 
driven winding in the plate circuit 
(Fig. 5-15). This circuit provides 
amplification, but the gain varies 
with tube characteristic. If 
greater stability is desired, a cathode follower may be used, with the driven 
winding in the cathode circuit. A parallel tuning capacitor may be added 
to increase the range of operation. Cathode bias may be obtained by 
using a parallel RC in series with the load (Fig. 5T6). Both these cir- 
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cuits have the disadvantage that the d-c plate current passes through 
the driven winding, tending to saturate the core of the resolver. 

Figure 5-17 shows two precision drivers for resolvers, discussed in 
detail in Vol. 18 of the Series. The circuit of Fig. 5- 17a is essentially a 
cathode follower, but the d-c plate current is not allowed to flow through 
the winding being driven. With an Arma resolver stator as load, this 
circuit operates to 60-volt rms output with a maximum departure from 
linearity of 0.08 per cent; substitution of tubes causes variations in gain of 
±0.25 per cent. Figure 5T76 shows a two-stage driver circuit in which 
tube-substitution effects cause errors of 0. 1 per cent or less, up to 20-volt 
rms output. 



(a) 



(&) 


Fig. 5-17. Precision driver circuits for resolvers, (a) Single-stage driver for Anna resolver ; 

(6) two-stage driver for Bendix resolver. 


If high accuracy is required, the output windings should operate into 
high-impedance loads, preferably grid circuits. Current flow due to low- 
impedance loading sets up corresponding fields within the resolver. 
These fields lead to interaction between the input windings in the case of 
2-phase inputs (see Vol. 22 for information on sweep drivers). 

D-c Resolvers— A resolver^ may be used to compute the inverse 
tangent of a ratio of two inputs (Sec. 5-12). If voltages measuring a; 
and y are impressed on two stator windings, the resultant magnetic field 
is at an angle tan~^ y/x from the :r-axis; the rotor may then be oriented 
perpendicular to the magnetic field by means of a servomechanism. 
This can. be done fairly easily with alternating voltages (Sec. 6-9), for 
the error voltage picked up by a rotor winding may be used to actuate 
the servomechanism. 

A similar operation is possible with d-c voltages representing x and 
y. It is necessary in this case to use a pickup element on the rotor that 

^ H. 8. Sack et al., Preliminary Report No. DCR-1, Cornell XTniversity, June 28, 
1945. , 
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indicates orientation in a steady magnetic field. Such an element is a 
magnetic core (Mo-permalloy or Mumetal, for example) excited by an 
a-c carrier and having two output coils connected in series opposition.^ 
The output will be a second-harmonic signal which reverses in phase 
when the sense of d-c saturation of the core reverses. This signal 
may be fed to a phase detector that produces a d-c error signal for the 
servoamplifier. 

The rotor of an Arma resolver was replaced with a d-c pickup element, 
and accuracy tests were made. For some orientation of the pickup ele- 
ment the effect of the earth’s magnetic field was found to cause significant 
errors. If this effect was reduced either by proper orientation or by 
magnetic shielding, operation over the entire 360° was possible with 
errors not exceeding 0.5°. 

6-7. Sine and Cosine Potentiometers. — Frequently it is convenient 
to employ a potentiometer to produce an output voltage proportional to 
the product of an input voltage and the sine of the angle through which 
the potentiometer shaft is rotated. If both the sine and the cosine func- 
tions are produced by the same potentiometer, the entire resolving opera- 
tion has been performed; in some cases, however, it is necessary to use two 
independent potentiometers with the shafts displaced by 90 in order to 
develop both the sine and cosine functions. A discussion of sine poten- 
tiometers will be found in Vol. 17, Chap. 8, of the Radiation Laboratory 


Series. 


Curve-fitting methods (Sec. 5 '2) can be used to produce the sine 
function. One example is the construction of nonlinear potentiometers 
(using a shaped card, nonlinear wire spacing, etc.) which will produce a 
voltage or a resistance varying as the sine of shaft rotation. Such poten- 
tiometers are restricted in range to ±90° or less, since the derivative of 


resistance with respect to rotation cannot change sign. If computer 
requirements necessitate a smaller range of angle, the maximum angle 
can be further restricted and the accuracy thereby increased. 


Rectangular-card Sine Potentiometer: Theory of Operation. If a con- 
tact is moved in a circle on the surface of a potentiometer card, the varia- 
tion of potential with rotation is sinusoidal and unlimited i otation is 
possible. This principle is used in the rectangular-card sine potentio- 
meter developed at the Radiation Laboratory; the construction of a 
typical sine potentiometer is shown in Fig. 6-18, and a schematic diagram 
in Fig. 5-19. 

As is shown in Fig. 5-18, the card is of rectangular form with closely 
spaced wire wound continuously and may be rotated by the input shaft. 
Four brushes fixed to the case of the potentiometer and arranged geo- 


1 See Chap. 3 for discussion of magnetic ainpJifier. 
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metrically as shown assure proper contact pressure and alignment. Botli 
sine and cosine functions may be obtained. 

Ji E is the voltage impressed across the two ends of the winding arL<J 
the dimensional constants are as shown in Fig. 5-19, expressions for thie 



Figt. 5*18. — Sinusoidal potentiometer, type RL/ 14. The performance is inciicatocl 
the following data: angular resolution ± life 5 X 10 <> revolutions at speeds up to 120 rpixr ; 
weight 1 lb 6 oz; diameter 4-| in.; length 4| in.; winding resistance 32,000 ohms; applied 
voltage 300 volts or less; 306 turns per inch of 0.0025 =in. diameter nichroino wire; Foriiiosc 
insulation; brush force 1 oz; and resolution 0.3 per cent of peak voltage. 


output voltages can easily be developed. It is to be noticed in particul^^r 
that the axis of symmetry of the brushes does not necessarily correspoiici 



Fig, 5*19. — Schematic diagram of 
siae poteatiometer. Points a, 6, c, and d 
are brushes. 


to the axis of rotation of the card. 
The significance of this will he dis- 
cussed later. 

The card may be considered to 
have a potential gradient in tlie. 
2/-direction equal to E/y and in thc^ 
rr-direction of E/2nx as a rc^siilt of 
the potential drop along each tui*n 
(n being the total number of turnn) . 
The resultant of these, if the effect 
of wire resolution is neglected, is 
uniform potential gradient at a sliglit. 
angle to the 2/-axis. It is from thiw 
direction that brush rotation will be 


^6^sured. Any brush moving in a 
circle relative to the card will then have a voltage with respect to ground 

that is the sum of a term varying as the cosine of the brush angle plus ix 
constant term equal to the voltage at the center of the circle. 
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When the card is rotated, each brush in effect moves over the card 
in a circle whose center is the axis of rotation of the card. Thus if the 
voltage difference between any two brushes is taken as the output, the 
constant terms cancel and the difference is proportional to the cosine of 
the angle of rotation, measured from, the angle at which the difference is 
a maximum. (For calibration purposes, greater accuracy can be obtained 
by referring angles to the position of zero output.) The two voltage 
differences between pairs of diametrically opposite brushes will be pro- 
portional to the sine and cosine of rotation if the four brushes are mounted 
accurately at the corners of a square. When the output differences are 
used in this way, the axis of rotation of the card need not correspond 
accurately to the geometrical center of the brushes.^ 

If the outputs from two of the brushes are used, without subtraction, 
as sine and cosine components, additional errors arise from lack of coin- 
cidence of the brush center and the axis of rotation. The angle subtended 
at the axis by the brushes may not be exactly 90®, so that the relation of 
the outputs is not that of sine and cosine; and the brushes may be at 
different radii from the axis. 

The performance^ of the RL14 sine potentiometer is indicated by the 
following data. When it is used as a resolver the angular accuracy is t i® 
and the amplitude of the resultant vector is constant to within ±0.65 
per cent. If the voltages from single brushes are used, as mentioned 
above, the error may be several times greater. Even when the potenti- 
ometer is vibrated with an acceleration of lOg only slight evidence of 
noise is observable. The amplitude of this noise is less than-i- per cent 
of the maximum signal. To remove this noise as well as lorush noise, 
RC -filters are sometimes used at the output terminals . 

The angle through which a brush must be rotated to go from one 
wire to the next varies from 0.17° when the brush is moving at right 
angles to the turns of wire to about 4° wdien the brush is moving parallel 
to the wire. The effective resolution of the potentiometer, however, is 
the angular resolution of the rotation of the vector whose components 
constitute the outputs, that is, the angle of the small but finite step with 
which the vector rotates. This angle varies from 0.17° when two of the 
brushes are moving normally to the wires to 0.24° when all four are at 
45° with respect to the wires. 

Input and Output Circuits . — Since the voltages from the two opposing 
brushes must be subtracted from each other in. order to obtain the sine 
function, circuits associated with the potentiometer must be capable of 


^ A. detailed discussion of the manufacturing pro!) loins involved in connection 
with, suck a potentiomotor will bo found in F. Bosenberg, “Siimsoidal Potentiometers 
Types RLIOCB, RLIOCD, HUGE, RL14," liL Report No. 423, Aug. IS, 1943. 

* This naaterial is taken from VoL 19. 
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doing this. If high accuracy is to be obtained from a potentiometer 
having the desired linearity, it must be associated with output circuits 
having high impedance relative to the potentiometer resistance. In order 
to prevent loading, the usual practice is to connect the brushes directly 
to the grids of vacuum tubes. Figures 5-20 and 5-21 give two repre- 
sentative output circuits that are frequently used. If both sine and 
cosine outputs are desired, an output circuit is, of course, necessary for 
each component. 

Figure 5-20 illustrates the type of circuit possible when a grounded 
voltage source is used. The voltage source can be either alternating or 
direct current in both Figs. 5-20 and 5-21. One end of the sine potentiom- 
eter is grounded as in Fig. 5-19. Thus the two output voltages must 




t iG. 6-20. Sine potentiometei* with Fig. 5-21. — Sine potentiometer with floating 

grounded supply. supply. 

be subtracted to eliminate the constant term. This can be accomplished 
by employing a so-called ‘‘difference amplifier” of which the circuit 
shown in Fig. 5-20 is an example.’- The output leads are connected 
directly to the grids. The difference amplifier shown develops a balanced 
output, if this type of output is found undesirable, however, a difference 
amplifier developing an unbalanced or “single-ended” output can be 
used. 

Figure 5-21 presents a typical circuit in which an unbalanced (“single- 
ended”) voltage can be obtained directly from the potentiometer itself. 
As shown, this requires the use of a floating voltage supply, which, as 
above, can be either alternating or direct current. Such a supply 
might, for example, be a tachometer generator. Since the supply is not 
grounded, one of the two potentiometer brushes may be grounded, and 
the voltage measured on the ungrounded brush is the difference between 

^ Circuits for subtraction are discussed in Chap. 3 of this volume, and in Vols. 
18 and 19. 
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the two brush voltages. Only one component (either sine or cosine) 
can be obtained in this way. This single-ended output can be amplified 
in the usual manner if suitable precautions are taken against loading. 
The output circuit shown is a catliode follower. Since a high degree 
of linearity in the output stage is necessary in order for the over-all 


Center tap adjustment 



Single-ended sine and 
cosine outputs 

Fig. 5-22.— Push-pull a-c siii)i)ly for sine iiotentioineter. 

accuracy to be maintained, it is of advantage to employ output circuits 
with high gain and negative feedback. 

Single-ended sine and cosine voltages can also be obtained by sup- 
plying the potentiometer in such a way that the center of the card is at 
ground potential. This may be done with push-pull a-c or d-c voltages 



Fid. 5-23.- Method of lining alternating and direct eurront Himultancously on Hinc 

potent ionictor* 

For alternating current a transforiiKa- may be uschI; if ac'.curato adjust- 
ment of the center tap is desired, a control mjiy l>c provided as in Fig. 
5-22. For direct current an inverting f(^etil)a(;k circuit may be used to 
produce a voltage that is the negative of a given voltage (Chap. 2). 

It is sometimes necessary to obtain both a-c and d-c voltages tliat 
vary as the sine and cosine of an angle. The circaiit diagram of Fig. 
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5-23 shows a method by which both signals can be obtained at the same 
time. The two separate voltage sources may be paralleled with isola- 
tion impedances in series with each to prevent alternating currents from 
flowing in the d-c supply and vice versa; or if such currents are not 
detrimental to the operation of the circuit, the supplies can be placed in 
series rather than parallel, without the isolation impedances. 

The voltage from each brush is fed to the control grid of an isolation 
stage to prevent loading of the sine potentiometer by the filters. The 
a-c difference is obtained by connecting a high-pass filter between the 
outputs of the isolation stages ; the d-c difference is obtained by connecting 
a low-pass filter between the same points. The filter designs are deter- 
mined by the degree of separation desired and the phase shift or time lag 

permissible. 


xr 



Fia* 5*24. — Sine-potentiometer loading 
{x ~ ki sin 0)* (a) Loaded sine potentiometer 

circuit; (6) Thev6nm’s theorem transforma- 
tion. 


If a sine potentiometer is 
loaded by a resistance between 
the two terminals whose voltage 
difference is the output, the load- 
ing effect may be shown to be the 
same as given for a linear poten- 
tiometer in Eq. (3). Figure 5-24a 
shows this case. Let ei be the 
generator voltage, R be the total 
resistance of the sinepot, xR the 


fraction included between the 


output terminals, and a.R the load resistance. If either the generator 
or the output is floating with respect to ground, the circuit may be trans- 
formed using Th^venin’s theorem to the form shown in Fig. 5-246. The 
output Co is given by the same equation as that for the linear potentiometer : 


_ (xxei 

a “h rc(l — x') 

For large ot, the maximum error (expressed as a fraction of the voltage 
across the potentiometer) occurs at x = ■§ and is approximately equal to 
0.15/a. A similar derivation may be carried out for the case of the 
single-ended output when the potentiometer is supplied from a center- 
tapped transformer of low output impedance; in this case the maximum 
loading error for large a is 0.10/a times the maximum output. 

6*8. Mechanical Methods. — Multiplication by sine or cosine of an 
angle is an operation that is done mechanically in many cases with suit- 
able accuracy, although extreme accuracy (comparable to that obtainable 
with some electrical resolvers) requires very precise machining and con- 
siderable expense. Figure 5-25 shows an elementary form of crank and 
crosshead which can be used when a very crude sine or cosine function 
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is permissible. The crank arm A is rotated by a drive shaft through an 
angle, and the output shaft B is actuated through the crankpin a by the 
connecting rod C; the displacement of the crosshead B is roughly pro- 
portional to the sine or cosine of this angle. 

The departure of the output shaft displacement from a sine function 
is rather large unless the connecting rod is very long with respect to 
the crank arm. 



-X 


The Scotch yoke (see Vol. 17) is a similar mechanism with modifica- 
tions that overcome the poor response of the simpler unit discussed above. 
Figure 5*26 illustrates a simple form of Scotch yoke. Again crank A is 
rotated through the given angle, and the output linear displacement 
along axis XX is proportional to the sine or cosine of this input angle. 
In this case, however, the response is mathematically correct if practical 
considerations such as tolerances, clearances, and surface smoothness 
are neglected. High accuracies 



■X 


are obtainable even with all these 
factors present, though at the 
expense of increased cost and 
difficulty of production. 

The difference between the 
two units is that the Scotch yoke 
includes a slide and a channel 
that restricts the motion of the 
slide to an axis perpendicular to 
the axis of displacement XX. As 
the crank arm rotates, the slide 
C is displaced along the vertical 
axis, causing a horizontal move- 
ment of the output shaft B, The slide can be made integral with the 
XX channel unit in a compact mechanism. The inaccuracies in such 
units are those due to the need for clearance between the slide and the 
channel. This clearance introduces a backlash that in systems of high 
accuracies may be intolerable- Other less important points of error are 
the clearances necessary in the crankpin a and the bearings and so forth. 
In general, it may be said that the obtainable accuracy improves with 
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the size of the unit, since with equal manufacturing methods the per- 
centage clearance (actual clearance taken with respect to the size of the 
parts) decreases with increase in unit size. 

Input angle information must, of course, be introduced mechanically 
so that the crank arm can be rotated through the desired angle. The 
displacement of the output shaft can be used in its mechanical form or 
may be converted into electrical information. An example of this change 
of representation is the use of the shaft to drive the arm of a linear poten- 
tiometer producing a voltage varying as the sine of input-shaft rotation. 

Scotch yokes are commercially available. The more important fac- 
tors that must be considered in evaluation of the relative merits of 
mechanical as opposed to electrical resolving schemes are accuracy 
obtainable with respect to accuracy desired, relative cost, size, weight, 
and associated electrical or mechanical units necessary for driving and/or 
obtaining output information. A general comparison of electrical and 
mechanical methods is given in Sec. 2T3. 

6*9. Waveform Methods. — The sine wave, produced fairly easily 

by frequency-selective circuits, 
may be used to produce sine and 
cosine functions of variables other 
than time. Two methods may be 
mentioned, both of which make 
use of time selection (Vol. 19, 
Chap. 10, of this series). Prob- 
ably the simplest in principle is to 
select the voltage corresponding to 
a given delay from the reference 
time and to store, or ‘‘remember,'" 
this voltage during the rest of the 
repetition interval. The input 
time delay may be generated from 
a voltage by means of a linear 
delay circuit; the entire operation, then, produces a voltage proportional 
to the sine of an input voltage. 

An alternative method has been developed^ in which a variable- 
width rectangular gate is used to select a portion of a sine wave, and the 
average or integral is taken as the output. If the gate begins at a zero- 
voltage point of the sine wave, the integral measures the cosine of a 
quantity proportional to gate length. 

5*10. Inverse Trigonometric Functions. — The inverse sine or cosine 
may be produced by connecting a sine-producing device and a servo 

^ B. Miller, P. Weisz, and W. F. G. Swann, “Circuits Using Pesolvers and Coordi- 
nate Transformations by Means of Electrical Networks,” NDRC Division 14 Iteport 
No. 288. 
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according to the methods of Sec. 2*5. An example of this operation in 
which a resolver is used is shown in Fig. 5-27. The voltage 62, together 
with the resolver output ci cos 6, is fed into a differential servoamplifier 
that causes the servomechanism motor to turn the resolver rotor until 
the difference between the two amplifier inputs is zero. The shaft of 
the resolver rotor is then at an 
angle cos~^ (C2/C1) from its refer- 
ence position. By redefining the 
reference position the inverse sine 
can be produced. 

The inverse tangent may be 
produced by a similar servomech- 
anism arrangement if both 
stators of the resolver are excited 
and the rotor is servoed to a null. 

Either an a-c or a d-c resolver (Sec. 

5*5) can be used for this purpose. 

The circuit is shown in. Fig. 6*28. 

The e(iuation solved, in terms of 

the production of separate sine and cosine, can be written 

62 cos 0 — 61 sin 0 = 0, 
or 

6 = tan-i -• 

ei 



(StfnTvoltage) 


j0=tan~^|f 


<> 


Error 

signal 


Servo motor 



Fig. 5-28.— Device for producing inverse 
tangent and cotangent. 


This is discussed in more detail in connection with the transformation 
from rectangiffar to polar coordinates (Sec. 6*3). The inverse secant 


61=62 sec 6 



Fiu. 5-2i). — Device for producing secant and cosecant. 

may also be produced with a resolver and servomechanism; the circuit 
of Fig- 5*27 will perform tliis c^peration provided only that ei becomes the 
variable voltage and ez the constant exciting voltage. 

The secant itself is produced by feedback to the input winding rather 
than to the rotor shaft; Fig. 5*29 is a diagram of a device for producing 
the secant. A differential amplifier or equivalent device with high gain 
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makes ei cos 0 = 62 ; as a result, ei = 62 sec 6 . By measuring d from Sb 
different reference angle, the cosecant may be produced. 

The method of amplitude comparison can be used to produce inverse 
sine or cosine delays from sine waves if the reference time corresponds lio 
the proper fixed phase of the sine wave. 

MISCELLANEOUS FUNCTIONS 

6*11. Powers and Roots. Powers . — The operations of multiplication 
and integration may be used to produce powers of an independent variat>lo 
(Vol. 19, Chap. 19 of this series). A straightforward way of producini^ 
a voltage proportional to the square of an input shaft rotation is to per- 
form successive multiplications by means of two ganged potentiometers, 
the output of the first being fed through an isolating stage to the oth-ex* 
(see Fig. 5-30). 



Fig. 5-30. Ganged potentiometers for scjuarmg. The maximum value of 6 for tlues 

potentiometers is 6m.. 

Integration may be used conveniently when the independent variablo 
is time, for example, two successive integrations of a constant volta^o 
may be used to produce a voltage that is a parabolic function of tincxo 
(Vol. 19, Chap. 8 , of this series). Squaring can also be done by averaging 
(integrating) triangular waveforms of variable duration or amplitude or 
by averaging rectangular waves whose amplitude and duration are varioct 
together by the same input signal. 

A precise mechanical device for squaring (capable of accuracy of 
0.01 per cent) is the cone-cylinder combination produced by the Libra.- 
scope Company (Vol. 17 of this series). In this device a wire is wound oxn. 
a cone and a cylinder; and as the cone rotates, the rotation of the cylindoi' 
IS determined by the length of wire transferred. This length is propor- 
tional to the square of the angular rotation of the cone, since the turns 
ot wire are uniformly spaced along the axis of the cone, and the radius is 
^erefore proportional to the angle through which the cone has rotated. 
1 he device may be considered an integrating type of squarer, for tlxo 
length of wire I unwound from the cone or wound on the cylinder is 
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where r is the radius of cone or cylinder and where d is the angular rota- 
tion. For the cylinder, r = ro, a constant; for the cone, r = kd. ■ The 
fact that the same length of wire that is unwound from one is wound on 
the other is, in effect, an equal sign,” so that 

J To ddi = J kdi ddz, 

where Ox is the rotation of the cylinder and 6^ is the rotation of the cone 
or 



if the initial conditions are properly chosen. Either 6x or 6% may be an 
input, so the device may be used either for squaring or for the extraction 
of square roots. 

For low-precision applications (errors of 5 or 10 per cent) parabolic 
functions may be approximated satisfactorily by the characteristics of 
certain vacuum tubes (Vol. 19, Chap. 19, of this series). 

Vacuum-tube characteristics may be used to greater advantage if a 
push-pull method is employed to cancel out odd-order terms in the 
Taylor expansion of the characteristic (Vol. 19, Chap. 19, of this series). 

A quadratic function of rotation may be produced by short-circuiting 
the ends of a potentiometer together; the resistance between the arm 
and this common terminal is then 

It = (1 - !/*), 

where Rq is the potentiometer resistance and y is the motion of arm 
from center of potentiometer as a fraction of its peak positive or negative 
excursion, that is, limits of rotation correspond to y = ±1. This 
resistance element is used in approximating the secant function (Fig. 
5T0) ; it is also used as a squaring element in triangle solution (Sec. 6-3). 

Powers and roots, including nonintegral exponents, may be produced 
by means of logarithmic devices. 

Roots . — Any multiplying or integrating device may be used to produce 
powers, and the techniques discussed for producing inverse functions 
may be used to produce roots. The cone-cylinder device may be used 
for the production of square roots as well as squares. A parabolic wave- 
form may be used with a coincidence device to produce a square-root 
function. Ganged-potentiometer devices may be used with servo- 
mechanisms to produce roots. Figure 5-31 shows such a device for pro- 
ducing the cube root. If d is the angle of shaft rotation of the three 
ganged-potentiometer arms and 0m is the maximum rotation of a potentiom- 
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eter, then the voltage output is ei(d / The servomechanism rotates 
the shaft until this quantity is equal to the input voltage the shaft 
rotation is then proportional to the cube root of 62- 

An approximation to the square-root function by means of a linear 
potentiometer is given in Sec. 5-4. 

5-12. Exponentials and Logarithms. — Exponential functions arise 
frequently in physics and are usually connected with differential equa- 
tions in which a function is linearly related to its first derivative. An 
examj)le in electronics is the dependence of diode current on electrode 
voltages at low currents; an example of an exponential waveform is that; 
resulting from the application of a step function to an /fC-network: 
(Vol. 19, Sec. 11*5) . The most obvious use of exponentials in computation 
is the use of one physical system obeying an exponential law as a model 

Isolating stages 
(cathode followers) 



for another system, more difficult to construct, that obeys the same law- 
Thus if it is desired to compute automatically the attenuation of light 
intensity resulting from Lambert’s exponential absorption law, ^ an e.xpo- 
nential waveform generator might conceivably be used together with a 
linear delay circuit and a clamping circuit to change the representations 
of the input and output respectively. 

If the physical system is such that the independent and dependent 
variables can be interchanged, the inverse of a function can be produced. 
This method has been used for the production of logarithms from expo- 
nential diode characteristics (Vol. 19, Chap. 9, of the Series) and might 
be used to produce logarithms from exponential waveforms. The 
automatic production of logarithms by electronic means is likely to have 
considerable application because logarithms can be added and put into 
an exponential producing device, the result being multiplication. The 
ability to perform a multiplication in the order of a few milliseconds is of 

J — where J = intensity at distance x', 

lo = intensity at a: =0; 
oi — absorption coefficient. 
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considerable significance in computers involving combinations of opera- 
tions, as will be pointed out in Chap. 6. At the present writing the chief 
multiplying device that has found wide application is the potenti- 
ometer, in which one of the inputs must be a shaft rotation. This limits 
the speed of computation considerably, since the 
time required to orient the shaft must be approxi- 
mately 10~^ sec. 

Contact Rectifiers . — It has been observed that 
the impedance of certain metal contact rectifiers^ 
follows the law E = r log i over a substantial 
range of their forward characteristics. Commer- 
cial copper oxide rectifiers of various makes and 
sizes were found to folloAv that law consistently for 
a current range of 1/50 above a potential of 
about 0.070 volt per contact layer. Certain mi- 
crowave mixer- type germanium contacts follow 
the logarithmic law through a current range of at 
least five decades, from the lowest measured value 
of 1 Ata (with 0.16 volt) up to about 10 ma (0.50 
volt) in any circuit and up to about 0.25 amp 
if the then appreciable current-proportional volt- 
age drop within the semiconductor is canceled. 

The simplest electrical circuit for obtaining 
logarithms is the voltage-divider circuit shown in 
Fig. 5-32. The output of this voltage divider is strictly logarithmic 
only (1) if the ohmic resistance Rx within the rectifier is negligible com- 
pared with the logarithmic contact resistance Z, (2) if the source, or 
series, resistance Ra is large compared with Z, (3) if the load, or meter, 

resistance Rm is large compared with Z. 

An alternative circuit for the production of 
logarithms is the bridge circuit shown in Fig. 
5*33. For convenience, symmetry will be as- 
sumed, with Ri == R 2 , Rs = Z 3 = Z 4 . 

Nonlinear bridges of this type are knowm 
to have an output vs. input characteristic as 
plotted in Fig. 5-34 for negligible load current 
(Rm—>°°). All curves were plotted with 
Ri — R 2 — 100 ohms, Zz — Z^ each two layers 
of 0.85 sq. in. copper oxide rectifiers in series, 
= A4 varied from 0 to 100 ohms as indicated. 


Fia. 5-32.— Voltage 
divider. Ri — ohmic 
component of rectifier re- 
sistance; Z — logarith- 
mic contact resistance; 
R = source resistance; 
Rm — meter resistance. 



Fig, 5-33,^ — Bridge circuit. 

and with values of Rz 


1 This material is taken from 11. E. Kallmann, "Three Applications of Nonlinear 
Resistors,’' RL Report No. Ja-5, Oct. 19, 1945, Part III. This report is to be 
published in Electronics. 
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The larger these resistances, which are in series with the rectifier contacts , 
the higher the input voltage at which the bridge balances {E-m == 0) . 

In particular, when Ri — = Rz — Ra — R, the output voltage 

Em no longer reverses. It then presents an exact replica of the voltage 
E 2 on the copper oxide rectifiers, rising logarithmically with liwing bridge 
input. This result will be seen more clearly if the curve Rz — Ra = lOO 
is replotted on a semilogarithmic scale as in Fig. 5-35. The straight line 

thus obtained indicates a logarithmic relation over an input range of 
34 db. 

An evident merit of the bridge circuit is that the residual resistivity 
Ri of the contacts can be allowed for in the adjustment of the resistances 
Rz and 124 . As in the voltage 
divider circuit, the output of the 
bridge circuit departs from the 
desired law at the low-current end 
of the range when Z grows com- 
parable to R. The bridge circuit 

^ 3 —^ 4— 2 layers 0.85 sq in 
Copperoxide rectifier 


. Volts in 




Volts 

Fig. 5-34. — Characteristics of bridge 
circuit. 


0.2 0.4 0.6 

5‘35. — Logarithmic pi ot 

characteristic. 


0.8 ma 

of bridge 


has the advantage that it may be operated at a much lower input voH-u.r. 
mthout exceeding a specified error. ' 

Logarithmic circuits lend themselves to combinations fm- tl.„ 
of electronic multiplication or division FiV Puiposc 

the combination of two log bridges ' Thefr tf.tn 

T* opposite Sign, to a meter, which thus reads tlie diffe, 
ence of their output currents. The current is then 

E 


- i«, = 4 log 4 log A log f 1, 


or proportional to the loerarithm nf 

The meter can thus he caihralje” delt rbral^S: 
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Two small resistors p with adjustable tap are shown in Fig. 5-36 for the 
initial adjustment of bridge balance. A model with each R = 200 ohms, 
each Z one layer of 0.85 sq in. copper oxide, p = 5 ohms, and a meter for 
100 pa full scale with Rm ~ 1800 
ohms was found reliable within 
+ 2 per cent of full scale for either 
input voltage varying from 0.14 
to 7 volts, that is, up to ratios of 
±35 db. 

If circuits of this sort are to 
be used to obtain the product of 
rapidly varying waveforms, it is 
necessary to compute automati- 
cally the antilogarithm of the 
output current. This may con- 
ceivably be done by means of a third logarithmic bridge. 

Diodes . — A diode limited to low-current values produces a variation 
of current with voltage that is very nearly an exponential. By the use 


Idb 



4 * + 



Output xy 

Fig. 6-37. — Use of logarithmic diode characteristics for multiplication. 


of a large series resistor the current may be made the independent vari- 
able, the voltage output then being a logarithmic function of current. 
This property has been used in a multiplying device; the grid-cathode 
current characteristic of a triode is used to produce a logarithmic varia- 
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tion of grid potential, and the grid-plate characteristic to amplify this^ 
variation. Three such devices are combined in a feedback loop aiB 
shown in Fig. 5-37. 

5*13. Integro-differential Functions . — As a generalization of tlio 
operations of differentiation and integration,^ there are equations in 
w’-hich a combination of differentiation, integration, and addition its 
involved. Such, for example, are the equations of most passive RO— 
networks. The simple ‘^differentiating’’ network (Fig. 5*38) has tHo 
differential equation 

which can be expressed in terms of the Laplace transforms as 

£>(eo) _ pRC 

£i(e{) 1 -|- pRC 

A general expression for the ratio obtainable from a linear network is 5 
/i(p)// 2 (p), which can be reduced to the quotient of two polynomials- 

Input waveform Differentiating network Output waveform 


Fig. 5*38. — RC differentiating circuit acting on a rectangular waveform. 

Uses . — In the problem of automatic range tracking (Chap. 8, Vol. 20) 
functions of this sort are used. A typical automatic range-trackinp^ 
system consists essentially of two integrators and a feedback loop includ- 
ing the error-measuring device and producing the output range equal to 
that of the target. Considerations of loop stability, however, make ii> 
desirable to use a transfer ratio (1 -f pT)/p^ instead of the ratio l/p‘^, 
which would correspond to two integrations. Additional factors^ 
1/(1 -f pTs) are produced by the necessary data-smoothing networks, 
where Ts is the smoothing time constant. Similarly, in the design of 
stable high-performance servomechanisms or feedback amplifiers it may 
be desirable to use integro-differential functions of this sort in the feed- 
back loop. 

Another application of integro-differential functions is in the produc- 
tion of shaped waveforms. An easily available waveform may be fed 
into a function-producing circuit and a desired function or an approxima- 
tion to it obtained. 

Realizable Functions. By means of passive i^LC-networks a consid- 
erable variety of functions may be produced. In each case the functiorx 

^ See Vol. 19, Chap. 2, and Vol. 18, Chap. 1, of the Radiation Laboratory Series. 
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can be expressed as a fraction whose denominator is a determinant and 
whose numerator is one of the minors of the determinant. Thus the 
numerator cannot contain higher powers of p than the denominator. 

This restriction may he removed by the use of negative-feedback 
amplifiers. If a high-gain amplifier is connected as shown in Fig. 2-4 
(Sec. 2-5) and if the admittances of the input and output networks can 
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Fid. 5*39. — Tran.sfer ratios of networks with feedback amplifiers. 

be expressed operationally by/i(p) and Mp) respectively, then the ratio 
of the transforms of output and input is very nearly 

£(eo) ^ _ /i(£). 

Mp) 

In this case, Mp) may be made as simple as desired; if network (h) is a 
resistance, / 2 (p) is a constant. Several examples of circuits of this type 
are shown in Fig. 6-39. An arrow is used to indicate that the junction 
of the two networks is held at ground potential by the amplifier even 
though no current flows out at that point. Network (a) is that ot a 
Miller feedback integrator. Network (b) produces a function that mig it 
as well be produced by a simple RC “differentiating” network; it is 
shown to illustrate the type of transfer ratio for which a passive network 
rather than a feedback amplifier should be used. Network (c) illustrates 
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the principle that additive terms may be had by using parallel impedances 
in the input circuit; similarly, network [d] shows how additive terms are 
also introduced by series elements in the output circuit. 

BedkaMe Output Wmfoms.—ll the input to a passive network is a 
step function, the output will be a combination of exponentials and 
damped sinusoids (Vol. 19, Chap. 11). This corresponds to the fact that 
the quotient /i(p)// 2 (p) can be expanded in a sum of partial fractions 
corresponding to the roots of the denominator. If a feedback amplifier 
is used with the network, the possibility of the root p = 0 enters; for a 
step-function input this corresponds to a linear output function, or, in 
the case of a double root, a quadratic function, etc. Thus the general 
function available in response to a step-function input is a linear com- 
bmation of exponentials, sinusoids with exponential envelopes, and 
powers of t (time measured from the step). If more complicated 
functions are used as inputs, it is difficult to say in general what outputs 
are 'realizable, but the output can be calculated in any case from the 
input and the response to a step function by means of the superposition 
integral or convolution theorem.' 

* Vol. 18, Chap. 1, of this series; or Ciardner and Bames, Tmusients in Linear 
System, Wiley, New York, 1942, pp. 228jf. 



CHAPTEE 6 

GROUPED OPERATIONS 

By D. MacRab, Jr. 

6*1. Introduction. — The computing devices to be considered in this 
chapter are intermediate in complexity between those of the preceding 
three chapters and the examples to be discussed in Chap. 7. The term 
‘'grouped operations’’ will include the production of a function or of a 
closely related pair of functions by combination of the separate devices 
described in the previous chapters. 

Feedback techniques are important in the combination of operations. 
A particularly useful application is in the solution of simultaneous equa- 
tions. An illustrative design of a single equation solver using feedback 
will be given. 

Emphasis will be placed on applications of grouped operations to 
computation involving radar data. One such application is the auto- 
matic computation of the hypotenuse of a right triangle from the lengths 
of the legs; this is important in taking into account the effect of altitude 
in airborne radar equipment. Another problem, raised by radar naviga- 
tion, is that of transforming one set of coordinates into another; several 
examples of this process will he given. 

Problems Characteristic of Grouped Operations . — There are certain 
design problems that arise from connecting several devices. Combina- 
tion of two computing elements may necessitate change of representation 
of the variables because the output of the first may not have the same 
representation as the desired input to the second. It is desirable to 
select devices for which the representations of outputs and inputs cor- 
respond, but other considerations such as availability and accuracy may 
make this impossible, so that a separate device for change of representa- 
tion is often necessary. Two of the most common cases where change of 
representation is necessary are the multiplication of two voltages and 
the use of periodic-waveform computers with d-c or a-c voltage inputs. 
In the case of multiplication, a potentiometer may be chosen as the most 
convenient device available for the operation; in that case, a servo- 
mechanism must be used to convert one of the input voltages into rota- 
tion of the potentiometer shaft. ^ In computation using waveforms, the 

* See, for example. Illustrative Design of an Equation Solver under Sec. 6-2. 
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input variables must often be converted to time delays by means of 
linear delay circuits.’^ 

Consideration of scale factors is also necessary when operations are 
combined. Each separate device has limits of operation^ for output 
and input; examples of such limits are the ends of potentiometers or the 
maximum output of an amplifier. In order to realize highest accuracy 
possible with given components, scale factors should be chosen so that 
the desired range of computation corresponds to these limits of operation. 
Thus, if the range of computation for a variable x, represented by voltage 
on a linear potentiometer, is to be a ^ x ^ 2a, the errors due to random 
departures of the potentiometer from linearity can be halved by insert- 
ing in series with it a fixed resistance of the same value as the potenti- 
ometer resistance. When two devices are connected, however, the two 
scale factors determined in this way may differ, and in order to use both 
to maximum advantage a scale-changing device should be inserted 
between them. For example, if a potentiometer ha^dng a rotation of 
300° is coupled mechanically to a sine-cosine device whose shaft moves 
through only ±30°, the potentiometer error will be reduced if a 6/1 
gear ratio is inserted between the two shafts. 

Problems of impedance or loading are also raised by grouping opera- 
tions. If a voltage representation is used, variation of input or output 
impedance may cause errors. Examples are the variation of output imped- 
ance of a potentiometer (Sec. 5*4) and the variation of input impedance 
of a resolver with a load on its output winding. Phese errors may 
be kept small if the output impedance of one device is much less 
than the input impedance of the following one. In order to satisfy this 
condition, it may be necessary to use an impedance-transforming device 
such as a cathode follower. 

The relative speed of computation of devices that are to be used together 
is often of importance. The time required for the slowest device in the 
computer to produce sufficiently accurate results (‘'settling time’’) 
limits the rate at which the inputs may be changed, if the input vaiies 
sufficiently slowly to cause negligible change in output over a time eciual 
to the settling time of the computer, these errors can be ignored. The 
problem of relative speeds is more serious, however, if a device in the 
computer has a minimum speed of computation. An electronic inte- 
grator (Sec. 4-7) is a device of this sort, for condenser leakage imposes a 
limitation on the maximum time for which the device may be opeiatcKl 
accurately; if 1 per cent accuracy is desired, an operating time of the 


1 See, for example, Sec. 6-6. 

2 A general mathematical treatment of the interrelationship of limits of operation 
is given in Vol. 27 of the Series, 
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order of magnitude of an. hour^ may be realized. This limitation is 
important if it is desired to combine integration with multiplication. If a 
jrotentiometer is used as a multiplying device, it is necessary for computa- 
t,ion to be relatively slow, for the mechanical information may have a 
settling time of the order of 0.1 sec; the integrator, on the other hand, 
must work relatively rapidly. These two requirements put fairly close 
limits on the time scale that can be used as regards rapid changes of the 
inputs. If instead of a potentiometer an electronic multiphdng de'vice 
with a settling time of 0.001 sec could be used, the integrator could be 
<)p(n-at(Ml at a much greater speed, and the usable time scale would be 
much longer relative to the shortest interval over -which accurate com- 


Amplifier 


Output 

iy) 


putation could be obtained. 

of response is also important in connection -with the stability 

of computers using feedback loops. __ , — 

If a slow-operating element such as | ' output 

a servome(ihanism is in series with 

fastt'r ones in a loop, the delay in the L ' 

loop will be determined by the slow Fig. 6-i. — Biockjiiagram for solution of 

eUmient. If slow and fast elements f . i i 

are in pai-allel feedback paths, the ‘^loop gain’' may be determined by 
one path for low’ frequencies and another for high frequencies. 

Wlien several operations are combined, there are sometimes alternate 
aronpinqs of the component devices from which the designer may choose. 
()nt‘ of the most important choices is that of ivhether or not a given equa- 
tion is to be solved by use of feedback. , cr t j- 

6.2. Feedback and Implicit Functions. Feedback vs Dzi'ect Soluhon^ 

A wi<l(ay applicable method of solution using feedback (also discussed in 
Se ' bt) is shown in Fig. 6-1. The impUcit function is dehned by 
rchiiou /(.,y) = 0. A method of producing /(^.) is de^sed by 

cmbiiiution of operations of the sort f ^'T^tput of 

series of operations constitutes the block labeled fix,v). 

this block which is desired to be zero m “th 

high-gain amplifier. Hock 

proper satiLctory, is that the system wiU 

f(x,y). ihe rcsult_, it s , f the input to the 

assume mi eciuilibnum state in wh ^ ampUfier the 

amplifier, will be nearly zero. The Hgter ttegm ^ ^ 

more nearly will the equation degree of approximation. There 

::-rrrnLln-orX::d^^^^ or%ut. the w^le 

1 This 

(U)tid<*nBers, Bpetxal die - ? Chat) 4 of this volume* 

nut longer operating times. See also Chap. 
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X in Mg. 6*1 may be considered to represent several sucli inputs. One 
possible application of this method is in finding real roots of polynomials 
with variable coefficients. 

In order to determine whether or not a solution using feedback is 
desirable for a particular equation, the designer must compare the com- 
plexity of the feedback solution with that of a solution without feedback, 
where one is possible. In some simple cases a solution with feedback 
is obviously out of the question. Tor the equation y = -}- :r 2 , there 

is no point in using the implicit function y — Xi — = Q with a feed- 

back loop of the type of Fig. 6-1. On the other hand, suppose that the 



Fig. 6-2.— -Block diagrams for solution of quadratic equation, (a) Solution of the 
implicit function xiy^ + x^y -t- aig = 0 by feedback ; ( 6 ) solution of xiy'^ + xaj/ -f- 0:3 »= 0 

— a;2 ± \/ X2.^ — 4^xiX3 


using the explicit function y 


2a:i 


equation to be solved is the quadratic Xxy"^ -f- x^y -h iCa = 0, where xi, 
X 2 , and 0:3 are inputs and y is the output. If the equation has a n^al root 
in the region of operation, a solution may be set up using a feedback 
loop of the type shown in Fig. 6-1. A block diagram of such a solution is 
shown in Fig. 6 •2a. The output y is applied to a squaring device^ fol- 
lowed by a multiplier, producing the function it is also applied to 

another multiplier and an adder, producing Xiy^ -h x^y 4- a:.,, ddiis is 
then fed back through an amplifier as described above. 

In this case there is the alternative of a solution using an explicit 
function according to the binomial formula 

^ Squaring may be accomplished by any of the methods discussed in Chap. or 
in Vol. 19, Chap. 19. 
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_ —XZ ± 's/xl ■— AXxXz 

^ ~ 2xi 

A block diagram of this solution is shown in Fig. 6-2b. The function is 
built up as follows: First .' 1:2 is squared; the product 4xiXs is computed; 
and these quantities are subtracted (the constant factor 4 being taken 
into account by proper setting of scale factors in the multiplying and 
subtracting blocks); the square root is taken; the result added to or 
subtracted from —Xs; and this quantity divided by 2a;i. The computa- 
tion of the negative of X 2 is not included as a separate operation, because 
it has not been stated whether xz is positive or negative. Comparison 
of the two block diagrams shows that the solution with feedback requires 
fewer operations and that the corresponding device is probably easier to 
build. For cubic and quartic equations the complexity of the direct 
solution without feedback increases considerably; in the case of higher- 
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Fig. — Block diagram for solution of + sin y + x == 0. 


order algebraic equations and many transcendental equations there is no 
explicit solution in terms of simple operations, so that if a solution without 
feedback is to be made, a special nonlinear device must be constructed 
by curve-fitting methods. This becomes difficult as the number of 
variables increases. 

Illustrative Design of an Equation Solver . — To show how some of the 
design problems of grouped operations are met, an illustrative design 
. process will be given for a computer solving the equation 


-f- sin y + X = 0. 


Since this equation involves only two variables, the solution might be 
computed automatically by the construction of a suitable nonlinear 
potentiometer, cam, or similar element. The design to be discussed, 
however, does not use curve-fitting methods. A block diagram for the 
solution of this equation is shown in Fig. 6-3. It is constructed according 
to the method of Fig. (i-l; the functions y^, sin y, and x are added to 
produce the desired function of x and y; and this function is amplified 
and fed back. A corresponding schematic circuit diagram is shown in 
Fig. 6-4. The input x is represented by a shaft rotation, which is converted 
to an alternating voltage by a potentiometer. The amplifier output is 
an alternating voltage representing y, the representation of y is changed 
to a shaft rotation (which is taken as the output) by a servomotor and 
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an amplifier that compares the g/- voltage with a potentiometer output 
voltage. The 2 /-shaft turns the rotor of a resolver, which is supplied 
with the same a-c voltage as is across the x~ and y-potentiometers. 
The output of a stator winding of this resolver is proportional to sin y 
if scale factors have been properly adjusted. The 2 /- voltage is multiplied 
by the 2 /-shaft rotation by means of another potentiometer, producing y^. 
The voltages representing the three functions x, and sin y are then 
added by means of the resistance network RiR^Rz, and the resulting 
voltage is the input to the amplifier. 



Pig. 6*4. — Circuit diagram of computer for + sin y + x = 0. 


Some preliminary design considerations may be mentioned in con- 
nection with this computation. One of the first factors to be considered 
is that of accuracy; without detailed calculation it may be said that the 
use of available resolvers (of 0.2 per cent peak output error) and potenti- 
ometers of 0.5 per cent peak deviation from linearity will permit computa- 
tion with resulting probable errors not exceeding 1 per cent of the range 
of output. 

Loading of the y^- and jc-potentiometers by the adding network must 
also be considered. If with available potentiometers and resistors this 
error is excessive, cathode followers may be necessary. 

As an aid in determining scale factors and defining the necessary 
calibration adjustments, the equation solved by the system may be 
written including scale factors. Suppose that x and y are defined by 
dials on the respective shafts. The dials must be ‘‘phased'' with respect 
to the shafts so that when the dials read zero, all potentiometers and the 
resolver are at positions of zero voltage output. This implies four 
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phasing adjustments. If it is assumed that these have been made, the 
equations that determine the scale factors of the system can be written. 
Let the shaft rotation representing x he 0* = k^x and that representing 
y be 6y = k^y. Assume that all three potentiometers have the same 
maximum rotation (if they do not, the inequalities can be com- 
pensated by adjustment of Ri, R 2 , or Rs). Let E represent the a-c 
supply voltage. It will be convenient to treat the resistance network 
in terms of the conductances (?i = l/Ri, = I/R 2 , Gz = 1/Rz, 

G — Gx + Gz- 


The servomechanism sets the amplified error signal equal to E{6y/6m)‘ 
The threse voltages entering the resistance network (i?i, R‘i, Rz) are 
E{6a:/e,n), and Esin By. The resolver is assumed to have 

unity maximum voltage ratio; if not, this can be taken into account by 
adjusting A 3 . The equation solved is then 






I Gz „ _ TP ^ 

-^-^Esindy - Ej--j> 


where A is the gain of the amplifier (see Vol. 19, Chap. 18 for analysis of 
adding network). The factor E may be removed from the equation by 
dividine: through; the solution is therefore independent of variations in E 
within the hmtts for which the above equation holds. Simplifying, 


sin k 2 y 


Gkzy 


0 . 


The scale factor calibration then consists in setting 


ki 

Ri 


kl 

dmR2 


9m 

Rz 


and 


/C2 = 1, 


in order to make the equation assume the desired foi™- The &st two 
conditions may be satisfied by adjustment of two of_ the resistors Si, 
Hi, and Rr, this may be done conveniently by potentiometers in series 
with fixed resistom. These adjustments are made in such 
produce correct output values (y) for given values of the mp ( ) , y 

Ihis method all components contributing to the scale factors ^^e 
into account. The condition = 1 can be satisfied (ifj, 
in radians) by using a 2 /-dial marked in radians or degrees. When call 

brated the system solves the equation 

Jk ^ d 

The Solution of Simultaneous £ 9 «att<ms.-In three-color pnntmgd la 
of importance to be able to solve automatically a set of three 
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taneous equations of the type 

X = (1 — c) (1 — 'm)(l — y)Xw + c(l — m)(l y)Xc 

" 4 " c)(l y^Xfn ~ 1 ~ 2/(1 ^)(1 W 2 -) A.y ~ f “ C)Xniy 

+ cy{l m)Xcv + cm(l — y)X 0771 H- cmy 

Y = (1 — c)(l — m)(l — y)Yw + ’ ‘ ’ , 

Z = (1 — c)(l — w)(l — y)Zrv + • ’ * , 

where X^,, Xc, Yw, etc., are constant coefficients, X, Y, Z are known 
quantities, and c, m, and y are the unknowns. 

The principal problems involved are the electrical representation 
terms of the type 

(1 — c)(l — m)(l — y)Xy, or cm(l — y)Yc„,, 

and the construction of a feedback system whereby all three equations 
may be solved simultaneously. A multiplying device based on a probir,— 
bility principle was developed by Prof. A. C. Hardy of Massachuse-fct-» 
Institute of Technology for this purpose.^ He then combined a numbeiX' 
of these devices to produce the indicated functions that will be denoted 
by X', Y' and Z'. The differences, or error signals, X — X', Y — 
and Z — Z' were amplified and fed back as the three variables c, rrhy 
and y. The question of which variable is to be derived from which ernox* 
signal can be determined by an inspection of the partial derivatives o£ 
X', Y', and Z' with respect to the three variables, and the choice oelxh 
be made according to where the feedback would be most effectives, 
that is, where the partial derivative is greatest. A device was constructed 
to solve these equations, and results accurate to within 4 per cent oir 
better of maximum output were obtained. The entire solution could Ibe 
done within approximately 500 ixsec. The repetition frequencies for tlxe 
rectangular waves used in multiplication were approximately 20 kc/soc- 

A theoretical analysis of the stability of a device of this sort seom ,3 
difficult. It may be said, however, that the stability conditions a,x*o 
probably no more severe than for three simultaneous linear equations. 
The reason for this is that the three third-order equations given abo'vo 
can be replaced by equivalent linear equations involving the parti £tl 
derivatives of X , T , and Z , with respect to the variables c, vi, and 2 / - 
These equivalent linear equations will describe adequately the behavioir 
of a system within a small region in the neighborhood of a solution. 


THE SOLUTION OF RIGHT TRIANGLES 

6*3. The Problem of Right-triangle Solution. — In computers for nsiei 
with airborne radar equipment, it is often necessary to find the hypote- 

/ Unpublished work, described at MIT Physics Colloquium, Jan. 31, 1946. Seo 
Vol. 19, Sec. 19 -5, and Sec. 3-17 of this volume. 
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nuse of a right triangle when the lengths of the legs are given. This is 
because the range information provided by the radar is “slant range”; 
that is, distance along a straight line from the aircraft to the object 
giving the echo. It is more convenient in a computer, however, to use 
ground range (distance from a point on the ground beneath the aircraft 
to the object), for ground-range rates are much more nearly constant 
than slant-range rates. This is a very desirable feature if rates are to 
be found by tracking (Vol. 20, Chap. 7, of the Series). The procedure 
in computer design, therefore, is to do whatever rate computation is 
necessary in terms of ground range and then to find the hypotenuse of 
the altitude triangle as the last step before comparing computed range 
with observed radar range. In this section the term “triangle solution” 
will denote the process of finding the hypotenuse of a right triangle, but 
not of finding angles or of solving non-right triangles. The following 
symbols will be used : 

r = ground range, 
h = altitude, 
s = slant range. 

The problem of finding the hypotenuse of a right triangle is not, 
of course, confined to the altitude triangle in radar computers. Since 
the triangle solvers to be described were designed for radar problems, 
however, it will be seen that some of them have features which particularly 
fit them for use with radar. One such feature is the representation of 
ciuantities by the time delay of pulses from a periodic reference pulse; 
time-delay representation or time modulation (Vol. 19, Chap. 13 of the 
Series) finds more use in triangle solvers than in other types of computers 
becaiise the triangle solver often directly precedes the time-modulation 
circniit. Another feature desirable in a triangle solver is that it inci- 
dentally provide an /i-delay output, for the aircraft’s altitude may be 
determined by comparing a variable-delay marker on the radar display 
with the first ground return on the radar, which is delayed from the 
transmitted pulse by an amount measuring h. If this method is used, 
some of the errors of the ground-range determination tend to be canceled 
out, particularly the zero error due to delays in the radar. ^ It is tacitly 
assumed that the altitude above sea level of the object pving the echo 
is tlie same as that of the ground beneath the plane, if it is not, inherent 

errors result. ^ n j 

One class of triangle solvers which will be discussed may be called 

“algebraic” devices. These include those which solve the equation 
ri + /),2 = s‘^ by squaring, adding, and extracting the square root. They 
also include a device that uses the relation (s - r) (s 4- r) == h^. ^j^^ther 
class of triangle solvers which will be mentioned briefly consists ot those 
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devices which make use of special nonlinear elements constructed by 
curve-fitting methods (Sec. 5-2). A third class of devices that may be 
used for triangle solution includes those which transform rectangular t() 
polar coordinates (Sec. 6-9). Finding the hypotenuse of a right triangle is 
simply a special case of this transformation in which the angle output is 
not used. 


Two triangle solvers will be discussed in detail. One, a parabolic- 
waveform computer developed in England, is of particular interest for 
its application of shaped waveforms to computation, as well as for its 
economical combination of component circuits. The other, a phase- 
shift triangle solver using a feedback integrator and differentiator, is 
economical in use of parts and contains interesting provisions for can- 
celing out certain errors. 

6*4. Algebraic Methods of Right-triangle Solution. Block Diag7'a7n 
of Squaring Method . — ^A general diagram of the squaring-type triangle 



Fig. 6-5. — Block diagram, of computer for 

r2 + /l2 = 


solver is shown in Fig. 6*5. The, 
quantities r and h are squart^d and 
added, and the result is applied 
to a device that extracts square 
roots. Depending on the sort of 
individual blocks available, the 
extraction of the square root may 
be done either directly or by thci 
use of a squaring device with feed- 
back. If squaring devices empl ey- 
ing repeated parabolic waveforms ^ 
are used, either a square or a 
square root is obtainable, depend- 
ing on whether the input is a 


delay and the output a voltage or 
vice versa. The voltage waveform generated by two integrations of a 
constant is proportional to the square of the time interval from a refer- 
ence time; thus, if the voltage output at a given delay is measured, the 
device produces a square, whereas if the delay at a given voltage is 
measured, it produces a square root. In this case, over-all feedback is 
unnecessary. A possible instrumentation of the block diagram uses u, 
parabolic waveform for squaring, with the r- and Mnputs represented 
by delays (Fig. 6 6), the two output voltages are added, and their sum 
is compared with the same parabolic sweep, coincidence occurring a.t a 
delay proportional to s. In order that the sweep be unchanged in shape 
by the amplitude comparisons, cathode followers are used for the com- 
parisons. An appropriate change of scale factor must be made in the 


^ Sec. 5-11 ; Vol. 19 of this series. 
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parabola compared with for the adding network divides by a 

factor of 2. Series addition may also be used, in which case two separate 
parabolic waveforms are generated. A solution using parabolic wave- 
forms in a somewhat different way is given in detail below (Sec. 6‘5). 



Fig. 6-6. — Hypothetical parabolic-sweep triangle solver. 

If the squaring elements used were ganged linear potentiometers 
(Sec. 5' 11), a servomechanism would be required to extract the square 
root. The squaring blocks would each consist of a pair of ganged poten- 
tiometers, and the voltage outputs would be proportional to the input 
shaft rotations. The two voltages would be added, and the sum applied 


Rq= Resistance of pot 
— pot, shaft rotation 

Full rotation 


X 



( a) Squaring element 



Fia. G-7. — Triangle solver using re.sistance squaring and bridge. 


to a differential servoamplifier which turned a third pair of ganged poten- 
tiometers until their output voltage was the same as this sum. I he 
servo shaft rotation would then measure the length of the hypotenuse. 

Method Using Resistance Representation a7id Bridge for Equating . — It 
was shown in Sec. 5-11 (and in Sec. 3-5) that a resistance varying para- 
bolically with shaft rotation could be obtained by connecting the ends of 
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a linear potentiometer. This squaring device is shown in Fig. 6*7 togetlier 
with a triangle solver using three such elements. A Wheatstone bridge is 
used for equating the resistances of the two arms containing the squaring 
devices. If the bridge is unbalanced, the error signal changes the 
resistance representing in the direction necessary for balance. Either 
alternating or direct current may be used. 

A bridge is an interesting example of a device that solves a relatively 
complicated implicit function in order to get a simple result. In this 
case the bridge is solving the equation y = x, where y and x represent 
the resistances in the two upper arms of the bridge. It does this not 
by producing the function f(x,y) — y — x, the simplest implicit func- 
tion that may be written in this case; it produces the function 

E{y — x) 

2(2/ -fx)' 

where E is the supply voltage, as may be shown by reducing the bridge 
equations to this special case. 

This device requires that component tolerances be held rather closely. 
The potentiometers representing and not only must be linear but 
must have the same resistance per unit angle to the desired degree of 
accuracy if the input shafts are to have the same scale of r or /i per unit 
angle. The scale of s per unit angle may be made the same by adj ust- 
ment of one of the resistors Ri. The input and output dials must be 
zeroed when the potentiometer arms are in the centers of the respective 
potentiometers. The resistor marked must also be adjusted so 

that when r, h, and s are zero, the bridge is balanced. If all the calibra- 
tion adjustments are made well enough not to contribute appreciably 
to the error, the remaining errors will be due chiefly to the matching of 
resistance per unit angle of the r and h potentiometers and to departures 
from linearity of all three potentiometers. With 0.3 per cent potentiom- 
eter linearity, it should be possible to compute s with errors not exceed- 
ing a peak value of 1 per cent of the range of output. 

Method Using Electronic Multiplication . — The pulse-length computer 
developed at Cornell University’- is applicable to triangle solution. This 
device solves the equation ab — cd by producing an attenuation a/c 
and applying it to 6 to obtain d. In the case of triangle solution the 
equation is used in the form 

(iA-r) - (« + »■) = ' 

with the error signal e amplified and fed back as s, according to the general 
method of Fig. 6-1. A block diagram of the circuit is shown in Fig. 
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Sec. 6-41 

fi-8 The input r and the output s (derived from an ampUfied error 
!i!nai) are fTd to the blocks “ - ” and “ which produce e - r and 
a + r respectively. The quantity a - r is fed to a multapl^ng device 
‘‘J ” and the output is made equal to h by an inner feedback loop. 

The multiplying factor k is thus equal to h/is ® ^5 

Divine device, h is multiplied by this same factor, producing ^ 

Squa^t; is then compared with a + r by the differential amphfier,^ 

and the difference is ampUfied and fed back as s. 

A more detailed circuit diagram is shown in Fig. 6 9. If this h^e is 
cA ^A^+•Vl Tf'if? 6*8 it will be seen that the adder and subtracter 

circuit of Fig. 6-9 corresponds to the blocks marked + and 
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Fi 0 . 6 - 8 .—Block diagram of pulse-length triangle solver. 

Fig. 6-8; that the two attenuators correspond to the 
* that the delay multivibrator, gate amplifier, “<1 J ““T 

rff Inti-Al qmnlifier comprise the “attenuation adjuster , and that th 

fills the block “diff. amp.” Jh^rather 

complicated Lme circuit is used for 

Swlt— , even « 

Sre-nn^r5— 

£d~^ 

other to the input variable, ihis tias tnc puip 
but each control also aff^ 

It IS expected that a <=“““* ““ . VV e, xhe values of resistors 

errors of the order of 0.5 per o® P . , + cathode circuits 

are fairly critical, both in “eeder^anj ^^t^een 

tTsO X“aXount constancy of output to 0.01 per cent is necessary; 
ttis mq“ood resislors with matched temperature coefficients. 

1 This technique of computation is Seo^tt 

-“it -• - 







6*9.-Solution of + ft' = s' by pulse-length electronic multiplication. 
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6*5. Curve-fitting Methods for Triangle Solution. — Nonlinear devices 
constructed by curve fitting^ may be used for triangle solution. It has 
been shown in VoL 19 that a hyperbola may be approximated by an 
J^C-network. This function may be used for triangle solution (Fig. 
6-10); for if a waveform is generated whose voltage is proportional 
to for t ^ /i, a voltage measuring r 

will produce a coincidence pip at a delays 
t = -yyh^ + == s. An auxiliary /t-delay 

generator is needed in order to start the hy- 
perbolic waveform oX t = h. This may be 
used to provide at the same time a marker on 
the radar display, so that h may be found by 
comparison. The accuracy obtainable when 
three ganged potentiometers are used in the 
network is about 0.06-mile peak error for 
0 < /i < 5 miles and 1 < s < 20 miles. 

A device constructed by curve fitting may also be used when a shaft 
is available whose rotation measures ground range and a voltage propor- 
tional to slant range is desired. The operation may be performed with a 
nonlinear potentiometer if the shaft measures r/h or tan 6 (Fig. 6-11). 



Fig. 6-10. — Hyperbolic wave- 
form. 



The function produced by the potentiometer may be '\/ 1 -h where 
X is shaft rotation; if the applied voltage is h, the output voltage is 


h -s/l + tan^ d — h sec d — s. 


^ Sec Sec. 5-2 for the construction of nonlinear devices by curve fitting. 

2 “A delay s” actually means a delay equal to the time required for a radar pulse 
to travel a distance s and return, that is, 2s/c. , 
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The procedure in using it will then be as follows. The output voltage is 
connected to a delay circuit producing a range mark on the scope. A 
switch is provided so that the voltage h may be connected directly to 
the delay circuit; the proper altitude may be set in by adjusting // until 
the range mark coincides with the first echoes from the ground 
the aircraft. This same value of h is then used in subsequent operatioiiK, 
and the output of the potentiometer is 

h sec 6 = s. 

A potentiometer for producing this function is discussed in Vol. 20, 
Sec. 5*2, of this series. 

6’6. A Parabolic -waveform Method. — In a method described l)y 
F. C. Williams, 1 parabolic waveforms (Vol. 19, Chap. 8) are used for 
triangle solution by means of the equation 

J ht dt — kf dt — 0, 

which is equivalent to — ^2 _ q^’he circuit generates two 

sawtooth waveforms of equal and opposite slopes. The positive one is 
integrated from i = 0 to a delay equal to h. The integral of thci ncigativc^ 
sawtooth waveform, starting at time r, is added algebraically to tlie first 
integral; and when this total waveform crosses its original level, an ain|)Ii- 
tude comparison device produces a pip whose delay measures .s. 'Tlui 
accuracy of this computation is about +0.25 per cent of maxim uni 
range. 

A circuit diagram is shown in Fig. 6*12. The detailed operation of 
the circuit^ may be described with the aid of Fig. 6*13. A positive pulse 
is applied to the tube F i at the terminal A . The front edge of this pulse 
draws grid current, and the rear edge, which is taken as the zero of tiim'i, 
cuts the tube off for approximately 120 ^isec, producing a positive pulse 
at the plate of Fi (Fig. 6*135). 

Generation of Sawtooth Waveforms . — In its quiescent state, the plate 
of F 2 is at about 240 volts because of the d-c feedback from the platen 
through Rs, Rg, and £>2 to the control grid. During this period i>i is 
cut off, its plate being at —5 volts because of R 7 . When the plate of 
Vi rises, the plate of Di is raised, causing the cathode of £>2 to rise and 
stopping the d-c feedback to the grid of F 2 . The current in Uu is 
switched out of D 2 and flows into Cg, and the plate of F 2 runs down at the 

1 F. C. Williams, T. Kilbrirn, and A. W. Marsh, “A Circuit for the Solution of the 
Ground Range/Slant Range/Height Triangle in Airborne Radar,” TRIO Report No 
T1844, Apr. 22, 1945. 

2 The following description is taken from a memorandum of F. C. Williams, witlj 
slight changes. 
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Fig, 6*12. — Parabolic-sweep triangle solver. 
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rate 200/i?ioC5 = 2 volts/Atsec. The inductance Li in the plate circuit 
increases the gain and therefore reduces the distortion of the sawtooth - 
This rundown continues until the knee of the tube characteristic is 
reached, that is, until the plate is at about 30 volts above ground. The 

duration of the sawtooth wave- 



form is therefore (240 — 30) /2 
/isec = 105 Atsec. The plate re- 
mains in this condition until the 
plate of Vx falls again, at which 
time the d-c feedback restores it 
to its original level of 240 volts. 
The sawtooth is d-c restored^ to 
ground by the diode D^, (7 4 , and 
R 33. At time <5 = 0 the sawtooth 
voltage should be equal to the 
integrator grid voltage, that is, 
— li volts, so that the current into 
the integrator Te will start from, 
zero. Hence at <5 = 0, a down- 
ward step of li volts is produced 
at the plate of F 2 by applying a. 
positive step to the grid of F 2 from 
the plate of Fi via the small con- 
denser C 20 - The amplitude of the 
step produced is C 20 /C& times the 
amplitude of the waveform at 
the plate of Vx (see Fig. 6*13c). 

In its steady state the para- 
phase^ tube has its grid at ground 
level because of Rxz, and the space 
current (and therefore plate cur- 
rent) is limited by the screen volt- 
age, which is determined by Rxa, 
so that the plate potential is j usfc 
above the knee of the character- 
istic. The rundown sawtooth is 
applied to the grid through Ce ; and 
ifC 7 + C 8 = C 6 , the plate wave- 


form of Fa is in paraphase with, 
the plate waveform of F 2 - Condenser Cy is variable so that this condi— 


^ If a waveform is constrained to start from ground level, it is said to be “d-c 
restored” to ground. 

“ Two waveforms are said to be in ■paraphase if their sum is a constant. 
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tion may be satisfied. The run-up sawtooth waveform produced is d-c 
restored to ground by Co, Ds, and i?34, and therefore in the absence of C^x 
the sawtooth wave would have a positive step of l-g- volts at i = 0. But 
since C21 = 2C20, this positive step of l-g- volts becomes a negative step 
of 1|- volts, and again the sawtooth wave starts from the potential of 
the integrator grid (Fig. 6T3d). The inductance allows this negative 
motion but does not impair the d-c restoration. 

Action of the r- and h-switches . — The plate waveform of Fi is d-c 
restored to ground by C2, lie, and one of the diodes of Fi and applied to 
the suppressor grid of V 4 . Before the time i = 0, the suppressor of 
F4 is cut off, and the screen of F4 is taking all the space current (about 

8 ma). The tube is taking grid current through Rn, and the plate of 
£>5 is negative with respect to its cathode by an amount determined by 
the setting of Pi. When the plate of Fi rises the suppressor grid of F4 
rises, and 6 ma of plate current flow in F 4, producing a negative edge of 

9 volts (6 X ^223) at the plate of F4. This takes the plate of D7, which 
was previously at -1-4 volts, below the level of the integrator control 
grid, thus opening the r-s witch, that is, rendering Ds operative (see 
Vol. 19, Chap. 3, for switch operation). Current can now flow through 

and Da from the run-down sawtooth waveform, and integration 
commences. The r-switch is closed when the run-down sawtooth at the 
cathode of Dr, reaches the plate potential of Ds,* the control grid of F4 
begins to fall, and regenerative feedback through the transformer Ti 
turns off the control grid almost instantaneously.^ The positive edge 
produced at the plate raises the plate of D? and therefore the cathode of 
Ds and closes the r-switch. Thus Fi and Vi define accurately the time 
interval 0 to r and allow the integrator Fe to integrate the run-down 
sawtooth during this period only (see Fig. 6T36, e, and /). The use 
of F4 with the run-down sawtooth changes the representation of r from 
voltage (at Pi) to time delay. 

The A-gate tube Fr, operates similarly, producing the waveform shown 
in ITg. 6T3/i in its plate. Before the zero of time the cathode of Dg 
is at 4-4 volts and Dm is operative. At i = 0, the cathode of Dg falls 
to —5 volts cutting off current in Dio and closing the A-switch. At 
t = h, the cathode of Do rises to 4-4 volts, opening the 7i-switch, and 
current flows through Rzi and Dm from the run-up sawtooth voltage. 
Thus the time t = h, after which the integrator Fe is allowed to integrate 
the run-up sawtooth voltage, is accurately defined by F b- 

Action of Integrator: Production of Parabolic Waveforms . — As the 
A-switch is closed and the r-integration begins, the plate of the integrator 
tube Fs starts from about 50 volts because of the d-c feedback through 

^ This amplitvide-coniparison circuit is known as the "multiar” and is discussed in 
Vol. 19, Sec. 9-14. 
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R 38 ? R 39j R>ao^ fLud -Dll. Th© in'fcsgr^'fcor hSiS two gcj^viS/I IgOjIcSj' tiiG 7’~1 g3/1c 
Rzz and the /i-leak Rzi, and two feedback condensers, C17 and At 

the end of the integrator waveform it is essential to produce a sharp 
edge from which may be derived a slant-range pip ; this is the purpose of 
the diode D12, the resistance Rz&, and the additional condenser 022- 
The main integrator waveform produced by Cx^ appears at the cathode 
of Z>i2, but the plate of Fe must rise from 50 to 80 volts before any wave- 
form can appear there. The plate is raised to 80 volts by a secondary 
integration due to C22, which is much smaller than C^^. This integration, 
which is very swift, takes place before and after the main integration, 
and the final edge cuts off the grid of F7 via Cig and Diz, producing the 
slant-range edge s. The waveforms at the cathode of £>12 and the plate 
of Fe are shown in Fig. OTSz and j. (For very small values of r the 
entire integration is performed by C^z.') When the r-switch is opened, 
negative current flows from the run-down sawtooth through Rzz and D& 
into C22, so that the plate of Fe rises parabolically but very swiftly. 
Hence the cathode of Du is raised, and the d-c feedback removed. When 
the plate reaches 80 volts, the larger condenser Cn takes over and a 
waveform begins to appear at the cathode of D12. The cathode ofDi2 
rises parabolically until the r-switch is closed or until the /i-switch is 
opened. In either case integration stops because the resultant current 
at the control grid is zero. For ii h > r, both switches are closed during 
the time from r to Ti; if £ < r, the currents in Rzz and D34 are equal and 
opposite during the time from h to r, since the slopes of the run-down 
and run-up sawtooth wave are made equaF by the preset condenser 
At this point the current flowing through the resistance Rz& to charge 
C17 is stopped, and the plate of Fe falls slightly. After this time both 
the cathode of D12 and the plate of Fe are stationary until the /?.-switch 
opens or the r-switch closes. A small step then appears at the plate of 
Fe due to the reverse charging current in Rzz and is followed by a parabolic 
fall, since the run-up sawtooth voltage is now operating on the integrator. 
When the cathode of D12 reaches 80 volts, it is held by current through 
Di 2, and the integration is rapidly completed by C22. The inductance 
D2 in the plate of Fe keeps errors in integration small by reducing the 
required motion of the control grid. 

Production of Markers . — The times h and s are now present in the 
circuit as edges at the cathode of Fs and the plate of Fe respectively. 
It remains to produce from these edges pips to act as brightness markers 
on a CRT. The tubes F7 and Fs perform this function. The grid of 
F7 is normally held at a potential slightly lower than the potential of 
the integrator grid by D13 and Rn- When integration commences, the 

1 Actually the zero integration may be made a criterion of calibration; thus the 
setting of C7 will also take into account inequalities of Rzs and Rzi. 



Shc. 6-7] 


PHASE-SHIFT TRIANGLE SOLUTION 


149 


cathode of Dis is quickly raised by the plate of Fe via Cis, and F? takes 
grid current through J? 4 i. At the same instant the plate current of Vi, 
which is flowing through i? 43 , is cut off. As a result the point B between 
Rz and i ?4 rises to a steady level which is maintained until the time t = h. 
At this instant, a negative pip, 5 volts in amplitude and about ^sec in 
width, is produced in the cathode of Vz and applied to the grid of Ft 
via jDi 4 . The shape of this pip is maintained in spite of the strays from 
grid to ground by the comparatively heavy current through the small 
leak Rax, and a positive pip appears in the plate of Ft and at point B. 
At the end of the integrator waveform the grid of Ft is again cut off, 
via Ci8 and Dia, producing a positive step in the plate of Ft and at B. 
The sharpness of this edge is enhanced by is- The point B returns to 
its original level when the grid of Fi is turned on again; the resultant 
waveform is shown in Fig. 6T3/c. 

This waveform is d-c restored to ground by Cig, Ra^,, and the grid of 
Fs and produces the required positive h- and s-pips across a low imped- 
ance in the secondary of Tz (Fig. 6T3Z). This d-c restoration ensures 
that the s-pip occurs at the instant when the integrator tube returns to 
its initial condition. Transformer Tz is a differentiating transformer with 
a 3/1 step-down ratio. The width of these pips is approximately i /xsec, 
and their amplitude 20 volts. 

6-7. Phase -shift Triangle Solution. — The addition of two alternating 
voltages that are 90® out of phase may be con- 
sidered a vector representation of the right 
triangle in which the magnitude of the sum of 
the voltages measures the hypotenuse and the 
phase difference measures one of the acute 
angles. If the two voltages representing r and 
h are originally in the same phase, it is neces- 
sary to shift the phase of one (usually the 
h-voltage) by 90®. 

RC-networks . — The simplest method of doing this approximately is to 
use a single RC- or C/Z-network; this, however, has the disadvantage 
that the phase shift is not cpiite 90®, and the voltage amplitude is attenu- 
ated considerably if the sliift is to be nearly 90°. A better method is to 
use a bridge composed of two such networks, one introducing a phase 
lead and tlie other a lag (Fig. 6T4). The ratio of output to input for 
this combined network is 
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and the phase shift is 90° if 


CO 


2 




The expression may be rewritten 


£2 

ex 


1 




+ MRiCx + R2C2) 


The sensitivity of phase shift to changes in co is given by 


( 1 ) 



-2 

1 I 1 

RxCx ^ R2C2 


In the case RiCi — R 2 C 2 , the output amplitude is equal to the input 
amplitude, regardless of frequency. This method of phase shifting has 
the disadvantage of high output impedance; furthermore, in order to get 

the output voltage with respect to ground, 
a transformer or similar device must be 
used. 

Phase Shifting by Feedback . — A method 
of phase shifting that affords lower output 
impedance and greater freedom of design 
uses a feedback integrator and differen- 
tiator.^ The same type of circuit that is 
used in the parabolic-sweep triangle solver 
(Sec. 6*6) for integrating linear sawtooth 
waveforms may be used here for integrating 
sine waves. A general feedback circuit of 
this type is shown in Tig. 6*15. The equations of operation may be 
written for a sine-wave input. 

Let ex = input voltage, 

62 = output voltage, 
eg = grid voltage, 

i = current flowing from grid to plate through Z2, 
ih = current in Rl, 

Zx = impedance between input and grid, 

Z2 = impedance between output and grid, 
and assume ip = Qmeg for a pentode. The derivation can be extended to 
triodes by letting R^ represent th® parallel combination of the load 

^ This method is due to W. G. Proctor. For a detailed treatment of the feedback 
integrator and differentiator see Secs. 4-1 and 4-7; also Vol. 19, Chap. 18. 



Fio. 6-15. — Single-stage feedback 
integrator. 
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resistance and the plate resistance. It is also assumed that no grid 
current flows. By straightforward circuit analysis it may be shown that 
the solution for over-all gain is 



( 2 ) 


For an integrator, where 


this becomes 



if gn.Ry> 1, gmRL^ 1, and WcoC» 1. The output amplitude is thus 
inversely proportional to frecjuency. In most practical designs the 
impedances of R and C are large 
relative to that of Rl in order that 
the input impedance may be high. 

Subject to this approximation, the 
angle by which the phase lag exceeds 
90® is 


5 » — rv radian. 

(aRCg-mRx. 

If coRC = 1 (unity over-all gain) and 
the tube is a 6AK5 with g^Rx = 100, 

5 = 0.6°. If a triode (e.g., a 6C4) 
had been used, 8 would have been 
about 5°. 

If the variation of the computing 
frequency is sufflciently small, an integrator alone can be used as a phase 
shifter. A possible circuit for use at 600 cps is shown in Fig. 6-16. 

If the capacitance and resistance connected to the grid in the pre- 
vious circuit were interchanged, the circuit would be a differentiator. 
It would be necessary to insert a blocking condenser in senes with the 
resistance from grid to plate and grid-leak resistor to ground. If, as in 
Fig. 6T6, the resistance were 1 megohm, a blocking condenser of 0.1 m 
would introduce a phase shift of 0.2° at 500 cps. An application of the 
previous analysis together with Th6veniids theorem shows t at e 


+ 250V 
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presence of a grid-leak resistor, even of the same order of impedance as 
Zx and Zi, does not produce an appreciable additional phase shift; its 
effect is of the order of the l/gmZ terrhs rather than the larger 
term. 

The output of a differentiator circuit for sine-wave input is then a 
sinusoid leading the input by 90°; the amplitude response is proportional 
to frequency. The fact that the amplitude response of a differentiator 


increases with increasing frequency whereas that of an integrator decreases 
makes it possible to compensate for the effects of frequency variation by 
combining the two circuits. The method of combination depends on 
how the phase-shifted output is to be added to the r-voltage. One 




then combined by parallel adding, 
the output amplitude results, 
added before rectification 
one another. 


method of adding the r- and A-voltages 
is to use parallel addition with a re- 
sistance network (Chap. 3); this results 
in attenuation as well as addition. 
Another method, which produces the 
sum without attenuation, is shown in 
Fig. 6T7a. The two voltages to be 
added are applied to the two terminals 
of a diode; the system assumes an 
equilibrium state in which conduction 
occurs at the peaks of (ei — 6%). A 
similar arrangement is possible with a 
voltage-doubler rectifier, the difference 
(ei — ei) being applied twice per cycle 
(Fig. 6T7fe). In either case the two 
phase-shifted voltages from the differ- 
entiator and the integrator are added 
separately to the r-voltage and recti- 
fied. If the resulting d-c voltages are 
the desired frequency compensation of 
The two alternating s-voltages cannot be 
case the /i-components would cancel 


for in that 


Triangle Solver with Transformer Output — A third method of com- 
bining the r- and /i-voltages uses a transformer for addition (Fig. 6-18). 
This method provides not only the frequency compensation mentioned 
above but also better compensation for small constant phase differences 
between the h- and r-voltages that may arise from the manner in which 
they are obtained in the computer. The two outputs in the circuit of 
Fig. 6T8 serve this purpose, as will be shown below. Since the tube 
currents are equal and 180° out of phase, no cathode capacitor is necessary - 
The calculations made above for the deviation of its phase shift 
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from 90° and for the amplitude response as a function of frequency no 
longer hold because the two circuits are no longer independent. The 
compound circuit may be analyzed in a similar manner. 

It will be assumed, as in the above analysis, that the grid-circuit 
currents are negligible when compared to the tube currents, that the 
source impedance is zero, and that the phase shifter works into an infinite 
impedance. In practice, this condition can be more nearly satisfied 
if a condenser is used for parallel-resonant tuning of the transformer. 
The tubes will be assumed identical. It will be assumed further that the 



transformer is “ ideal’ ' to the extent that the two voltages across the 
halves of the primary are equal and opposite. 

Let ep — plate voltage of integrator, 

— ep = plate voltage of differentiator, 
ex = input voltage. 

It will be assumed that each tube has a voltage gain G. If the plate 
voltages are equal and ojDposite, the operation ot the integrator can then 
be expressed by the equation for the grid voltage, 


ei 


H~ Cplii 


Jii “H 




+ Gk, 


and that of the differentiator by the equation 


exRii 
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€p 

jcoC'ji “hep 
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By subtraction e* may be eliminated; the result is 
ep _ 1 H- o^^RiR^CxC^ 


where 

and 


-1 + - 2jo>R^Cx - 

Gr 


Zx — Ri + 

jo)Ci 


^2 — R 2 ~f" 


jc^C, 


If the frequency of operation is given by o^lR^R^CxC^ = 1, and if G is 
very large, the expression becomes 



(3) 


This resembles very closely Eq. (1) obtained for the RC phase shifter. 
At 



1 

RxR^CxC^ 


the phase shift is 90°. The difference between this expression and the 
previous one reflects the fact that the output of the -KO-network cannot 
exceed the input whereas the output of the feedback system can. There 
is a reversal of sign because a feedback integrator inverts the polarity 

as well as integrates. The variation of phase shift with frequency is 
given by 



In the case caoRiCx = 1 and (? = 00 , the output amplitude is equal to 
the input amplitude regardless of frequency; in this case Eq. (3) for the 
feedback phase shifter has the same form as Eq. (1) for the RC bridge 
phase shifter. The output impedance of the circuit is roughly equal to 
the output impedance without feedback divided by the gain of a stage. 

If an integrator and differentiator are used without transformer con- 
nection in the plate circuit, a considerable decrease in the variation of <i> 

with CO may be obtained. This result may be derived with the aid of 
Eq. (2). 

The phase-shifted /i-voltage is added ^ to the r-voltaece at the trans- 
former secondary as shown in Fig. 6-18. The two solutions for a are 

^ This method is due to J. Lentz. 



Sec. 6-7] 


PHASE-SHIFT TRIANGLE SOLUTION 


155 


related as the vector diagram of Fig. 6-18 shows. If the two secondary 
voltages hi and /12 are equal in amplitude and 180° out of phase, the sum 
of Si and S 2 after they have been converted to direct current represents 
very nearly the correct solution of the triangle even if the h’s are not 
exactly 90° out of phase with s. This is because the first-order differ- 
ences of Si and S 2 from the true value of s are equal and opposite; the 
higher-order terms may be found by application of the law of cosines. 
Thus if the h-input is not in phase with s, or if there is phase shift from 
primary to secondary of the trans- 
former, the effect will be largely 
compensated. The compensation 
is better when transformer output 
is used than when the outputs of 
the differentiator and integrator 
are added separately to r; in the 
case of separate addition, fre- 
quency variation may cause hi 
and h‘i to differ in amplitude, thus 
making first-order errors from 
phase shift possible. The trans- 
former circuit, on the other hand, 
provides both frequency compen- 
sation and the balanced output 
necessary for phase compensation, 
provided a well-designed trans- 
former is used. 

Figure 6T9 shows a phase-shifting circuit using a differentiator and 
integrator and designed to operate at a frequency of 500 cps. The 
additional network used in connection with the differentiator serves a 
double purpose: It provides a d-c return for the grid and at the same time 
permits compensation for the phase-shift error due to the blocking con- 
denser in the feedback circuit. As regards feedback of the plate voltage 
to the grid, the capacitances 0.1 and 0.0015 fxf and the resistances 4.7 k, 
1 M, and 0.428 M constitute effectively a Wien bridge. The grid is 
nearly at ground a-c potential, so that the 1- and 0.428-M resistors are 
effectively in parallel. If the bridge is balanced, the voltage at the upper 
end of the 0.428-M resistor is in phase with the plate voltage ; this is the 
desired condition of operation. 

Sources of Error . — In a circuit of the type shown, errors may arise 
from the following sources: 

1. A change in the amplitude of the source appears as a proportional 
change in the amplitude of each variable. To eliminate this error, 


Si r S 2 



phase-shifting circuit. ^Courtesy of 
Telephone Laboratories^ New York.) 


Bell 
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it is necessary to compensate for these changes; one method of 
doing this is to use the source as a standard when changing the 
representation of s. 

2. Frequency change in the voltage source changes both the amplitude 
and the phase of the voltage h, as shown above. 

3. Harmonic content in the voltage source is probably the most serious 
cause of error in practical applications of a phase-shift triangle 
solver. It is not difficult, however, to obtain a source having 
about 0.1 per cent total harmonic content. The error due to 
harmonic content does not lend itself to simple analysis, but 
experience has shown that triangle solutions have percentage 
errors that are of the same order of magnitude as the percentage 
of total harmonic content. 

4. Potentiometer nonlinearity obviously causes changes in amplitude 
of the variables; the resulting error is of the same order of magni- 
tude as the nonlinearity of the potentiometers used. 

In the derivations above it is assumed that the impedance of 

the input voltage source was negligible 
compared with that of the input resis- 
tor (or capacitor). The potentiom- 
eter impedance affects the output as 
though it were in series with the input 
impedance; it is therefore necessary 
that this impedance be small. One 
way of reducing the peak error to 
about two-thirds its magnitude is to 
connect an impedance, equal to the 
input impedance of the triangle solver, 
between the potentiometer output and the top of the potentiome- 
ter, as shown in Fig. 6-20 (see also Sec. 5-4). 

5. The phase-shift error introduced by imperfect phase-shift operation 
is roughly proportional to the square of the phase error in radians 
if the compensation described above is done accurately. 

6. Change of tube gain may affect the terms invoving gm, in the 
expressions for phase-shift and amplitude error. The effect of 
gain changes is small, however, as long as the gain remains large. 

7. Harmonics introduced by the phase shifter are usually negligible if 
the tubes are operated as Class A amplifiers. 

8. D-c drift in the rectifiers is a ‘‘constant’" error, that is, it is inde- 
pendent of the voltages being detected. A change in d-c level up> 
to 0.1 volt may be expected in common tubes with aging and with 
10 per cent filament voltage changes. This error may be reduced 

^ Chap. 16. 



Fig. 6-20. — Method of re- 
ducing loading effect on h- 
potentiometer. 
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by regular calibration, by the use of a stabilized filament source, 
or by the selection of a voltage scale such that 0.1 volt represents 
only a small range. The scale factor is usually determined by 
letting the maximum voltage available correspond to the desired 
range of operation. 

9. Unbalance in the transformer secondary or in the adding circuit 
may produce first-order errors due to phase shift. If the two 
voltages ri and r 2 are added in such a way that ri contributes 
more to the sum than does r^, there results a first-order error 
proportional to the departure from 90° phase shift and to the 
fractional unbalance. Such a fractional unbalance may result 
from an asymmetrical center tap of the transformer secondary 
or from inequality of resistors in the network used to add the d-c 
voltages. Another sort of error results if the voltages across the 
two halves of the transformer secondary are not quite in phase 
with each other; to reduce this it is necessary to wind the trans- 
former symmetrically or to use resistive mixing instead of a trans- 
former to add r and h. 

To summarize, the integrator-differentiator triangle solver has the 
advantage as compared with an bridge network of low output imped- 
ance, the ratio of input to output impedance being of the order of the 
gain of a stage. It has the advantage over pulse methods and servo 
methods of requiring very few parts, including only two pentodes or 
triodes. A fuller comparison of the methods is difficult unless the 
desired representations of input and output are stated; for radar appli- 
cations a rectifier and a time-modulation circuit must be used to con- 
vert the output of a phase-shift triangle solver to a delay in order to 
produce a range marker. 

TWO-DIMENSIONAL VECTORS AND TRANSFORMATIONS 

When navigation is to be done over relatively short distances, of the 
order of magnitude of 200 miles, the earth’s surface may be considered 
nearly plane; consequently to a first approximation displacements may 
be expressed as two-dimensional vectors. Two-dimensional vectors in a 
plane may be represented by physical quantities resembling vectors, by 
rectangular components, or by pairs of nonrectangular coordinates that 
bear some relation to the form in which the navigational data are obtained. 
Examples of tlie last sort are polar coordinates, a common form of radar 
information, and bipolar or two-range coordinates, which make use of 
distances from two radars of known location. Information obtained in 
either of these forms may often be used more conveniently if transformed 
into rectangular coordinates; circuits for performing these transformations 
and others will be discussed. 
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6*8. The Mathematical Expression of Transformations. — A. cor- 
respondence may be established between the points of one plane and 
the points of another by means of two equations, 

X =f(u,v), 

y = 

where the coordinates in one plane are u^v and in the other are 
These equations define a transformation of a region of the u,v plane into 
a corresponding region of the x,y plane. Pairs of relations of this sort 
enter also into the redescription of a point in a plane in terms of a new 
set of coordinates, when it has already been described in one set. 



A special transformation that is of interest is the linear transforma- 
tion, which in two dimensions is expressed by means of two simultaneous 
linear equations, 

X = au -f- hv, 
y = cu dv. 

This corresponds in general to the transformation from one set of obliciiie 
coordinates to another. An example of a transformation involving; 
obhque coordinates is given below in connection with the Loran plotting 
board. 

A further specialization may be made to the sort of linear transforma- 
tion that corresponds to the rotation of rectangular coordinates with, out 
change of scale factor. A transformation of this sort may be expressed 
by the equations 
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X = u cos 6 V sin d, 

y = —u sin 6 v cos 6, ^ ^ 

where B is the angle through which the axes are rotated. The correspond- 
ing geometry is shown in Fig. 6-21, relating the coordinates x,y of the 
point P to the u,v coordinates of the point. 

Most of the devices to be described operate in only two dimensions. 
A general thi'ee-dimensional rotation can be accomplished by the use of 
three two-dimensional rotations of this sort. 

6*9. Rotation of Rectangular Coordinates. — To perform the coordi- 
nate rotation described by Eqs. (4), devices producing sines and cosines^ 
must be used. These may each produce either a single sine function 
(nonlinear potentiometers) or both sine and cosine together (resolvers, 
square-card sine potentiometers, phase-shifting condensers). A block 





V 2/=— u sin 0+?; cos 0 

Fig. 6-22. — Rotation of rectangular coordinatos. 

diagram showing how single sine elements may be connected to rotate 
coordinates is given in Fig. 6-22. The products u cos 6 and v sin 6 are 
formed and added to give a:; similarly, —u sin B is added to v cos d to 
give y. The accuracy of such a transformation is limited by the accuracy 
of the components used. 

If a resolver is used to rotate rectangular coordinates, either it may 
be considered to be solving the equations of transformation by producing 
sines and cosines and adding them, or it may be considered a physical 
model of the transformation in whiqh the inputs are the projections of the 
magnetic field on the stator axes and the outputs its projections on the 
rotor axes. A schematic diagram of the rotation of coordinates by a 
resolver is shown in Fig. 6-23. If square-card sine potentiometers are 
to be used, two are necessary, for each produces one sine and one cosine 
function. 

When a-c amplitude and phase represent a vector, coordinate rotation 
corresponds simply to changing the phase angle. A phase shift varying 

^ For a detailed treatment of sine-cosine devices, sec Secs. 5-6 and 5-9. 

* See also Miller and Weisz, “Coordinate Transformation Circuits Using Resolv- 
ers,” NDRC Report No. 14-228, June 1, 1944. 
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Fig. 6-23.- 


d 

-Rotation of coordinates by a 
resolver. 


linearly with shaft rotation may be obtained by the use of a phase- 
p bif t.ing condenser or a resolver. If the input signal is put on one inputi 
terminal and the same signal phase-shifted through 90° on the other 

input terminal, the rotor will pick up 
a signal having amplitude propor- 
tional to the input and phase shift 
varying linearly with the angular posi- 
tion of the rotor. Three-phase devices 
may also be used. The accuracy ob- 
tainable in this operation with phase- 
shifting condensers is about 1°; with 
resolvers 0.1° (see Vol. 20, Chaps. 12 
and 13). 

6*10. Polar to Rectangular Trans- 
formations. — Transformation from po- 
lar to rectangular coordinates is 
simply the production of a sine and 
a cosine. It may therefore be done as a special case of coordinate rota- 
tion, by any of the methods mentioned'in Sec. 6-9. If the radial-coordi- 
nate input is considered a vector that lies along one of the rectangular 
axes and is to be rotated through an angle d 
(the other polar coordinate), the operation 
performed is the production of a sine and a 
cosine. A block diagram of this special case 
and a diagram showing the use of a resolver 
to convert polar to rectangular coordinates 
are shown in Fig. 6*24a and h respectively. 

The input to the resolver in this case is to the 
rotor and the outputs from the stators, but 
the reverse arrangement might equally well 
be used. In practice it is more common to 
let the rotor be the input because there are a 
number of ‘‘l-to-2-phase^’ devices that have 
only one rotor winding but two stator 
windings- 

6*11. Rectangular to Polar Transforma- 
tions.- — The conversion of rectangular to polar 
coordinates involves somewhat more com- 
plication. The equations of transformation, written in explicit form, are 


i 


H sin 9 


L_. 


COS 9 


■r sin & 


■r cos 0 


(a) 


r sin e 



Fig. 6-24. — Polar-to-rectangular 

traiisforinatioiiKS. 


r — •+• y^, 

6 = tan~^— • 

X 
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The operations of squaring, extraction of the square root, division, and 
production of the inverse tangent are not simple. Implicit solutions are 
more convenient in this case. The equations of transformation may t>e 
expressed in implicit form as 

X = r cos 6, 
y ■=■ r sin Q, 

or again as 


~~x sin 0 y cos 0=0, 

X cos 0 + 2/ sin 6 — r. 

In the latter pair of equations, the first equation is an implicit one for 9 
in terms of x and y; the second is an explicit expression for r in terms of 


9 


x,y, and 0, which can be computed 
in a straightforward way once the 
first has been solved. A block dia- 
gram showing how this trans- 
formation can be performed with 
single-sine elements is shown in Fig. 
G-25a. The function (—x sin 6 y 
cos 0) is computed by two of the 
sine or cosine blocks, and this func- 
tion is fed to a servoamplifier that 
drives the 0-shaft until the func- 
tion reaches zero. When this loop 
reaches e(juilibrium, the proper 
shaft rotation 0 will be fed into the 
other sine-cosine blocks, producing 
r explicitly. 

The implicit solution of the 
0-equation is similar to the type 
discaissed in Sec. 6-2 and shown in 
Fig. 6-]; in both cases a combina- 
tion of ox)erations generates a func- 
tion that is desired to be zero, and 
this function is fed back in such a 
way as to reduce its value. There 
is an essential difference between 
the two mcithods, however. In the 
circuit of Fig. GT the function was 
fed back as one of the input vari- 
ables, whereas in this case, roughly 



(a) 



Fi<.i. 6*25, — Reotaiigular-to-polar transfor- 
mations. 


speaking, it is fed back as a rate of change of one of the input 
variables 0. Thus the system of Fig. 6-1 has an inherent error resulting 
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from the fact that at equilibrium the function f(x,y) has a small residual 
value measured hyy/A; on the other hand, systems of the type used here, 
in which the feedback determines the rate of change of a variable, will 
have no such inherent position error at equilibrium, for the error signal 
is fix, y) ^ idy/dt)/A, and this is zero because at equilibrium dy/dt = O. 

Resolvers . — Figure 6-25& shows how this transformation may be per- 
formed with a resolver. 1 It will be seen that the operation is the same 
if it is considered that one rotor winding picks up a voltage 

— X sin d A y cos d 

and the other x cos 0 d- y sin 6. The servoamplifier has the same func- 
tion as before, and r may again be considered to be found explicitly. 
Perhaps a simpler physical explanation of what happens is that the 
servoamplifier causes one rotor to be oriented perpendicular to the mag- 
netic field that is the resultant of the two fields produced by the stators ; 
the other rotor winding, parallel to the field, picks up the resxiltant 
voltage. With the Arma resolver (No. 213044) or Bendix resolver 
(XD-7 59542) such a transformation can be done with a peak error of 
about ±0.1® in an angle and ±0.06 per cent of maximum output in 
output a-c amplitude. 

Sine Potentiometers . — The transformation from rectangular to polar 
coordinates can also be made with a pair of ganged square-card sine 
potentiometers. A method of this sort may be used with d-c voltage 
representation. A diagram of this method is shown in Fig. 6-26. Each 
sine potentiometer performs the operations corresponding to two of the 
sine or cosine blocks in Fig. 6-25. The principal problem in the design 
of such a system results from the fact that d-c voltages representing tlie 
various quantities involved do not have ground potential as a reference 
level unless a push-pull supply is available for the sine potentiometer 
(see Chap. 5). Also, in order to use the sine potentiometers with gi'eatesfc 
accuracy, the outputs should be taken push-pull rather than single- 
ended. One possible approach is to produce balanced positive and nega- 
tive voltages at the inputs, thereby centering the outputs at ground - 
This, however, necessitates two voltage-inverting circuits, each of which 
may require six triode sections (Chap. 3), whereas the method shown, 
requires only one inverting circuit. 

The circuit shown provides for cancellation of the voltages Ax and 
By which are added to the sine and cosine components because the voltage 
supplies for the sine potentiometers are not symmetrical. The servo- 
amplifier that orients the shafts of the potentiometers must solve the 
equation 

X sin d — y cos 6 = 0. 

^ A sample design of a resolver servomechanism of this type is given in Sec. 11-4. 
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It does this by virtue of the fact that the “constant” terms Ax and By 
are fed equally to the two inputs of the differential amplifier. The 
equation actually solved is 

— ^ sin d + Ax 4- ^ cos d 4- By = ^ sin d 4- Ax — ^ cos B 4- By) 
but this is equivalent to 

X sin 6 — y cos 0 = 0. 

The terms Ax and By are removed from the output voltage by a similar 
cancellation. The same subtraction that makes possible the push-pull 



(Const.) (cc cos 0 + 2 / sin 0)= (Const.) (r) 

PiQ, 6 - 26 . — Roctangular-to-polar transformation using direct voltage. 


operation of the output is also used to remove the “constant” voltages. 
Addition before inversion makes it necessary to use only one d-c voltage- 
inverting circuit. 

There is a loading error that results from connecting the adding 
resistors R directly to the sine potentiometers. If a sine potentiometer 
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has 20-k resistance and the mixing resistors are of the order of 1 megohixi, 
the error from this source will be of the order of 0.3 per cent of maxim.uiTi 
output (see Sec. 5*7). An inconvenience of this circuit (and of all precise 
adding circuits using resistance networks) is that the resistors reqxiirc 
calibration if maximum accuracy is to be obtained. This requires five 
calibration potentiometers in series with resistors. Since the sine 
potentiometers may have ±0.25 per cent peak errors, the over-all pea-k 
error of the computation may be as great as 1 per cent. 

The Loaded-potentiometer Resolver . — There is another method of 
transforming rectangular to polar coordinates that requires no special 
parts like resolvers or sine potentiometers but operates over only a 
limited range of angle (±50°, for example) depending on the degree of 
approximation desired. This is the ‘Toaded-potentiometer resolver. 



(a) »• . (6) 

Fig. 6-27. — ^Loaded-potentiometei* triangle solver. 

This device makes use of the fact that a tangent function can be approxi- 
mated by the use of a loaded potentiometer (Sec. 5-4). The equationn 
of transformation used in this case are 

X tan 9 = y, 

r == X + y tan |- 

This again is a case of an implicit solution for 9 followed by an explicit solu- 
tion for r. These equations are equivalent to the equations x = r cos 
y = r sin 0; the equivalence is shown geometrically in Fig. 6 •27a. 13 .y 

laying off a distance x along the hypotenuse, the isosceles triangle A. H1J 
is formed; if EC is constructed parallel to AB, the triangle CDB is sim.iln,r 
to ABB and therefore isosceles; and CE = CD. The angle EEC = 
therefore CD == CE = y tan 6/2 and r = x + y tan 6/2. 

Since two equations of transformation involving no trigonomobric 
functions other than tangents are given and^a means of approxima-bing; 
the tangent function is available (Sec. 5*4), a block diagram of a device 

^ G. D. Schott, Loaded, Potentiometer Triangle Solver/^ E.L Group Report o. 
63, May 31, 1944. The method is due to J. W. Gray. 
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for making the transformation may be drawn. This is shown in Fig. 
6-276. The function x tan B is produced, and the difference x tan 6 — y 
actuates a servoamplifier that turns a motor orienting the 0-shaft; the 
value of B computed there is then used to produce y tan 0/2; this is added 
to X to give r. The error observed over a range of ± 50° is approximately 
0.5 per cent in r and ±0.2° in 0, due chiefly to potentiometer nonlinearity 
and inaccuracy of calibration. 

The transformation from rectangular to polar coordinates may also 
be done if a phase-shift triangle solver (Sec. 6-7) is used to produce both 
phase and amplitude outputs. The phase shift may be converted to 
rotation as shown in Chap. 3. 

6*12. Special Coordinate Transformations. Oblique Coordinates: 
The Loran Plotting Board . — In the Loran navigational system (Vol. 4), 
an aircraft may find its position by measuring the differences in time 



Iso-S lines 


(a) Intersecting hyperbolas 

Fiu. G-28. — Loran goouietry. 



(6) Expanded region 


delays of synchronized pulses from two pairs of transmitter stations. 
The time difference (i.e., the difference in range) corresponding to each 
pair of stations locates the aircraft on one of a family of hyperbolas, of 
which the two stations are the foci. The measurement of two such time 
differences, one from each pair of stations, locates the aircraft at a point 
that is the intersection of two such hyperbolas. In practice, the trans- 
mitters may be separated by several hundred miles. In some cases it 
is desirable for the navigator to know his position in some region whose 
dimensions are small compared with the separation of the transmitters. 
In this case the approximation may be made that the coordinates may be 
transformed linearly in that region (Fig. 6-28). 

It has been desired to plot automatically the coordinates of the plane 
on a board, as determined by the Loran information. Subject to the 
assumption of straight-line oblique coordinates, there are at least two 
ways in which such a plotting board may be built so that it can be adjusted 
to provide for the many different angles of intersection which may be 
encountered. One such method is to let the plotting point be moved 
by two mechanical motions whose angles relative to one another are 
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adjustable.^ A diagram of such a device is shown in Fig. 6-29. In 'bh.e 
device shown, one of the coordinates of the board must be parallel to 
each of the families of hyperbolas in the region considered. 

If it is desired that the two mechanical motions of the plotting point 
be N-S and E-W (rectangular coordinates), this can be done by means of 

a transformation^ between the Ijoran delay 
information and the information at tlie 
board. The Loran time delays may l>o 
converted to proportional d-c voltages by 
the use of delay circuits set manually to 
produce the same delay as the Lormi. 
These d-c voltages then measure incre- 
mental distances in an approximate syst-em 
of linear oblique coordinates. The proce- 
dure is to transform the d-c voltages bo 
express position in N-S and E-W coordinates 
measured from a predetermined origin in 
the region considered. 

The relation of the rectangular and the oblique coordinates is shown 
in Fig. 6*30- The family of hyperbolas running most nearly east- west 
will be called A-hyperbolas or iso-A lines, and the others iso-J5 lines. 
The voltage corresponding to the A-delay is represented by Ba, and J57 /f 
is the voltage corresponding to the jB-delay. If Ba varies alone, blie 
plotting point must move on an iso-jB line, at an angle /3 from noi'tb. 
Let a represent the distance of movement 
along an iso-B line required for each volt of 
Ea- Then if Ea increases by AEa volts and 
B is constant, the northward movement of 
the plotting point is Az/ = cc cos jS AEa and 
the eastward movement is Aa: = a sin /3 AEa- 
If Eb varies alone, the stylus moves in an 
iso- A line, at an angle a from east. Let h 
represent distance per volt of Eb along an 
iso- A line. Then Ax — b cos a AEb, and 
Ay = b sin o' AEb- If both Ea and Eb change, the increments of x and y 
give the equations of transformation 

Ay = a cos /S AEa A b sin a AEb, 

Ax = a sin /3 AEa -h & cos a AEb- 

1 This method was used in a plotting board designed in Division 11 of the Radiation 
Laboratory. 

® This method is due to J. W. Gray. 





Fig. 6-30. — Relation of recta-iiAti- 
lar to oblique coordinates. 



Motion of arm along edge of board 


Fig. 6-29. — Plotting board 
with two mechanical motions 
at adjustable angle. 
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The signs of the various terms depend also on the sign convention adopted 
for the positive directions of A and B. 

A schematic diagram of a computer for doing this is shown in Fig. 
6’31, and photographs of a plotting board constructed for this purpose 
in Fig. 6*32. The instrumentation is as follows. Voltages measuring 
A A and AB are obtained by comparing the outputs of time-modulation 
circuits with the Loran delays. A voltage varying linearly with AA 
and AB is obtained by a resistive mixing network; the coefficients of 
AA and AB are adjusted by using potentiometers as shown in the dia- 
gram. Since for a given mission the values of a, h, a, and S are constant, 
they may be set in advance. The final step of converting voltage to 



displacement of the plotting point is done by means of linear-card 
potentiometers and servos operating lead screws. The E-W lead screw 
and potentiometer are actually moved across the board by two N-S 
lead screws, as shown in Fig. 6-32. The plotting point moves in each 
coordinate until the voltage picked up by the potentiometer arm is 
equal to the transformed voltage in that coordinate. The adjustment 
of the potentiometers may be checked by observing whether or not the 
plotting point moves properly when each time delay is varied. Switches 
must also be provided to allow for different orientations of the hyperbolas. 

Bipolar Coordinates: A Transformation Using Squaring Devices , — The 
Loran plotting board, which has just been described, is an instance of 
the use of radar range data for locating a point in two dimensions. 
Another problem of similar nature arises when the ranges of an aircraft 
from two fixed stations on the ground are known and it is desired to 
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( 6 ) 

Fig. 6*32. — 'Loran plotting board, (a) Top view; (Jb) bottom view. 
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express the position of the aircraft in rectangular coordinates. This 
constitutes a sort of bipolar coordinate system, but not an orthogonal 
S3'‘stem. A pair of rectangular axes convenient for computation has its 
origin at one of the fixed stations and its y-axis passing through both 
stations. In this case the equations of transformation are no longer 
linear. They are 

I , — 71^ 

= 2 + — 2r- 
— 2 /^, 

where x, y = the rectangular coordinates as described above, 

I = distance between the two fixed points, 
rn = range from fixed point at origin, 
n — range from other fixed point. 

'The geometry is shown in Fig. 6-33a. A computer for solving this prob- 
lem was designed by H. S. Sack^ and uses methods similar to those used 



x 

(a) (h) 

b'Kt. IMpolar to rcM'-taasulai" transformation, (a) Geometry; (b) block diagram of 

computer* 

in the elecstronic triangle solver of Sec. 6‘3. A block diagram of this 
devi(‘e; is sliown in Fig. (>*386. In the computation of y the operation of 
s<iuaring is carried out by a device that solves the equation (Chap. 3) 

m n _ u 

2l m — n 


or 

= 2lu. 

(Here u is an intermediate variable in the computation of ?/.) The 
qua,ntity 1/2 is then added to u. This is done by the four blocks in the 
upper part of the diagram. Similarly the lower three blocks compute x 

I II S Sack “Report on Computers Involving Squares and Square Roots,” 
(!(>rncli University, Oct. 19, 1943. This work was done under an OSRD contract. 
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as a function of m and y, by solving the equation 

m + y _ ^ 

X m — y 

A schematic circuit diagram for this computer (from the report 
referred to above) is shown in Fig. 6-34. Differential amplifiers with 



constant-current tubes in the cathode circuits are used for addition and 
subtraction. Each of these requires two envelopes; a pentode and a 
double triode. Each “attenuator'’ block is a differential amplifier which 
is made inoperative for part of the repetition interval by a variable- 
length rectangular pulse from the attenuation adjuster. The feedback 




CHAPTER 7 

EXAMPLES OF COMPUTER DESIGN 


By D. MacRae, Je., L A. Gkeen-wood, Jr., and W. Roth^ 

7*1. Introduction. — Preceding chapters have covered methods of 
design, techniques, and devices for use in the creation of computers. It 
is the object of this chapter to present two typical computers to illustrate 
the application of this information. The computers that will be dis- 
cussed are (1) part of an airborne navigation computer and (2) a radar 
trainer computer solving the problem of synthesizing the position of an 
aircraft in polar coordinates relative to a moving ship. 

The first computation to be discussed is one that solves part of the 
problem of aircraft navigation using radar. The computer of which it 
is a part is a ground-position indicator^ which integrates the airspeed of 
an aircraft and the wind to provide a continuous indication of position; 
it makes use of radar to obtain an accurate indication of the position of 
the aircraft with respect to identifiable objects on the radar screen and 
to find wind. The computation to be described has to do with the pro- 
duction of markers on a radar screen, corresponding to two shaft rota- 
tions that represent the rectangular coordinates of a point with respect 
to the aircraft; this constitutes only a portion of the entire navigational 
computer. The treatment will be detailed in order to show some of the 
practical considerations that enter into a design. The discussion of this 
computer will follow the general design procedure given in Sec. 2-1; at 
each step in the design the material of Sec. 2T is summarized, followed 
by a discussion of the corresponding steps in the development of the 
navigational computer. 

At the time of termination of Radiation Laboratory technical develop- 
ment work, the design of this computer was not finished, though most of 
the circuits in it were completed or nearly completed. It is expected that 
the development of this computer will be carried on by organizations 
other than the Radiation Laboratory. 

^Sections 7*1 to 7*7, inclusive, are by D. MacRae, Jr., and I. A. Greenwood, Jr.; 
Secs. 7-8 to 7T], inclusive, are by W. Roth and I. A. Greenwood, Jr. 

2 B. Chance, “The Interconnection of Dead Reckoning and Radar Data for Pre- 
cision Navigation and Prediction,” Jour. Franklin Inst., 242, pp. 355-372; W. J. 
Tull, N. W. MacLean, “GPI — An Automatic Navigational Computer,” Jour. Frank- 
lin Inst., 242, pp. 373-398, November 1946. 
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The spherical-coordinate integrator, the second computer described, 
was used extensively in radar training equipment. In the discussion of 
this equipment, the emphasis is on the description of the device rather 
than on the process of its design. In several instances different circuits 
are used in the two computers to perform the same operations. This is 
due mainly to different accuracy and weight requirements but also 
partly to the fact that different personnel were involved in the two 
designs. 


NAVIGATIONAL COMPUTER 

7*2. Preliminary Information. Procedure of Sec. 2*1. — It was stated 
in Sec. 2-1 that the first step in the design of a computer is the determina- 
tion of what is to be computed and the interpretation of functional needs 
in terms of technical specifications and basic equations or empirical 
relations. At this point the designer also makes tentative over-all 
block diagrams, using his knowledge of computing elements. Judgment 
and ingenuity are particularly required in this step. The characteristics 
of the basic data, the factors that limit the designer’s choices, ^nd the 
operating conditions must be determined. Desired controls, displays, 
and outputs must be specified, and acceptable alternatives listed. At 
this stage in the design it is appropriate to start discussing with com- 
ponent specialists the possibilities of getting some of the scarce com- 
ponents that might be useful in the design. 

The GPI Navigational Computer . — A ground-position indicator (GPI), 
designed at the Radiation I.aboratory, makes use of radar information 
both for locating the aircraft and for determining wind. Both these 
operations use a group of circuits that transform the mechanical informa- 
tion in the computer into markers whose intersection constitutes an 
index of position on the radar display. These are the circuits which are 
discussed here in detail. 

The air speed is resolved into north-south and east-west components, 
and these are added to the respective components of wind, giving the 
two resultant components of the velocity of the aircraft relative to the 
earth. These are integrated by means of electromechanical integrators 
of the type described in Sec. 4*9. The outputs of the two integrators are 
shaft rotations representing the position of the aircraft and turning at a 
rate determined by the values of air speed and wind which are integrated. 
The relation of these coordinates (aircraft position) to the other coordi- 
nates involved is shown in Fig- 7-1. These shaft rotations can be sub- 
tracted from another pair of adjustable shaft rotations that represent 
the coordinates of a reference point identifiable on the radar display, 
and the differences represent the cooi'dinates of the reference point rela- 
tive to the aircraft. These differences of coordinates may be used in 
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locating the aircraft with respect to identifiable echoes on the radar 
screen and in finding wind- Let the index be set to coincide with an 
identifiable echo on the screen by first setting in the known coordinates 
of the point and then bringing the index to coincidence by rotating the 
shaft measuring aircraft position. When this is done, a fix is said to 
have been taken. The readings of the aircraft position shafts will repre- 
sent the actual location of the aircraft. 

The same index can also be used for finding wind. Since the coordi- 
nate differences from which the index is formed are changing with a 

velocity corresponding to the vector 
sum of air speed and wind, the index 
will remain on an echo once it has been 
set to coincidence with it provided all 
velocities have been correctly entered. 
The index and echo move across the 
screen together as the aircraft flies past 
the identified point. If there is an 
error in the wind entered into the 
integrator, the index will drift off the 
echo. This information may be used 
in a manual tracking mechanism (Vol. 
20) to correct the wind value until 
the index remains on the echo. It is 
the tracking operation, rather than the 
taking of fixes as such, that determines 
the accuracy required in the circuits 
producing the index. 

Alternatives for Producing an Index . — It is first necessary to consider 
the alternative methods for producing an index on a PPI radar display. 
One method, used in a GPI produced by the British, is to have a fixed 
marker at the center of the cathode-ray tube and to move the radar 
picture in accordance with the input information until a desired echo 
falls under the fixed index. This has the advantage that rectangular 
coordinate input information can be used directly; it has the disadvantage 
that the PPI must be made to give a satisfactorily uniform map of the 
ground beneath the aircraft. Normally the map wall not be uniform, 
for range from the center of the PPI is ordinarily slant range rather than 
ground range. This may be corrected by the use of ‘'ground-range 
sweeps’’ which compensate for the nonlinearity of the time delay vs. 
ground-range function by introducing a nonlinear function of radial 
displacement vs. delay depending on altitude. Even with this sort of 
correction, however, the method is still relatively inaccurate. 

Another method that depends on the cathode-ray-tube display of a 



Origin of 
coordinates 

Fig. 7-1. — Coordinates represented in 
navigational computer. 
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true map is the use of a mechanical index. Such an index might be 
moved in rectangular or polar coordinates. This, in addition to involving 
the errors of the cathode-ray tube, may involve parallax. 

The method chosen in this case is to intensify the beam of the cathode- 
ray tube in accordance with the GPI information in the same way that 
the radar information intensifies the beam. Thus the characteristics 
of the CRT enter in the same way for both radar and GPI information, 



Fig. 7-2. — Radar plan-position indicator with range and azimuth markers. 


and errors from this source tend to cancel. The procedure will then be 
to define a time interval measured from the transmitted pulse, which 
represents GPI slant range; at the end of this interval an intensifying 
range mark will be produced. To indicate the azimuth of the point 
given by the GPI coordinates, a radial trace on the PIT will be produced 
by intensifying the beam for the duration of one or more radial sweeps at 
the proper antenna angle, that is, when the antenna azimuth relative to 
north is equal to the angular coordinate corresponding to the GPI 
information. The index will thus be the intersection of a circle and a 
radial line. 

Circuits Producing the Indea;.— The computation then consists prin- 
cipally of converting the rectangular coordinates given by the N-S and 
E-W shaft rotations to the polar coordinates of the radar display. There 



176 


EXAMPLES OF COMPUTER DESIGN 


[Sec. 7-2 


are several changes of representation associated with this; they are 
necessitated mainly by the facts that the inputs are shaft rotations, the 
outputs are to be markers, and the most convenient rectangular-to- 
polar coordinate transformation uses a-c voltages. 

It is necessary to take into account the altitude of the aircraft in 
producing the range marker. The method used for production of a range 
marker is intensification of the beam in the cathode-ray tube at a time 
instant delayed from the transmitted pulse by an interval correspond- 
ing to the range of the echo in question. The ‘'delay'' of the radar echo 
is proportional to the “slant range,” whereas the GPI shaft rotations 
measure the components of “ground range. Thus in order to control 
the slant-range time-modulation circuit it is necessary to correct the 
ground-range voltage by an amount depending on the altitude. 

Equations . — There are only three operations other than the identity 
operation to be performed in this computation. The first is the rec- 
tangular-to-polar coordinate transformation, which may be expressed 
thus: 


J -2 — ^2 _[- 


\ 


d = tan~^ 



( 1 ) 


An equivalent set of equations which more closely represents the opera- 
tion performed is 

X cos 6 — y sin d = 0, 

X sin B y cos 6 — r. 



The second operation to be performed is the computation of the hypote- 
nuse of a right triangle, given the legs. 


= 5^, (3) 

where r = ground range, 
h ~ altitude, 
s = slant range. 

The third operation is the subtraction of shaft rotations necessary 
to produce the azimuth mark. This mark is to occur when 

Br = Ba Be, (4) 

where Br ~ the angle of the resolver shaft (output of rectangular-to- 
polar transformation), 

Ba = the angle of the antenna with respect to the aircraft. 

Be — the compass angle (the angle of the aircraft with respect to 
north) . 

^ See Sec. 6-2 and Vol. 20, Chap. 4. 
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Design Limitations . — In connection with this computer three basic 
decisions were made : 

1. An attempt is to be made to meet strictly the performance speci- 
fications and, where applicable, the component specifications of 
the Army Air Forces and the Navy Bureau of Aeronautics. These 
specifications relate mainly to the life of the equipment and its 
performance when exposed to extremes of temperature, humidity, 
vibration, etc., and are briefly discussed in Chap. 19. 

2. An attempt is to be made to employ radical new techniques of 
electronic construction and the most advanced design techniques 
available if necessary in order to reduce drastically the weight of 
this computer. 

3. Strong emphasis is to be placed on reliability and the various 
factor’s that contribute to it, such as ease of maintenance. 

Tire emphasis on light weight points to the necessity of replacing 
some components with much lighter substitutes. In some cases com- 
ponents must be redesigned. Several basic electronic devices of this 
sort whicjh are extremely important in the further development of this 
(Hunputcr are lightweight accurate resolvers; small lightweight servo 
motors, controllable with small tubes; subminiature tubes; lightweight 
small condensers; and small precision computer transformers. Labora- 
tory dcivelopment and discussions with manufacturers are initiated or 
continued at this stage in the computer design, most of these devices 
having l)een already under consideration for other purposes or as part 
of a basic development program. 

Errors . — Throughout the design process, the designer must have an 
id(‘a at least of the order of magnitude of the errors to be expected in 
computation. In the GPI navigational computer, it is necessary to 
consider the desired over-all performance in the light of other navigational 
techni<iues and of limiting component accuracies. From a consideration 
of this sort, approximate figures for the permissible over-all error may 
be specified and this error may be apportioned among the various com- 
puting elements. 

"^rhc discussion of the circuits to be treated here will assume that 
such a general error analysis has been performed, and that the probable 
error of a setting of the index, due to the circuits discussed, is not to 
exc.ced i mile on a radar display having a 50-mile maximum range. An 
asstimption of this sort is quite arbitrary, and, in fact, it is often found 
that the original apportionment of permissible errors has to be modified 

as the design proceeds. 

7-3. Creating a Block Diagram. Procedure of Sec. 2-1.— After the 
problem has been defined, the general nature of the computer decided 
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upon, and most of the design limitations stated, the next step is to create 
a block diagram. This process requires ingenuity and some knowledge 
of available techniques. It is difl&cult to say when the best arrangement 
of components for a given problem has been reached; successive trials, 
aided by experimental and theoretical information, will generally lead 
to improvements over the first diagrams drawn. Several different 
representations of quantities will usually be found in the optimum 
arrangement. 

Representation of Quantities . — The nature of the output determines part 
of the instrumentation; for example, the use of a time-modulated range 



Fig. 7-3. — Generation of range and azimuth markers from integrator outputs. 


mark makes it convenient to use a delay circuit (Sec. 6-6) actuated by a 
d-c voltage. Some sort of transformation from rectangular to polar 
coordinates is necessary, and at some point, either before or after the 
transformation, the mechanical input information must be converted 
to d-c voltage. The principal choice remaining has to do with whether 
the transformation is to be done mechanically or electrically. In thc’> 
development of this computer consideration was given to both mechanical 
and electromechanical methods. An electrical resolver, the electro- 
mechanical device, was finally chosen for the operation after it was 
shown to provide satisfactory accuracy, because it seemed easier to 
obtain in quantity and because it was lighter than the mechanical device 
considered. 

The block diagram then assumes the form shown in Fig. 7*3. The 
X- and 2/-shaft rotations are first converted to alternating voltages by 
means of linear potentiometers. The voltage across the potentiometer 
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is supplied by a sine-wave oscillator (see below). Since the voltages at 
the potentiometer arms come from relatively high-impedance sources, 
precise impedance-changing circuits (drivers) are necessary to reproduce 
these voltages across the resolver stator windings without loading the 
potentiometers. The coordinate transformation is done by means of a 
servo (Sec. 6-9) that turns the resolver rotor until one winding picks up 
no voltage. At this equilibrium position, the other rotor winding picks 
up the resultant a-c voltage that measures the ground range r, and the 
rotor shaft rotation measures the angle Or — tan"“^ 

The range voltage then goes to a triangle solver, which computes to 
slant range s from r and the altitude. The phase-shift triangle solver,^ 
which uses alternating voltages, is particularly convenient here. At 
this point a rectifier converts s to d-c representation, and the delay circuit 
produces a proportional time delay. Finally a sharp intensity marker is 
generated at the time corresponding to s, and this marker is fed to the 
CRT. 

The angle Or is taken off by an Autosyn,^ and by means of differential 
Autosyns the algebraic sum 6r ~ dc — 0^ is formed. The rotor output 
voltage of the final Autosyn is zero whenever Or ~ dc ~ 6 a — 0, and at 
this time the azimuth mark appears. The azimuth mark circuit pro- 
duces an intensifying pulse when the Autosyn output is a minimum. 

An additional amplifier, not shown, is inserted at the output of the 
resolver. The function of this amplifier is to multiply the r voltage by 
a constant. This is done in order to permit the resolver drivers and the 
oscillator supplying voltage to the potentiometers to operate at low 
voltage level and thereby conserve power. In the entire computer 
there are several other amplifiers similarly employed so that there is 
considerable saving of power and consequent reduction of weight in the 
power supply. 

The use of the oscillator voltage as a reference for the linear delay 
circuit may be done in such a way that, to a first approximation, varia- 
tions in the oscillator output do not affect the delay of the range mark. 
If the slope of the triangular waveform is made proportional to the oscil- 
lator output, a given range (defined by input shaft rotations) will cor- 
respond to a constant delay, regardless of small variations in oscillator 
voltage. 

7*4:. Preliminary Design. Procedure of Sec. 2T. — ^After the block 
diagram has been drawn, the first stage of design is to select the circuit 
types to be used. This means taking the design to the point where the 
values of most of the components are known approximately; the com- 

1 Cf. Soc. B-7. 

2 Sec Sec. 12-1. 
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ponents determining the accuracy must be known well enough to permit 
a performance analysis, and it must be possible either to buy or to manu- 
facture them. When the circuit types to be used are fairly standard, the 
approximate accuracy obtainable may often be stated before any design 
work is done for the particular problem at hand. If a new computing 
circuit is required, however, considerable development work may be 
required to make sure that the circuit can satisfy the requirements. 

Circuit Types.— For each block in the block diagram of Fig. 7-3 a 
specific circuit type must be chosen. The principal requirement on the 
oscillator that supplies the computing voltages is that it produce a nearly 


lOk (load) 



pure sine wave, with not more than about 0.1 per cent harmonic content. 
A further requirement imposed by other circuits in the computer is 
that the output be fairly constant. Thus the circuit type chosen is a 
Wien bridge oscillator with a thermistor for amplitude stabili25ation. 
Positive and negative feedback are applied at the two terminals A and JB 
of the Wien bridge. The signal at the input grid is a measure of the 
unbalance of the bridge. At the fundamental frequency the bridge is 
balanced, but for harmonics there is considerable unbalance. The result 
is a sharp frequency characteristic tending to reduce the harmonic 
content of the output considerably. The feedback is taken from thci 
transformer secondary in order to minimize distortion introduced by 
the transformer itself. 

The drivers for the resolver stators are two-stage amplifiers with, 
high feedback gain, accomplishing the same purpose as cathode followers 
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but having less variation in gain with respect to tube change and aging. 
Circuits of this t;;^pe are discussed in Vol. 18. The peak variation with 
respect to tube change is expected to be about ±0.1 per cent. 

The servo for the resolver uses an a-c amplifier, phase detector, and 
final differential-current output stage driving the field windings of a split- 



Fia. 7-5. — Resolver driver circuit. 

field motor. This circuit may require further development work in order 
to achieve the error figure of rAd = 100 yd peak error which was assigned 
to it for this purpose. 

Tollowing the resolver is a step-up amplifier which changes the voltage 
scale by a factor of about 5. This is a three-stage amplifier with a feed- 


4- 



back circuit that consists of a parallel-adding combination of two resistors 
in the grid circuit. The over-all gain of the amplifier with feedback is 
determined almost entirely by the values of these resistors. A trans- 
former might be used for this purpose, but the output impedance would 
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be greater, harmonic distortion might be introduced, and there would 
probably be more variation of ratio with temperature. 

The triangle solver is of the phase-shift variety discussed in Sec. 6*6, 
using electronic differentiation and integration to produce a 90° phase 
shift with amplitude reasonably constant over the frequency range used. 



The rectifiers (one for each of the two output voltages of the triangle 
solver) are of the voltage-doubler type, in order to increase the scale 
of d-c volts per mile at the delay circuit. Crystal rectifiers might be 
used here to avoid tube drift and to reduce filament power. 

After the d-c voltages have been combined in an averaging network, 
the average is compared with a periodic triangular waveform by means 

of an amplitude comparison circuit. The triangu- 
lar waveform is generated by a bootstrap integrator 
circuit of a type discussed in Vol. 20. Deviations 
from linearity may be of the order of 0.1 per cent 
and level shifts 0.2 per cent of maximum oiiti:)ut. 
Methods of producing range marks are also dis- 
cussed in Vol. 20. A blocking oscillator is used to 
produce the final sharp pulse. 

The azimuth mark circuiP is an amplifier that 
produces a pulse when the output of the Aiitosyn 
chain reaches zero. This output goes to zero 
twice during every revolution of the antenna, so 
that some means must be provided for selecting one of these “ nulls ' ’ and of 
preventing a mark from being produced by the other, which occurs 180° 
away from it. The principal sources of error in azimuth marking arise 
from the Autosyns; there may be errors of approximately 0.2° in the rotor 
position at which minimum output occurs; and the minimum output may 

^ See Vol. 20, Chap. 4. 



Fia. 7-8. — Voltage-doub- 
ler rectifier. 
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differ from zero, so that it is necessary to provide in the amplifier for start- 
ing the output pulse before the input reaches zero. 

Components . — The potentiometers that convert shaft rotation to 
voltage must have a linear variation of resistance with rotation. For this 
purpose a 10-turn helical potentiometer^ can be used: Deviations from 
linearity are held to 0.1 per cent or less of total resistance. Another 
possibility is the single-turn RL270 potentiometer (Vol. 17, Chap. 8), 
which was under development at the time of design and is capable of 
the same accuracy. 


4-250 



A resolver that meets the design requirements is one developed by 
Bendix Pioneer (XD-759542) for use in lightweight computers. This 
device is accurate to 5 min in angle and ±0.06 per cent of maximum 
output range under the conditions in which it is used in this computer. 
The ratio of input to output voltage varies with temperature, changing by 
about 0.2 per cent over a range of —55° to -1-70°C. This variation may 
be reduced by changing the electrical loading on the resolver output. 

The precision resistors that determine the gain of the step-up driver 
must '‘trabk” (preserve the constancy of resistance ratio) over the 
desired temperature range. These may be wire-wound or other types 
of precision resistors. The initial adjustment of ratio is made by a 
fac.tory-set calibration rheostat in series with one of the resistors; thus 
even if an accuracy of computation of 0.1 per cent is desired, the ini la 

The “Helipot” made by National Technical Laboratories or the Micropot 
Thomas B. Oil>bH (’o.; See Vol. 17, Chap. 8. 
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values of the resistors need not be held to closer tolerances than 1 per 
cent. 

The constancy of the slope of the triangular waveform with respect 
to temperature depends on the constancy of the RC product of the inte- 
grating network (Vol. 19, Chap. 10). These components must be chosen 
so that their temperature coefficients cancel to some extent. The 
accuracy to which this can be done is limited by the designer’s knowledge 
of the temperature coefficients; if standard mica condensers such as those 
specified in Specification JAN-C-6 (Apr. 20, 1944) are used, the variation 
of temperature coefficient within one class in the specification is a limita- 
tion. The best tolerance specified (type G) is from 0 to —50 ppm/°C. 
When by proper choice of resistance type the average temperature 
coefficient of RC is made zero, a change of +0.25 per cent over a 100° 
range can still be expected from a randomly chosen sample. If elements 
are separately tested and matched, greater accuracy is possible, but 
quantity production becomes much more difficult. 

These, then, are the principal precision components which contribute 
directly to the error of computation. The tubes used also contribute. 
Clamp tubes in the linear delay circuit, the diodes in the rectifier, and the 
coincidence tube all introduce d-c level changes. The triode amplifiers in 
the oscillator introduce harmonics that must be removed by the Wien 
bridge feedback. 

Other special components introduced in this design are the split-field 
servo motor, used in the resolver servo; the oscillator output transformer, 
specially designed for light weight and balanced output; and the ther- 
mistor used to stabilize the oscillator output. 

If production in quantity is contemplated, the possibility of obtaining 
or manufacturing all these special components is investigated at an early 
stage in the design. 

Scale Factors . — The maximum range of the radar with which this 
computer is to be used determines some of the scale factors. The range 
attainable on ordinary ground echoes (cities, land-water boundaries, 
etc.) is from 30 to 60 miles; however, in order to provide for the longer 
ranges that may be obtained if radar beacons are used in navigation, it 
is preferable to use a maximum range of 100 nautical miles. The poten- 
tiometer that converts shaft rotation to voltage must then represent 100 
nautical miles ^ in either direction; that is, its entire length corresponds to 
200 miles. If single-turn potentiometers with a full rotation of 350° are 
used, the mechanical input must be at a scale of 200 miles = 350°. 
F or the same reason, the range mark must go out to 100 miles, the delay 
circuit must be accurate to at least that range, and the full voltage of 

^ In the discussion, that follows, “miles” will be used to refer to nautical miles. 
A nautical mile is equal to a minute of latitude. 
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the triangular wave form must then correspond to 100 miles. This full 
voltage is made as large as possible in order that tube drifts shall cor- 
respond to small errors in delay. 

The plate supply voltage for the amplifiers can be an unregulated 
300-volt supply. This limits the possible output of the step-up amplifier 
following the resolver, for the peak-to-peak swing of the plate of the output 
■^■Qt)e cannot exceed 300 volts. A.s a matter of fact, the nature of the 
circuit restricts the maximum output to about 200 volts peak-to-peak, 
or 70 volts rms. Thus the a-c voltage scale at the triangle solver is 
70 volts rms = 100 miles, or 0.7 volt rms per mile. The voltage scale for 
circuits preceding the step-up driver is 0.2 (volt rms) /(mile), so that the 
gain of the step-up driver is about 3.5. The output voltage of the oscil- 
lator is then (200 miles) (0.2 volt/mile) = 40 volts rms. This appears 
across the potentiometers. The maximum voltage in either coordinate 
that goes to the resolver stator is 20 volts rms. 

Since the differentiator and integrator in the triangle solver operate 
better when the gain is less than unity, a larger altitude voltage than 
the desired output is fed in. It is desired to provide for altitudes up to 
40,000 ft (about 7 miles). If the entire oscillator voltage (20 volts) is 
used to supply an altitude potentiometer whose full rotation represents 
7 miles, a loss in gain of a factor of 14 can be taken in the phase shifter. 

In the azimuth data a scale factor might conceivably be used if 
'Hwo-speed’’ data from geared-up synchros were used. In this case 
however, no such gearing is employed, so that in one sense the scale 
factor for azimuth information may be considered to be unity. The 
information is actually transmitted in the form of two voltages which 
measure the projections of a rotating line segment on oblique axes at 
120® to one another. One such voltage is used as the input to the azimuth 
mark circuit. This voltage varies as the sine of output angle, hence in the 
useful region, where the voltage is nearly zero, it is neaily piopoitional 
to the angle itself. A scale of voltage/angle at null may then be defined; 
if it is measured in volts per radian it is equal simply to the maximum 
output of the autosyn chain. As the output signal is amplified, this 
scale factor is multiplied by the gain of the amplifier. 

One scale factor that enters into the design, although it does not 
appear directly in the computation, is the sensitivity of the error signal 
winding of the resolver. The voltage per radian of eiioi, for small 
error angles, is equal to the r-voltage that appears across the other lotor 
winding, assuming that the two rotor windings have equal numbers of 
tfUiirns 

7*6. Performance Analysis. Proceduve of Sac. 2T. I he performance 
analysis is a check on paper to determine in the light of available data 
whether or not the computer will operate satisfactorily. I his consists 
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chiefly of an error analysis with consideration of the effects on errors of 
the conditions under which the computer is to operate: temperature, 
humidity, pressure, etc. The particular value of a systematic check of 
this sort is that it may show that some important data have not yet 
been taken; for example, the probable life or behavior with temperature 
of some important component may not be known. 

Errors . — In each case when a component error is known, its maximum 
value is specified. Usually the error varies in such a, complicated way 
that it is extremely inconvenient to give a measure of error sucli as nns 
or probable error. A linear potentiometer is a good example of tliis. 
Yet when the errors of a number of components are combined it will l>e 
extremely rare that the maximum errors of all the components appear 
simultaneously and all affect the output in the same direction. If the 
designer is more interested in the probable error of the computer than in. 
the limits of error, he must make some approximations and simplifying 
assumptions in order to use the data available for the components. At a. 
later stage in the design (after a model has been made) probable errors 
may be found by taking more data. At the present stage an estimate 
must be arrived at without this information. 

A set of working assumptions that have proved useful are the following : 

1. The probable error of a component will be assumed equal to on<^- 
third the peak error or tolerance (this corresponds to an error not 
exceeded in 96 per cent of the cases in a normal probability 
distribution). 

2. Errors may be combined by squaring, adding, and extracting thc^ 
square root, as is customary for probable errors. The result of 
calculations carried out on the basis of these assumptions may l)(^ 
expected to be correct within something like a factor of 2. In 
practice the most serious departures from the behavior predictcMl 
in this way have been found to be due to systematic deviatioriB 
of the central value from the true value, due, for example, to 
miscalibration. 

The approximate values of maximum errors for the various compo- 
nents and circuits mentioned, exclusive of temperature effecits, may l>o 
tabulated as shown in Table 7-1. These figures may be converted into 
miles (or degrees in the case of the azimuth error, which may be calculatod 
separately), and the square root of the sum of the squares calculated. 
If the resulting figure is then divided by 3 (this being the eciuivalent 

of dividing each peak error by three), the result will be the assumed 
probable error. 



Skc. 7-5] 


PERFORMANCE ANALYSIS 


187 


The range error is then approximately 


(^^)r>rob 

■\/(0T2)^“(0-1)=' + (0.06)2 + 4(0.1)2 4- (.Ol)^ 

3 

Similarly, the azimuth error is approximately 


0.11 mile. (5) 


. V(0.08)» +(0^06)^ + 4(0.2)^ _ 0 

o 


( 6 ) 


If a fix is taken at an average range of 50 miles, the corresponding error 
rA6 is 

(rA0)prob = 0.12 mile. (7) 

If these range and azimuth errors are combined by rms addition, the 
result is a probable fix error of 0.18 mile. This is somewhat better than 
the figure of i mile mentioned earlier. 

Table 7-1. — Maximum Errors 


Component 

Maximum error 

Ar, 

miles 

Ad, 

degrees 


±0.1 % of full range (200 miles) 

±0.1% of output 

0.20 


* C>XrC*n IilQIIlCblU W 

Drivers 

0.10 

0.08 

Resolver 

±5 min; ±.06% of max. output (100 miles) 

0.06 

Resolve'^r servo 

R AO = 100 yd at E = 60 miles (average 
range) 

;;;; 

0.06 

Aiitoayna 

±0.2° each, combining randomly 


0 . 2 ■\/B 
0.20 

Azimuth mark circuit. . 

±0.2° 

j 0.10 

Step-up driver 

±0.1% of output 


Triangle solver 

±0.2% of altitude 

0 .01 


I>etector8 

±0.2 volt (200 volts = 100 miles) 

0.10 


f ±0.2 volt (200 volts = 100 mhes) 

0.10 



l>elay circuit 

•I ±0.1 % of full range (100 miles) departure 

0.10 


\ from linearity. 

.. 

1 


Other Considerations.— The performance analysis of this computer 
with respect to temperature is not detailed here. Some important 
sources of error may be mentioned however. The variation with tempera- 
ture of the stator-to-rotor voltage ratio of the resolw (0.2 per cent) is 
significant and is characteristic of transformers. Change of air gaps 
with expansion of core metal and change of wire resistance with tempe ^ 
ture are probably responsible for the effect. These variations may be 

compensated once they are accurately known. 

At this stage of the design it is also well to consider the ^^tjaction 
of the various separate circuits. For example, the loading effect of the 
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resolver drivers on the precision potentiometers may be checked. The 
input impedance of the drivers is very high and chiefly capacitive; but 
until a rough quantitative check has been made, the designer cannot be 
sure that significant phase shifts will not occur. The interaction of the 
X and y channels may be examined in case current in a rotor winding 
should produce coupling between the two stators. The operation of 
the step-up driver and triangle solver with the detectors should be checked, 
for the pulses of current drawn by the detectors may produce undesired 
transients in the preceding circuits. These points require experimental 
work with two circuits at a time and may expose difficulties before a 
model has been constructed. 

7-6. Detailed Design. Procedure of Sec. 2T. — The design must now 
be carried to the point where each component is well enough specified 
so that it may be ordered and so that it can be counted on to function 
properly in the computer. In the following description, circuit designs 
will be given, but in many cases tolerances are not available. 

The tubes shown in these designs are miniature tubes (the 6C4 
triode, 6AK5 pentode, and 6AL5 double diode) and subminiature tubes 
(the Sylvania SD-834 triode^ and Raytheon CK-604 pentode). The 
circuits using miniature tubes may be redesigned for other tube types 
by means of relatively minor changes. 

Oscillator . — The 500-cps oscillator, a Wien bridge circuit, is based on 
a design made at Bell Telephone Laboratories with the assistance of a 
Radiation Laboratory engineer. The circuit is shown in Fig. 7-4. The 
output is 40 volts rms across 10,000 ohms. Tests on the circuit indicated 
only 0.05 per cent second harmonic and 0.1 per cent third harmonic in 
the output waveform. 

Resolver Drivers . — These drivers are two-stage amplifiers with cathode 
feedback, as shown in Fig. 7-5. The design of these circuits is discussed 
in detail in Vol. 19. With respect to variation in tubes, load impedance, 
condensers, and resistors, the variation of gain does not exceed ±0.1 
per cent. 

Resolver Servo . — For the servoamplifier to be used with the split- 
field motor, an a-c amplifier, phase detector, “phase-lead^’ network, 
and a differential current output stage, as shown in Fig. 7-6, should prove 
satisfactory but is untested. A similar circuit which was used in a 
related equipment is described in Sec. 14*3. 

Step-up Driver . — The high feedback gain of this circuit and the use 
of three stages of amplification necessitate careful design to prevent 
oscillation. The design procedure for this amplifier is discussed in 
detail in Vol. 18. The final design is shown in Fig. 7*7. The use of a 


1 Now the 6K4. 
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Htep-iip amplifier here allows lower voltages to be used in the preceding 
stages, with resultant over-all savings in power and weight. 

Triangle Solver . — A tentative circuit design, incorporating the reduc- 
tion in gain previously mentioned, is discussed in Sec. 6-6. The sources 
of error in this type of triangle solver are also discussed in that section. 

Detectors . — The type of voltage doubler recommended is shovm in 
Tig. 7-8. The principal design problem with this type of detector is 
usually selection of proper capacitor values; this should not be difficult 
in the present case, because of the low output impedance of the step-up 
driver. 

Time-modulation Circuit. — A. time-modulation, or delay,” circuit, 
including sweep generator, coincidence circuit, and pip generator, is 
similar to those for which detailed discussion and design procedures are 


given in Vol. 20. 

Azimuth Mark Circuit . — This circuit is shown in Fig. 7-9. It includes 
a differential amplifier, a plate-circuit detector, and a regenerative loop 
which causes the output to be a rectangular gate several milliseconds in 
length. Differential rather than single-ended amplification is used in 
order to make it possible to use a shorter time constant in the detector, 
lliis is necessary because the angular velocity of the antenna (200°/ sec) 
is such tliat one cycle of the 400-cps line suppl 5 ring the autosyns corre- 
sponds t o 

The final autosyn is connected in such a way as to make available a 
voltage that goes (approximately) to zero only once each revolution, 
rather than twice. This is done by adding to the sine-modulated output 
voltage a constant a-c voltage equal to the maximum output. The 
resulting voltage is used to remove the ‘'back trace” of the azimuth 


7-7. Finishing the Design. — Several steps remain to be done m the 
design of this computer. The detailed design has to be carried out for 
several of the circuits. A model must be buUt as a check on the combma- 
tion of circuits and mechanical components. One difficulty often encoun- 
tered when circuits and mechanical parts are to be designed^ under 
pressure of time is that the mechanical design has to be frozen 
Lioner than the electrical design. This means that 

can be made in the electrical design if experiments show that some 
expectations are not realized; the corresponding mechamcal changes, 

however, may be much more difficult to make. . j _ 

It is in the remainder of the design that the limitations already mem 
tinned— light weight, reliability, conformity to aircraft specifications 
palwarly" Care must be taken in 

and space but at the same “ x—e 

<,‘xc<‘Hsivc h(Mit diBSipation at tLOt spo 
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tests must be made to see whether or not the circuits perform satisfactorily 
with respect to temperature, vibration, humidity, etc. Even such things 
as the effect of chassis warm-up should be considered, for it has been 
found in some instances that a circuit calibrated a short time after it 
has been turned on may show substantial systematic errors after an 
hour or two of operation. 

SPHERICAL COORDINATE INTEGRATION 
7-8. Statement of Problem and Preliminary Design Information.— - 

The spherical coordinate integrator discussed in the following sections 
was designed as part of a radar training device and solves the diffeiential 
equations of motion of an aircraft as observed from a moving ship. 
Information such as heading, air speed, rate of climb, rate of turn of the 
aircraft, direction and magnitude of the wind, and the course, speed, and 
rate of turn of the ship are set into the integrator, which then opemtes 
upon this information in such a manner as to yield the position of the 
aircraft with respect to the ship, as measured in spherical coordinates. 
Thus, slant range, azimuth angle measured in the horizontal plane, and 
elevation angle of the aircraft above the horizontal plane are computed 
as continuous functions of time. These data are used to simulate the 
position information ordinarily obtained by a radar mounted aboard the 
moving ship and tracking the maneuvering aircraft.^ 

Two fundamental methods of solving the differential equations of 
motions may be investigated. One method involves resolution of the 
various velocity vectors into three mutually perpendicular components 
whose directions are fixed with respect to the earth, integration in these 
coordinates, and transformation of the resulting position information 
into the desired spherical coordinates. The second method consists ol 
transformation of the various velocity vectors into vectors in spherical 
coordinates corresponding to the rate of change of range of the aircraft, 
rate of change of azimuth, and rate of change of elevation, respectively, 
followed by integration in these coordinates, no coordinate transforma- 
tion of the resulting position information being necessary. After careful 
consideration of both methods, the latter one was chosen. It is simpler 
than the first method, since no final conversion from one set of coordi- 
nates to another is used; because of this it is also capable of giving 
smoother output information, since the output of a velocity servo is 
usually smoother than that of a position servo running at a comparable 
velocity and is certainly smoother than that of a velocity servo and a 
position servo in series. This smoothness is desirable from the stand- 
point of the radar trainer application. 

1 A complete description of a trainer employing the spherical coordinate integrator 
will be found in "SP Trainer,” Radiation Laboratory Report No. 928. 
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Upon investigation, several assumptions are found that simplify the 
general ecpiations and are acceptable from the radar training standpoint, 
since t.hey introduce negligible errors. These simplifying assumptions 
resulted in considerable savings in over-all system complexity. The 
(dlt'cts of wind and ocean currents on the ship may be assumed equal to 



Fio. 7-10. — Radar trainer using spherical coordinate integratoi. 

zoro. C -urvature of the earth may be “^lected^ SHddmg_rf the 

and the ship during turns may be J component was to simu- 

iB use, I in the radar equipment that this trainer component 

late, riill and pitch of the .j e^yal equations of motion 

Wii h these assumptions, the detaiiea ameie , ^ ^ j 

of the aircraft with respect to ®^Usho^rin*'Frg ^7 12. Complete 
'Phe simnlified system geometry is shown in Dig. 
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ground plane geometry, including the effects of wind and motion of 
the ship, is shown in Fig. 7-11. 

The symbols used throughout the discussion have the following 
meaning : 

€ = elevation angle of aircraft with respect to horizontal, 
e = azimuth angle of aircraft with respect to north, 

<^> == heading angle of aircraft with respect to north, 

7 = course of ship with respect to north, 

T = direction of wind with respect to north, 

C = rate of climb, 

Va = horizontal true air speed, 

S ~ ship speed, 

W = wind speed, 
h = altitude of aircraft, 
p = slant range, 

R = ground range, 

O — position of radar, 

P = position of aircraft, 

P' = projection of aircraft position on ground plane, 
t = time. 

Note that Va is a horizontal speed. When the aircraft is climbing, 
the true air speed is the vector sum of F„ and C. 

Figure 7-12 indicates the position of the aircraft in space relative 
to the ship at a given time t as well as the velocities of the aircraft at 
that instant. Since the solution is desired in spherical coordinates, the 
input information pertaining to the motions of the aircraft, ship, and 
wind must be resolved into vectors representing rates of change of range, 

elevation angle, and azimuth angle. 

By inspection of Fig. 7T2, the radial component of ground speed is 


(it Jva 


Va COS (<^ — 0), 


( 8 ) 


where the subscript Va indicates the component is due to horizontal 
air speed. Similar components due to ship motion and wind are obtained 
as shown in Fig. 7-11. 


Since 



Va sin {ct> - e), 


( 9 ) 


the rate of change of azimuth angle due to the (horizontal) air speed is 


given by 


dt/y„ 


1 

R 


Va sin (4> 


e). 


( 10 ) 
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Here again similar components are obtained as a result of the ship motion 
and the presence of wind. The total rate of change of azimuth angle is 

given by 

= ( 11 ) 

dt dtjva dtjw di/s 

and upon integration, the actual azimuth angle of the aircraft is obtained. 

In a similar manner the rates of change of range and elevation angle 
are obtained. Substitution yields the desired differential equations of 

motion ; 

^ = i [Va sin ((j> — d) W sin (r — 6) — S, sin (y — ^)] 
dt R 

^ = 1 { C cos € — [Fa cos ((l> — 6) + W cos (r — d) 
dt p 

— cos (y — 0)] sin e} 

$ = 1 C sin £ + [F. cos (<#. - 9) + ir cos (r - 9) 

dt 

— S cos (y — 0)] cos 6} 



In order to obtain the actual displacements, these differential equa- 
tions must be integrated with respect to time to give 


6 = 6o 1 

f 4 icl> — e) -{■ W sin (r — $) 




i 

J 


— S sin (y 

- e)] 

dt j 

f 

€ == eo + / 

1 

- {(7 cos 

/rt O 

€ — [Va cos {4f — 6) W cos (r - 

- e) 



> (13) 

J 

fO 

— S cos (y — ^)] 

sin 


dt 1 

1 

p = po + 

I {C sin € 

F f A 

d- [Va cos (<i> — d) W cos (r — 

e) 




J 

^ 50 

— >S cos (y — - 0)] 

cos 


dt ^ 

1 


These are the general equations ^ which are to be solved by the inte- 
grator. The quantities with the 0 subscript indicate the initial displace- 
ments at the time to when the input data are introduced. 

7-9. Integrator System Operatioh.-^A simplified block diagram of the 
integrator is shown in Fig. 7T3. The manner in which the necessary 
input data are entered and the way in which the integrator solves the 
equations can be explained with the aid of the block diagram. A more 
detailed description of the operation of the individual blocks is presented 
in a later section. 

The input knobs that are employed to enter the necessary rate data 


^ A detailed development of these equations of motion will be found in the previous 
reference. 
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are shown at the left of the figure, while the output dials representing 
the spherical coordinates of the aircraft with respect to the ship are shown 
to the right. 

The input rates are converted from mechanical shaft displacements 
to a-c voltages whose magnitudes are proportional to the respective rate 
shaft displacements. The conversion element in each case is a linear 
potentiometer fed from a constant-voltage a-c source. 

The rate-of-turn voltage derived from the rate-of-turn input knob 
is used to control the speed of an a-c motor. Over the range used, the 
speed of the motor is roughly linear with control voltage so that the output 
shaft rotates the compass heading dial and shaft at a speed roughly pro- 
portional to the desired rate of turn. The aircraft heading dial in meas- 
uring the displacement integrates the rate of turn. This crude velocity 
control can be used only because the required rate-of-turn accuracy is 
not great. 

The (horizontal) air speed knob is geared to the arm of a linear poten- 
tiometer which is electrically connected to the rotor of the air speed 
resolver. A resolver develops two output voltages proportional respec- 
tively to the product of the sine and cosine of the rotor angle and the 
rotor input voltage. The rotor is turned by a mechanical differential 
which has the aircraft heading 4> as one input and the azimuth angle 0 
as the other. The differential is connected so that the output shaft 
turns as (<^> — 6). If the voltage impressed on the rotor of the true air 
speed resolver is proportional to Fa, the output voltages are proportional 
to Fo cos (<f> — 6) and Va sin (<^ — 6). These voltages are indicated 
on Fig. 7T3 alongside the corresponding output winding of the resolver. 
This resolver, therefore, has solved the ground speed triangle of Fig. 
7-12. 

The rate-of-climb input knob is geared to the arm of a linear poten- 
tiometer which is electrically connected to the rotor of the rate of climb 
resolver. The rotor is geared to the elevation angle shaft; and since 
the rotor input voltage is proportional to C, the output voltages are pro- 
portional to C sin € and C cos e respectively. 

In a similar manner, the ship speed resolver takes the input voltage 
S and the rotor angle (t — 6) to give output voltages proportional to 
S cos (y — 0) and S sin (y — 0). The wind speed resolver takes the 
input voltage W and the rotor angle (r — 0) to give output voltages 
proportional to IF cos (r — 0) and IF sin (r — 0). 

By referring to Eq. (12), it is seen that we must take sums and differ- 
ences of the vector quantities already obtained and further operate on the 
resultants. This is done by connecting the resolver output windings in 
series. Addition is performed by connecting the windings in like phase, 
and subtraction is performed by connecting the windings in phase opposi- 
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tion. The relative phases are shown in Fig. 7T3 by the plus and minus 
signs at. each terminal of the resolver output windings. 

By following the series circuits starting with the wdnd speed resolver 
output windings and paying proper regard to the phasing, we obtain a 
voltage jjroportional to 

Ih cos {t — 6) — S cos (7 — O') V a cos {<j) — 0) = (14) 

winch fcHuls the rotor of the range rate resolver. 

The second series circuit yields a voltage proportional to 

dd 

Ih sin {r - e) — S sin (7 — 0 ) + 7a sin — 0) = (15) 


which is employed to drive the azimuth angle velocity servo. Equation 
(14) indicates that we have obtained an a-c voltage proportional to the 
alg<‘hrai(; sum of all components entering into the rate of change of ground 
range'. Bimilarly Eq. (1 5) indicates that we have obtained an a-c voltage 
proportional to the algebraic sum of all components entering into the 
rate of c'hange of azimuth angle. It still remains, however, to ^vide 
E(p (15) hy It in order to obtain the actual rate of change of azimuth 

As shown in Fig. 7-12, the quantity dR/dt must be further resolved 
to intKid.K'C the elevation angle €. This is done by the range rate resolver 
as shown in Fig. 7-13. The voltage obtamed in Bq. (14) fwds the rotor 
ot the resolver, while the angle e is set into the resolver by the shaft, 
lienee, we obtain voltages proportional to {dR/dt) cos e and (dR/dt) sin e, 
respm'tivelY. The contributions to the motion of the aircraft resulting 
from the rate of climb are entered by adding the respective components 
from the rate-of-elimb and range rate resolvers as shown in Fig. 7-13. 
'rims, by following through the two series circuits in a manner similar to 

tluit uHcul previously, we have 


C cos € 


dt 


sin € 


de 

dt 


and 


, dR __ ^ 

C sin 6 + -^ cos € - 


(16) 


(17) 


Liquation (16) must be divided by p 

movement of elevation angle been obtained, 

if Kq. (17) « the increment m range 

and the increment which are to be integrated 

R and integrating. Ihe above qu^u 

are all expressed by voltage amp in cs. 
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Let us follow the integration of Eq. (15). It is desired to obtain 


0 = 00 + 



(18) 


where the quantity R (dd/dt) is now available as a voltage e(t). 
therefore write 


Let 


6 — 00 “b 



R 


e(t) dt. 


and 



We 

(19) 


The integration is actually broken into the same two mathematical 
steps, as above. The voltage e{t) is first integrated with respect to time 
by a velocity servo integrator. The function 1/72 is then integrated with 
respect to the output of the velocity servo integrator, by means of a ball- 
disk integrator. The ball-disk integrator used for this second integration 
is a convenient device for integrating with respect to a variable other 
than time, whereas the velocity servo is a convenient method of inte- 
grating with respect to time. A more complete discussion of this dis- 
tinction will be found in Chap. 4. 

An alternate method of solving the integration problem would have 
been to multiply the voltage e{t) by 1/72 before integrating by the velocity 
servo, the ball-disk integrator not being used. This alternative method 
was not feasible here because a speed range of 10® (ratio of fastest speed 
to slowest speed) was required. Neither a velocity servo nor a ball-disk 
integrator is normally capable of such a wide speed range. However, 
by cascading two devices, each with a speed range of 10®, the over-all 
speed range requirement could be met. In an exactly analogous fashion 
€ and p are obtained. 

In connection with the integration of Eqs. (15) and (16), the multi- 
plying factors 1/72 and 1/p, respectively, must be used to position the 
balls of the ball-disk integrators described above. These functions are 
entered by dividing servos, which receive as their input data voltages 
proportional to 72 and p, respectively. The operation of these servos is 
shown in Fig. 7*13. The feedback voltage closing the loop of each 
servo and used to balance the input voltage is derived from the poten- 
tiometer on the servo output shaft, connected as shown in Fig. 7*13. 
A constant a-c voltage is applied to the arm of this potentiometer, and 
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hence, by Ohm’s law, the current through the lower part of this potentiom- 
eter and its associated small resistance is inversely proportional to the 
sum of the small resistance and the included resistance of the poten- 
tiometer. The voltage across this small resistor is then balanced against 
the input voltage in each servo, leading to a null in one case at a resistance 
proportional to 1/R and in the other case to 1 /p. The mechanical motion 
is used directly to adjust the ball position of the ball-disk integrator. 

Since the elevation angle e has been obtained and the range p is 
known, the ground-range altitude triangle may be solved by means of 



Fig. 7*14. — Combhiatioii velocity servo and V>all-disk integrator. 


the ground-range resolver. If the rotor of this resolver is led from the 
arm of the p potentiometer and the s shaft is geared to the rotor the 
output voltages will be proportional to the ground range and altitude 

respectively, since 

R ^ o cos 


and 


h = p sin €. 


( 21 ) 


Thus an a-c voltage whose amplitude is proportional to ground range R 
is obtained and is used as tlie reference voltage to obtain the displacement 

propoitmnal^to 1/K.^o eould have been 

obtained in a different way. It will be recalled that a voltage ProP”- 
tional to d/i/dt was obtained in order to feed the rotor of the range 
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resolver. Since this quantity represents the rate of change of ground 
range, upon integration there would be obtained the ground range R. 
Although this method might seem more straightforward than the one 
described above, it suffers from the fact that for the same over-all accuracy 
greater accuracy is required of the individual elements than is the case 



Fig. 7-15. — Radar trainer with front panels removed. 


With the method actually used. With the present system if errors arise 
in the integration of dR/dt and de/dt to give p and e respectively, the 
ground range R will still be consistent with these output data, since 
it is derived from them. This is a typical example in which the choice 
of a block was made on the basis of the effects that it would produce 
elsewhere in the system and involves the concept of error cancellation 
discussed in Sec. 2’8. 
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Siiuip the ground-range resolver was introduced to obtain a voltage 
proportional to ground range in accordance with Eq. (20), at the same 
liine t,h<‘re can be obtained a voltage whose amplitude is proportional 
tt) the altitude of the aircraft. This is given by Eq. (21). 

A liiKuxr potentiometer which is driven from a constant a-c voltage 
source serves as the data output element. The arm of this potentiometer 
is geared to the servo motor as well as to the altitude-indicating dial and 
is eh‘(‘t lie ally connected to the input circuit of the servoamplifier. The 
altiiiuU' voltage obtained from the ground-range resolver is also fed into 
tlu‘ input circuit of the servoamplifier. In the usual manner, the servo 
motor will rotate the potentiometer arm in a direction such that the two 
itq)ut voltages are equalized. 

’'rh(‘ terms po, 0o, and €o, which appear in the integrator equations, 
are st‘t in luanually as initial displacements. These terms are integration 
c'onsiunis that fix the position of the aircraft with respect to the moving 
ship at the start of a trainer problem. 

Tlu‘ above analysis of the system operation by means of the simpli- 
(itni V)lock diagram has shown how the range, elevation angle, azimuth, 
ami altitticle of a moving aircraft with respect to a moving ship can be 
obtaiiUMl. The section that follows will present the actual detailed 
(urcuits \ised and some of the design problems encountered. 

7*10, Unit Operation. — This section will discuss specific circuit details 
and <l(‘sign problems encountered during the development of the 
splitM'ical coordinate integrator. The values of circuit elements actually 
us(‘(i arc: given in the figures so that the reader can obtain an idea 
of how the theory presented in the previous section was reduced] to 
pract it‘e. 

Figuia^ 7-16 is a schematic diagram of the rate-of-turn channel. A 
Diehl Fl'l<l-25 two-phase induction motor is used as the turn rate motor. 
'Ha* rate-of-turn potentiometer, which is fed from a center-tapped auto- 
transfornier, controls its speed. One winding of the motor receives 
cu)nst ant excitation from the 60-cps line, while the other winding receives 
variable i:)ovve.r from the rate-of-turn potentiometer and the autotrans- 
fornn'r e.cuiter tap. The capacitor placed in series with the fixed or 
consiant.ly excited field winding shifts the phase of the excitation to 
provider the (puidrature fields necessary for motor operation. 

I'lu^ voltage applied to the control field is a minimum when the arm of 
thc! rati'! of turn potentiometer is at the center and is a maximum at 
eit her c:iid. Bin<‘.e the voltage is referred to the center tap of the auto- 
transformer, the phase reverses as the potentiometer arm sweeps from 
one end through the c, enter to the other. In this manner, a voltage 
r(‘V(‘rsiV>lo in phase and adjustable in amplitude is applied to the control 
fi(‘ld of the motor. The direction of rotation of the motor is dependent 
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upon the phase of the control voltage, and its speed is roughly propor- 
tional to the voltage amplitude in the range covered. 

Since the motor requires a control voltage of the order of 15 volts to 
start under the actual loading conditions, a shaft rotation of about 
±40° from the center would ordinarily be required to start the motor. 
By adjusting the resistance of the ziero set potentiometer, the voltage at 
the center of the rate-of-turn potentiometer can be made to equal the 
value necessary to just start the motor. Hence, by modifying the stand- 
ard commercial potentiometer, the rate-of-turn motor can be actuated 
with about ± 1° rotation of the potentiometer arm. Although this 
feature in no way alters the theory or manner of operation, it does provide 
an improvement in the method of turn simulation. 

Heading motor Aircraft 



100 UTC 
R-A8 

Fig. 7*16. — Rate-of-turn control 


The schematic circuit diagram for the resolver channel is given in 
Fig. 7T7. The central power source is a center-tapped autotransformer 
fed from the 60-cps line. The horizontal true air speed knob is geared 
to the arm of the true air speed potentiometer. The potentiometers 
Pi and P 2 are included so that the maximum and minimum true air speeds 
respectively can be preset. The rotor winding of the true air speed 
resolver is fed from the secondary of a step-down transformer which in 
turn is driven by the air speed potentiometer. 

The step-down transformer is used so that the loading of the poten- 
tiometer by the rotor of the resolver is reduced to a negligible value. 
The load impedance presented to the potentiometer is essentally that 
of the reflected rotor impedance, which is high enough to prevent exces- 
sive loading. Since the load is inductive and the source impedance is 
resistive, a phase shift occurs that cannot be tolerated for reasons that 
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will be discussed later. This phase shift is a function of potentiom.e'ter 
setting because the source resistance varies as the arm rotates. I3y 
tuning the load circuit comprising the step-down transformer, resol'V'er, 
and secondary circuit of the resolver, a load that is higher and 
can be presented to the true air speed potentiometer. In this m.aixXLer, 
approximately zero phase shift can be maintained independent of po-teii- 
tiometer setting. The 2.0-iu/ capacitor in parallel with the transfer xo.er 
primary is used for this tuning. It has been found that commeird^l 
10 per cent tolerance capacitors maintain the over-all circuit phase 
within the desired limits. 

The rate-of-climb resolver is fed in a similar way, although the resistor 
network required to feed the rate-of-climb potentiometer is quite diff ex-ent. 
The rate-of-climb voltage must be able to reverse phase, one plxa.se 
indicating a climb and the other phase indicating a dive. In addition, 
the maximum dive voltage must be greater than the maximum. 
voltage, since an aircraft may dive at much greater speeds than it climlos. 
The four potentiometers can be adjusted to provide for the proper clii:T^h 
and dive voltages as well as providing for a dual scale type of presenta- 
tion. With the switch in Position 1, a regular scale is provided wliicli is 
used for most applications; however, Position 2 may be used to give 
lower rates of climb or dive for the same potentiometer shaft rotation, 
providing greater accuracy when setting in low rates of climb or dive. 
The phase of the control voltage reverses when the arm is in the electrical 
center of the potentiometer network in a manner similar to that discvisssed 
above for the rate-of-turn potentiometer. 

A step-down transformer plus tuning capacitor is again employed to 
minimize loading of the rate-of-climb potentiometer and phase slxifts, 
as discussed above. 

The ship and wind speed resolver circuits are made identica,!, ssiiice 
the maximum magnitude of wind considered is in the order of tlie maxi- 
mum ship speed. Potentiometers P? and Pg are included so adj ristm.ent 
of the respective maximum speeds can be made if desired. The resolvers 
are driven in the same manner as those discussed above so that poten- 
tiometer loading and phase shifts are kept to a minimum. The lixed 
resistors in series with P^ and Ps respectively are included to attenuate 
the voltage to the proper level for use in the two channels. The rela- 
tive amplitudes of the voltages impressed on the rotors of the resolvers 
must correspond to the relative amplitudes of the quantities that they 
represent. These relations are set by the values of resistors and. poten- 
tiometers used in the networks feeding the rate potentiometers. 

In the discussion of the block diagram, it was stated that the r*£a.nge 
rate resolver received its voltage from one of the output windings of the 
true air speed resolver. This cannot be done directly in practice, since 
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the resolvers used must be open-circuited in order that the summation of 
the voltage components be correct. To prevent loading, a 6AG7 cathode 
follower is used as a buffer and driver for the range rate resolver rotor. 
The rotor winding is placed directly in the cathode circuit although it is 
tuned by a S.O-nf capacitor to obtain a higher and resistive cathode 
impedance. 

With the Diehl resolvers used, a 2/1 step-up exists from rotor to 
stator windings. Since the same ratio exists in all previously mentioned 
resolvers, no serious effects are introduced; however, the voltages on the 
output windings of the range rate resolvers are the result of two cascaded 
resolvers operating on the input signals. In order to correct for this 



I 

I 

Output 

shaft 

Fro. 7-18. — Velocity aervo block diagram. 

discrepancy in relative scale factors, the actual voltage impressed on 
the rotor of the range rate resolver is only one-half the output voltage 
from the true air speed resolver. The attenuation is accomplished by 
the 330-ohm resistor placed in series with the rotor winding. Thus, the 
cathode-follower stage serves both as an impedance matching element 
and as an attenuator to equalize the existing scale factors. 

The interconnections of the respective stator and rotor windings are 
as shown in Fig. 7T3. The input impedance of the velocity servos is 
large, since the signal is applied directly to the control grid of a vacuum 
tube, no grid resistor being necessary. 

The series circuits comprising the resolver stator windings generate 
the correct voltages only if negligible current flows. If current passes 
through the windings, a voltage drop occurs that causes an error pro- 
portional to the winding impedance and current magnitude. In the 
present case, however, the current flowing is essentially zero, since the 
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Veloeitv servo schematic. 
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vH-ilocity servo input impedance is so high. The respective windings can 
therefore be connected in series as shown in Fig. 7T3, and no error wiM 
e*xist if the voltages are all in phase. 

''rhe o\itput voltages representing the desired vector summations as 
(hseussed previously are converted into mechanical shaft rotations whose 
angular V(docities are proportional to the respective voltages by means of 
t he thr(*e velocity servos. The three channels are identical. The block 
<liagrain is given in Fig. 7T8, and the schematic in Fig. 7-19. 

As shown in Fig. 7*18, the 60-cps input voltage to the velocity ser\m 
is tirst- amplified and then rectified to obtain a d-c voltage proportional 
to the amplitude of the input a-c voltage. This d-c voltage is further 
ainplifi(‘d in a direct-coupled amplifier whose output controls the power 
d(H’ (‘loped by the power output stage. The d-c power output is used to 


To Diehl 



Signal 2 


Fici. 7-20.- 


-Servoamplifier block diagram. 

ilrivi' ii Bu<liivc <l-c; motor after being fed through a revemng relay 
which is used to control the direction of rotation. 

'I'l.c position of the reversing relay is controlled by athyratron winch 
in turn rcu^civcs its control voltage from a phase detector. The phase 
<lcdcct,or d<!V('lops a d-c voltage whose polarity and amplitude are de^nd- 
cnt upon the phase and amplitude respectively of the input voltage 
'I'lic thy nitron conducts for only a control voltage m phase with 

voltage. If the input signal ^ ^ rbrs^Llh^the moto; 

drives a d-c generator whose output 

r, rr^of " 

is kept the same independent of the f 3^0 is given in 

-l^be eomplete schematic diagram f^of ,Whcuitrinduded here. 

V.'!„ 7-19. Although no detailed discussion of this circuit i^nc 

it, t fully described in Radiation Laboratory briefly mentioned 

'I'lie block diagram of in Fig. 7-20, while the detaded 

in tlie discussion of Rig- circuit needs very little 

sclieinatic diagram is shown g- ■ audio power amplifier 

discussion, since it is very similar to the usual auui P 
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with, the exception of the parallel-T network. This network is ineluciod 
to introduce a variable degree of phase-lead control for stability purposes. 

Each of the two input signals is impressed on a primary terminal of 
the input transformer so that the secondary voltage is proportional to 
the difference between the two input signals. The differenca^ signal is 
amplified and applied to the control winding of the two-phase low'-inert.ist 
servo motor. 1 

Although the general discussion of the ground-range resolver and tin’s 
three servo loops presented the problems one at a time, this procuHliii'-c’' 



c-losol.V iiitorrclatod. 
^ 7 - 22 . riK, 

develoD an a o potentiometer that i« vikihI to 

TaltrLse. ampUtude is proportional to the m-tual 

the 60-cps line Sinpc^ i-+ * + ^ ^^^^l^tion transfornior fronx 

the plTt oCter ( + <>f 

displacement of the slant LI l the accuracy by which the 

P nt ot the slant-range shaft is converted to a voltage, d’he 

ie operation of this servoamplifler ta discussed in RL Iteport No, fl4.« 
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^—Is. resistor in series with the range potentiometer serves merely as a 
divider. 

OThe rotor of the ground-range resolver is driven by a 6AG7 cathode 
f control grid is directly connected to the arm of the range 

p^o'fcentiometer. The cathode-follower circuit is identical to that which 
O-sed to feed the rotor of the range rate resolver discussed previously. 
Sin- < 3 © the gain of this cathode follower is nearly constant in the range used, 
title* rotor voltage varies directly as the range and is linear to about +0.2 
cent. The resolver output voltages are proportional to the ground 
i*gtns® and altitude respectively. 



]AtG. 7-22.-- -Grouiid-raUKo rosolvor and servo cliannols. 


The range voltage for use in the l/p servo loop is also obtained from 
hire cathode follower that feeds the ground-range resolver. The 1/p 
ipohentioineter which is turned by the servomotor is driven by a voltage 
oiitmined from the arm of the 1/p variable autotransformer. The voltage 
dLe-v'^loped across the fixed resistor is fed back to the 1/p servo input, 
APvrliere it is compared with the actual range voltage. Since the servo 
looji acts to equalize the two input voltages, the servo motor drives the 
of the 1/p potentiometer until this condition is fulfilled. The shaft 
a-nci arm of this potentiometer rotate an amount proportional to 1/p. 
"Tlxis same shaft is geared to the ball-positioning mechanism of the eleva- 
■fcioix ball-and-disk integrator. 

TChe adjustable resistor Pn is used to set accurately the value of the 
r>rop>ortionality factor between the current flow and the voltage fed 
ba-ck: into the 1/p servoamplifier. The arm of the 1/p variable auto- 
■fci7a,ixsf ormer is used to make the scale factor of the servo matching voltage 
■tko same as that of the input range voltage. 
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The 1/R servo loop is identical with the 1/p loop with the exception 
that the voltage whose amphtude is proportional to R comes from Sbxx 
output winding of the ground-range resolver rather than a cathode fol- 
lower. All other circuit details are identical with the channel discussocl 
above. 

It has been stated that the actual aircraft altitude is presented as 
dial rotation. With an actual radar installation, the altitude must 
computed from the other observed data. A voltage whose amplitude 
is proportional to altitude is obtained from an output winding of tlxc^ 
ground-range resolver as has been explained previously. The maximiixii. 
altitude permitted by mechanical design consideration was set at 35,000 



ft, whereas the maximum ground range was set at 100 miles. Thus, tlio 
maximum amplitude of the altitude voltage from the ground- 
resolver is only about 7 per cent of the maximum amplitude of the ground- 
range voltage. Since a higher voltage level is required for suitable alti- 
tude servo operation, a linear amplifier is placed between the altitudes 
output winding and the input to the h servoamplifier. The schematics 
diagram of this amphfier is given in Fig. 7-23. 

A two-stage i2(7-coupled amplifier is used to drive a 6 VO power 
amphfier. The output serves as one of the two input signals to the alti- 
tude servoa,mplifier. Since the amplifier must be linear to better than 
1 per cent in order that the altitude dial will present information witli 
1 per cent accuracy, a large value of degenerative feedback is included. 

1 he feedback loop returns a portion of the output voltage to the cathode- 
of the first stage where it subtracts from the input signal. 

With this amplifier, a gain of 60 is obtained and the linearity is of 
t e order of ±0.5 per cent. It accepts input voltages up to about 1. 
volt which corresponds to an altitude of about 40,000 ft. Thus thci 
amp 1 er is operated linearly in the desired altitude range from zero to 
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36,000 ft, and the output voltage level is in the range leading to optimum 
servo performance. 

The matching voltage for the altitude servo is obtained from the 
arm of the altitude potentiometer which is rotated by the h servo motor. 
'Phis potentiometer is driven from a line isolation transformer through 
the 47-k resistor which serves as an attenuator. The servo loop responds 
in a manner such that the potentiometer voltage is made equal to the 
h voltage coming from the amplifier. Since the h dial is geared to the 
altitude potentiometer arm, the dial will be positioned proportional to 
the potentiometer arm and hence proportional to altitude. 

7-11. Over-all System Operation. — Both the theory of operation of 
the spherical coordinate integrator and the actual form of its reduction 
to practice have been discussed in considerable detail in the foregoing 
sections. The way in which the positional data from the integrator is 
actually presented to the parent radar set in suitable form still remains 
to be discussed. 

The data defining the position of the aircraft with respect to the 
moving ship ordinarily obtained by the radar set are range, azimuth 
angle, and elevation angle. The equipment described presents this 
information in the form of mechanical shaft displacements, as has been 
shown, but some form of data conversion must be made before this 
output information can actually be used. In order to understand the 
necessity for this final data conversion, a brief discussion of radar trainer 
operation will be found helpful. 

The trainer generates i-f pulses corresponding in time to the actual 
range of the aircraft from the ship. These pulses are fed into the receiver 
of the parent radar set in place of the i-f signals normally feeding in 
from the crystal mixer. In order that the proper azimuth and elevation 
angle information be included, these i-f pulses are gated in accordance 
with the relative positions of the antenna mount of the radar set and 
the aircraft. When the position of the two coincide in both azimuth 
and elevation angle, the i-f pulses feed through; however, if these condi- 
tions are not fulfilled, the pulses do not feed through. 

The time-modulation circuit that causes the i-f pulses to appear at the 
proper time following the radar trigger is controlled by a d-c voltage. 
The integrator must therefore develop a d-c voltage whose amplitude is 
proportional to the displacement of the range shaft. This voltage can 
then be used to control the linear delay circuit. This data conversion 
is performed by gearing the arm of a linear potentiometer to the output 
range shaft. 

The azimuth and elevation angle information is obtained by mount- 
ing 360° potentiometers on the radar antenna mount azimuth and eleva- 
tion shafts and on azimuth and elevation output shafts of the integrator. 
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Therefore, two azimuth and elevation potentiometers are present; and 
if they are properly lined up, they can be used in two bridge circuits to 
furnish the desired gating voltages. The voltage from such a bridge 
circuit is a minimum when the arms of the two potentiometers in the 
bridge are in corresponding positions. If either potentiometer shaft is 
displaced, the output voltage mil increase in the usual manner. Thus, 
if the gating circuits are controlled so that the signal feeds througli only 
when the bridge voltage is a minimum, the synthetic radar echo appears 
only when both potentiometer shafts are in corresponding positions. 

The action is similar with respect to both the azimuth and the eleva- 
tion bridge circuits, but they respond to motions in planes perpendicuilar 
to one another. If the output voltages from the two bridges are properly 
mixed before being applied to the gating tubes, the gating is dependent 
upon the coincidence of both the azimuth and elevation angles of the 
aircraft and the radar antenna mount. The signals, therefore, appear 
only when the line of sight of the radar antenna mount intersects that 
of the aircraft. 

742. — Summary. — Two examples of electromechanical computer 
design have been presented. While at first glance the devices described 
appear to be exceedingly complex, upon closer study each is seen to con- 
sist merely of a collection of the simple computer circuits and devices 
presented in preceding chapters (and elsewhere in the Series) coordinated 
very much along the lines suggested by Chap. 2, and capable of design 
by straightforward methods. The authors are confident that the near 
future will see many more computing devices of this same general nature 
take their places as working tools of science and industry. 

The computer designs discussed in this chapter should serve also to 
underscore a point made earlier; namely, that there is an intimate rela- 
tionship between computers and servomechanisms. While servomec.h- 
anisms have been treated as a separate subject in the chapters which 
immediately follow, it should not be forgotten that these devices are as 
much a part of the computer designer's '‘bag of tricks" as any of thc^ 
devices presented in Part I. 
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INTRODUCTION AND SUMMARY OF DESIGN PROCEDURE 

By I. A. Greenwood, Jr. 

INTRODUCTION 

8*1. General Principles of Servomechanisms. — The design and use 
of servomechanisms have grown to be an extremely important part of 
electronic and mechanical technology. The increasing demands of 
engineering and science for greater accuracies, speeds, and efficiencies; 
the comparative newness of many aspects of the subject; and the increas- 
ing availability and use of wartime developments are factors that tend 
to make the servomechanism field one of rapid growth and widespread 
interest at this time. The exacting technical requirements of military 
devices brought a great acceleration in servo develppment during World 
War II, and servos for military purposes were produced in vast quantities 
during the war. 

For the purposes of this book the definition of the term ‘^servo- 
mechanism” as proposed by Hazen^ and used by HalF-^ and others will 
be used. According to this definition a servomechanism is “a power- 
amplifying device in which the amplifying element driving the output 
is actuated by the difference between the input and the output.” An 
example of a servomechanism is the simple data-transmission system of 
Fig. 8T, With this system it is possible to turn the input shaft through 
the angle 6i and to have this motion repeated by an output shaft rotation 
of do at a remote location, with a power amplification. If the rotation 
of the output do is different from the rotation of the input di, an error 
voltage e is developed across the rotor leads of the synchro control trans- 
former.® This error voltage is phase- or sense-detected to yield a d-c 
signal that when amplified and used to control power to the motor 
will result in rotation of the motor tending to make do correspond to di. 
Other schemes accomplishing the same end are, of course, used. At 
first glance, it would appear that this is a fairly simple and potentially 

^ H. L. IlaKcn, “Theory of Servomechanisms,'’ Jour. Franklin Imt., 218, No. 3, 
279-330, September 1934. 

^ A. C. Hall, The Analysis and /Synthesis of Linear Servorn.eehanisws, MIT Servo- 
mechanisms Laboratory, 1943. (Reprint of MIT doctorate thesis.) 

® See Vol. 17 for a detailed discussion of control transfornK'rs. The subject is 
also treated in Sec. 13-2. 
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very useful device. This is true. Its apparent simplicity, however, 
may be misleading in that careful and intelligent design based on a knowl- 
edge of feedback theory is needed in order to ensure that the resulting 
simple device will operate as desired. There may be a surprisingly 
close resemblance between the circuit diagram of a useful and well- 
behaved servomechanism and the circuit diagram of a servomechanism 
that will burst into violent oscillation the moment power is applied. 
Once the dangers are recognized, however, the techniques of servo design 
are sufficiently straightforward so that design and use of servos can and 



Input Output 

^ Fig. 8.1. — Simple remote follow-up servomechanism. 


should become a useful professional tool for the average engineer and 
scientist. 

It is of interest to inquire further into the advantages that servo- 
mechanisms may offer. An important advantage follows from the 
definition, that is, the ability to amplify power, usually mechanical 
power. A second advantage, mentioned in connection with the servo 
of Fig. 8- 1, is the ability to transmit information from one place to another. 
The combination of these two advantages, the ability to control large 
powers remotely, has accounted for the development of a large fraction of 
the servos that have been used to date. An advantage somewhat related 
to the second listed above is the elimination of reaction on the controlling 
element when large powers are controlled. An interesting application 
in which this property is of importance is the use of servomechanisms to 
allow unilateral flow of torque from one element to another in the M.I.T. 
differential analyzer. ^ Other advantages of servomechanisms are the 
result of their ability to effect transformations from one type of data 

1 Bush and Caldwell, “A New Type of Differential Analyzer,” Jour. Franklin 
240^ 255 326^ October 1945, 
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representation to another, the most common transformation being from 
electrical data to mechanical data. This ability to transform from one 
data representation to another is of itself a valuable feature; it also allows 
the techniques and advantages of feedback to be applied to systems 
involving other than purely electronic elements (e.g., mechanical and 
electromechanical elements), thereby increasing their accuracy of opera- 
tion, speed, and efficiency and making possible automatic operation. 

In Fig. 2-7 a servomechanism is used to operate the bridge computer 
of Fig. IT. This illustrates the use of a servomechanism to apply feed- 
back techniques to a loop involving electromechanical elements, thereby 
changing the bridge into a device that may operate automatically. 

8*2. Uses of Servos. — All of the advantages of servomechanisms 
mentioned in the previous section apply to servomechanisms used in 
computers. This type of usage was discussed in Sec. 2-7. Examples of 
computers using servos are numerous, particularly in the field of military 
devices. A differential analyzer application has already been mentioned. 
Servos have been used in computers for ground- and ship-based anti- 
aircraft gunnery, air-to-air gunnery, and bombing. 

The ability of servos to facilitate control at a distance finds many 
industrial and military applications. Practically all heavy antiaircraft 
artillery, for example, is servo-controlled by the output of some type of 
computer usually located remotely from the guns. The use of servos for 
control of industrial machinery is a rapidly expanding field, a spectacular 
example of such an application being a servo-controlled, aircraft wing 
spar milling machine^ which cut the time required for a complicated 
machining job from 13-2- hr to 5 min. Servomechanisms have been used 
for turning the tuning condensers of push-button-controlled radios. An 
interesting application of servomechanisms has been in the manufacture 
of fissionable material for the atomic bomb, in which whole compli- 
cated processes were remotely controlled. This is but one example from 
what is probably the largest field of application of servomechanisms — 
industrial process control. An extensive technology® on process control 
has already been built up. It is of interest to note that many of the 
control devices used in present-day process control techniques are based 
on other than electronic methods. There is good reason to believe that 
many of the electronic devices reviewed in this volume and similar 

^ Electronics 17, 146, October 1944. 

“ H. Smyth, Atomic Energy for Military Purposes, XJ.S. War Dept., 1945, Secs. 
7, 27, and Appendix 4. 

® See for example, D. P. Eckman, Industrial Process Control, John Wiley & Sons, 
New York, 1945; and E. S. Smith, Automatic Control Engineering, McGraw-Hill 
Book Co., Inc., New York, 1944. 

« Cf. Sec. 12-16. 
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devices will see greatly increased use in the process control field during 
the next few years. 

8*3. Definitions of Terms and Concepts. — Hazen’s*^ and Tlairs^ defini- 
tions of the term servomechanism as '‘a power-amplifying devic.e in 
which the amplifying element driving the output is actuated by the 
difference between the input and the output^’ has already been mentioned ; 
for the purpose of this book, this definition will be used. l''here are 
alternate definitions in the literature, however, that are of interest. The 
ASME Proposed Glossary of Automatic Control Term.s^ uses the teiun 
“automatic controller in nearly the same sense that servomechanism 
is here used, defining it as a “mechanism which measures the value of a 
variable quantity or condition and operates to correct or limit deviation 
of this measured value from a selected reference.” Two differences are^ 
noted: lack of an implied power amplification and use of a “selected 
reference” as opposed to “an input.” 

Current usage considers the words “servo” and “servomechanism” 
as equivalent, although Brown gives a distinction between the two terms 
in an early paper. ^ A recently proposed British definition^ of the tc=irm 

“servo system” is “a power amplifying, automatic, error-ac,tuated 
control system.” 

Following a definition by Harris,® a “regulator” is considered to be 
a special type of servomechanism which tends to keep a physical quantity 
at a constant level, whereas a servomechanism may make the pliysi(*,al 
quantity vary over a predetermined cycle or vary as a definite function 
of some other arbitrarily varying quantity. A recently proposeHl British 
definition^ of the term automatic regulator system differs only slightly 
from Harris^ usage in defining it as “an automatic error-actuated control 
system, the input signal to which is preset to a constant value or to a 
^nes of values varying with respect to time in a predetermined manner.” 
The British definition will be used in this volume for the term “ automatic, 
control system” or merely “ control system, ” defined as “an arrangement 


^ Hazen, loc. cit. 

® Hall, loc. dt. 

RepoS; Servon^echanfams NDR.C S,-.,. I)-2 

of Science, Janu^Tme Servon^echanisms, published by Military nolloB,. 

Design of Servomeohanisnis.” NDRf! 


^ Ministry of Supply Servomechanisms Panel, op dt 
^ Ibid, II'- 
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of elements interconnected in such a way that the operation of each 
depends on the result of the operation of one or more other elements, 
the purpose of which is to control some condition of a body, process, or 
machine.’' Hall's^ usage of this term is nearly the same but includes 

the idea of power amplification. ^ i .u + 

It is of importance to distinguish between the types or control that 

Hall has referred to as ‘‘open-cycle control” and “closed-cycle control. 
Open-cycle control works on signals received solely from a controlling 
instrument, while in closed-cycle control system, additional signals that 
are derived from the position of the device or the state of the process 
being controlled are received by the controller. Hall's term “ open-cycle 
control” has been referred to by the ASME Glossary‘s as “some form o 
automatic operation,” and by the British as an “unmonitored control 

system” or “input-actuated control system.” 

The term “error” is used by most authors to represent the difference 
between the servo input and output. The ASME recominended term 
for this is “deviation.” The terms “misalignment” and difference . 

are occasionally used. _ .1^4.* 

When highest accuracy in a servomechanism is required, a continuous 

control system” is usually used. HalT defines such a system as one in 
which “a definite and continuous corrective action is developed by the 
servo controller and applied to the device being controlled no matter 
how small is the error in the position of that device.” The majority 
of the devices covered in Part II of this volume will be continuous-control 
devices or devices operated such as to closely approximate continuous 
control. For example, a vacuum-tube motor control is a “continuous 

control”; an on-olf relay motor control is not. i v , 

For the purpose of this volume, a distinction must be made between 
instrument servos and power servos. The present treatment is limited 
to instrument servos. An instrument servo is arbitrarily defined ^ a 
servo rated at less than 100 watts maximum continuous output, ihe 
term “instrument” in this title is derived from the fact that most of the 
servos discussed will be those used in instruments, but exceptions will 
be found. A synchro system by itself is not here considered to be a 
servo, since it involves no power amplification, and is not treated. The 
use of straight synchro systems is discussed in Vol. 17, while VoL 20 

treats higher-power servomechanisms. , . , 

The term “nonlinear servo” will be used frequently m this volume. 
Two types of nonlinearity are recognized. In one type, elements such 
as amplifiers or motors are nonlinear. In the other type, the gain of t e 

^ Hall, loc. cit. 

2 Eckman, o'p. cit., pp. 224-230. 

Hall, loc. cit. 
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servo varies over the working range of the inputs and outputs; but for 
any small region of the working range, the performance approximates 
that of a servo with linear elements operated at a gain determined by the 
particular region of operation chosen. An example of this type of non- 
linearity is the resolver servo of Sec. 14-3. Obviously, if gain varies 
drastically over a small region, nonlinearity equivalent to the first type 
may result. Both types of nonlinearity may be present at once. Non- 
linearity is treated in Sec. 11*11. 

A convenient classification of servos may be made in accordance 
with their uses, the principal examples of which are “position servos” 
and “velocity servos.” A “position servo” is one in which the displace- 
ment of an output shaft or its equivalent is controlled by some input 
variable. The simple servo shown in Fig. 8T is thus a position servo. 
A “velocity servo” is one in which the first derivative with respect to 
time of the output is controlled by the input variable or the error signal. 
In some cases, there may be difficulty in deciding which of these classifica- 
tions is appropriate. Consider, for example, the case of a velocity servo 
used to integrate an input voltage. Since the input voltage is usually 
measured across a resistance, the input might be thought of as charge 
rather than voltage, in which case the output rather than the derivative 
of the output would seem to be the quantity directly controlled by the 
input, and one would be tempted to classify this as a position servo. 
Its correct classification as a velocity servo is clarified by examination 
of the error signal controlling the output. In this case the error signal 
is a voltage that is a function of the first derivatives of assumed input 
and output. There are a few types of servos that do not fit either posi- 
tion or velocity servo definitions very well ; nevertheless, these descriptive 
terms are widely used and are appropriate in most instances. Servos 
could also be designed such that the second or higher derivatives of the 
output would be controlled by some input variable, but such servos are 
extremely rare. 

8*4. Plan and Scope of Part II. — Following the above introductory 
sections are a number of sections dealing with the recommended proce- 
dures and techniques for designing electronic instrument servo systems - 
These constitute a summary only, with references to following sections 
where detailed discussions of each of the various components may be 
found. Chapters 9, 10, and 11 present a theoretical background for the 
study of the characteristics of servo components and of over-all servo 
systems, emphasizing particularly factors of stability and over-all 
accuracy. This theoretical discussion approaches the servo design 
problem from both the transient and steady-state viewpoints. A 
number of special problems, such as data smoothing, nonlinearity, 
gear ratios, etc., are discussed in Chap. 11. Chapter 12 is devoted to a 
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rather detailed discussion of the principal components of the usual elec- 
tronic servo systems, namely: data input and output devices, amplifiers, 
phase detectors, modulators, etc.; motors and other power devices; and 
power-control circuits. Chapter 13 summarizes practical techniques 
for obtaining measurements of the characteristics of servo cornponents 
and servo systems. Chapter 14 summarizes a number of special servo 
systems. Detailed circuit diagrams aie included. 

Although the emphasis of this treatment is on electronic devices, 
brief references to some competing nonelectronic devices have been 

included. 


DESIGN TECHNIQUES 

8 - 6 . Preliminary Design Data.— The first step in the design of a 
servomechanism is the determination of what must he designed. This is 
important, and time spent in carefully stating design requirements will 

generally be saved in succeeding stages of the design. 

Type of Servo Required. — It must first be decided what functional 
type of servo is required, that is, velocity servo, position servo, etc. 
Other classifications of servos that have been mentioned, such as con- 
tinuous vs. noncontinuous or linear vs. nonlinear, specify alternate ways 
of fulfilling given requirements rather than fundamental classifications 
of the rec[uirements with which this section is concerned. 

Data Input and Output Representations. — The input and output 
representations of data must be specified. The subject of data representa- 
tion is discussed in Secs. 2-11 to 2-13 and in Secs. 12-1 to 12-6. Before 
the servo of Fig. 8-1 could be designed, for example, it would be necessary 
to know that the input data representation is a mechanical shaft rota- 
tion and that the output data representation is also a shaft rotation. 
Scale factors and ranges must, of course, also be known. 

Power AvaUable. — The power available should be specified as to 
voltages, allowable currents, and, if alternating current, the frequency. 
Voltage and frequency tolerances are very important in servo design 

and should be carefully determined. 

Quality. — It is important to speiufy accurately the minimum accept- 
able quality. A design procedure must attempt to yield a servo a factor 
of safety better than this minimum; to go very much further may be a 
waste of expensive equipment and design time. In many cases the 
requirements on a servo are so severe that one must go to extremes of 
present techniques to achieve satisfactory peifoimance, in other cases 
cheap simple devices and rudimentary design may suffice. 

Quality may be expressed in a variety of ways. Maximum, average, 
or probable errors may lie stated for specified inputs. Probable oi 
average errors are usually associated with input and noise specified in 
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terms of their power-frequency distributions. Maximum errors under 
the special input conditions of velocity and position steps of given mag- 
nitude are frequently used. Steady-state velocity and accleration errors 
are very convenient means for specifying quality; it will be shown later 
that they may easily be related to the feedback loop decibel gain vs. 
log frequency characteristics of the servo. Bandwidth is frequently 
used as an index of ‘‘speed of response/^ a term somewhat loosely used 
but referring principally to the acceleration of a servo. 

It is usually desirable to specify the damping of the servo. For this 
the damping factor (or factors) may be used; a more convenient index 
of stability is the height of the peak of the sinusoidal steady-state over- 
all response curve (c/. Chaps. 9 to 11). The smoothness of operation 
may also be specified. 

Load Specification . — It is necessary to specify the force or torque 
and inertial load on the output of the servo and the speed range over 
which it must operate, including slewing. 

Other Factors . — The list of design factors of Chap. 19 should be 
checked; appropriate factors listed as design requirements; and specific 
limits and operating conditions chosen for these design factors. Factors 
particularly to servos are the following: slip ring and com- 
mutator electrical noise, operating position, backlash, hysteresis, life, 
and reliability. 

8*6. Design Procedure. — The following discussion of design procedure 
is intended merely to summarize the recommended steps in designing a 
servomechanism after the preliminary design data have been assembled. 
For most steps, a reference is given to a succeeding section for detailed 
treatment of the problems involved. Although arbitrary, the procedure 
has been found to be useful. 

After completing the preliminary specifications, the designer may 
proceed as follows: 

1. Choose the motor and motor-control circuit or their equivalents 
and the approximate motor gear reduction. Chapter 12 treats 
these components. Problems of gear ratios, friction, and back- 
lash are discussed in Sec. 11T2. 

2. Choose the data input and output devices and their approximate 
gearing, unless these have already been specified in the preliminary 
design data. See Secs. 12T to 12‘8 for a detailed discussion of 
data input and output devices. 

3. Choose types of circuits for the amplifiers, phase detectors, modu- 
lators, demodulators, etc., required. In the choice of these cir- 
cuits sufficient amplification should usually be allowed to make up 
a loss in gain of roughly 10 (20 db) due to phase-lead circuits which 
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may be used for stability in addition to the usual factor of 2 to 
4 for tube aging, line voltage changes, component aging, etc. See 
Secs. (12-10 to 12-12 for further discussions of these circuits. An 
important part of this design step is a choice of the type or com- 
bination of types of controller characteristics that are to be 
achieved. Chapters 9 to 11 discuss these characteristics. 

4. Make a first design in some detail for each of the above por- 
tions of the servomechanism. It should be kept in mind that only 
parts procurable in the desired quantities should be specified, even 
in this early phase of the design. The remarks of Sec. 2-2 apply 
here. 

5. Determine by calculations, measurements, and reference to pre- 
viously established data the detailed characteristics of the motor 
and control equipment ; the amplifiers, phase detectors, modulators, 
etc.; and the input and output devices. This may or may not 
include phase-lead circuits or devices. See Chap. 13 for a dis- 
cussion of the techniques of such measurements. The theory of 
Chaps. 9 to 11 will be found helpful in any calculations required. 

It may be desirable to build up a breadboard model of the 
power-control circuit so that empirical data on the motor and 
control circuit combined may be obtained. This procedure is 
particularly justified when local feedback is used in the power- 
control and motor circuits, resulting in more nearly linear over-all 
characteristics for the combination than for the motor alone or 
when the waveforms of the controlling circuit are so complex as 
to make the accuracy of theoretical calculations questionable or 
the labor of computation excessive. 

6. On the basis of the information obtained in the last step, design 
in detail the phase-lead circuits, integral control circuits, amplifiers, 
velocity feedback circuits, dampers, or other devices or circuits 
where changes in the shape of the transmission-frequency char- 
acteristics will improve the stability, accuracy, or smoothness. 
The theoretical treatment of Chaps. 9 to 11 should be referred to. 

7. Work over the design to make all elements consistent with the 
preliminary design considerations and specifications and with each 
other. 

8. Build a prototype or breadboard model to test performance and 
as a check on the theoretical calculations. It is good practice to 
test such a model at some time with all limit tolerance parts, with 
tolerances chosen such that resulting errors will add. 

A breadboard model or prototype model also allows the final 
adjustment of component values that is often necessary even 
with good theoretical design. 
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9. Determine tolerances and specifications for each and every com- 
ponent. A design cannot be considered complete until this has 
been done in every detail and the component is shown to be obtain- 
able in the quantity required. Failure to complete this may mean 
that a single unsatisfactory component will necessitate a complete 
redesign, although this is not likely. 

The steps of this procedure, particularly the first three, are intimately 
related. It will usually he uecessavy to repeat the procedure several times 
before a fully satisfactory design is achieved. 

8*7. Design of Servos by Experimental Techniques. — For low^-quality 
servos or for designs that are similar to previously tested designs, it is 
sometimes safe to omit the theoretical design of stabilizing circuits. 
Final component values under such a shortened procedure are determined 
by experiment and test, using limit tubes and components if possible. 
Preliminary design is based on sufficient gain to allow for a stabilization 
circuit attenuation factor of roughly 10, unless other stabilizing means are 
used, and must include the right type of controller characteristics as 
mentioned in Step 1 of the design procedure of the preceding section. 
It is important that the servo designer understand the theory of use of these 
various types of controller circuits regardless of whether or not the theoretical 
calculations are made. A person who works with servos can rapidly 
acquire an ability to adjust an existing design to near-maximum per- 
formance. When this ability is combined with a basic understanding 
of the theory of servomechanisms and of the many special-purpose cir- 
cuits and devices available, the resulting combination of skills will fre- 
quently allow good servos to be produced rapidly without extensive 
theoretical calculations. Acquisition of the adjustment skill alone, 
however, is usually wasteful of time in the long run. 

Where a design is to be produced in quantity, it is desirable to know 
what the accuracy and stability safety factors will be under adverse 
combinations of production component tolerances. The extreme impor- 
tance of having this information for production designs normally justifies 
both theoretical analysis and careful experimentation, although careful 
experimentation alone may suffice in some cases. 



CHAPTER 9 

SERVO THEORY: INTRODUCTION AND TRANSIENT ANALYSIS 

By G. L. Kreezer 

INTRODUCTION 

94. The Aims of Servo Theory.— The following three chapters deal 
with the application of mathematical methods to problems of servo 
design and adjustment. A later chapter deals with the considerations 
relevant to the selection of the components of a system intended to meet 
given performance specifications. Ways of evaluating this provisional 
choice to determine if a system made up of these components will, in 
fact, perform as required will be considered here. Theoretical principles 
are introduced at this point, since it will be helpful for them to be kept 
in mind in the survey of available components that follows. 

To evaluate a system made up of a given set of components, the most 
obvious procedure is to construct a trial model and determine its per- 
formance through actual observation and test. Such a procedure is 
more readily feasible in the case of small instrument-type servos than it 
is for systems of greater power level, but even here it may be uneconomical 
of time and materials, reciuiring a long sequence of trial constructions 
and tests. It is natural, therefore, to attempt to carry out the trial 
construcdiion on paper through the medium of a mathematical model. 

So-called servo theory makes possible the constiuction of a symbolic 
model of the proposed system in the form of mathematical equations, 
and the carrying out of the appropriate tests, experiments, and adjust- 
ments on tins model by means of mathematical operations. The basic 
ciuestions in sc^rvo theory are, therefore, the same obvious ones that any 
experiments with a physicial modtil would attempt to answer. 

1. How does tliis system perform? 

2. How docs its performance (‘-ompare with the standard specifications, 
set up on the l)asis of practical needs? 

3. If it fails to meet performance specifications, how can it be modi- 
fied so tliat it will do so? 

Thcordt.icijil lias tJic adilitioiuU iiua-it of fiuiilitating spoeific.atioii of 

production tolcriimu^s of the coiniioiHHiiH to l)e usikI in a, given system. For on a 
mathematical basis, the (dTe(?t on porfortnanee of vniriations in magnitude of com- 
ponent paramet(!rs may he rnaHlietcd. On an experimental basis, trials are necessary 
of the wonst eases to b(5 exp<icted in practice. 
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The methods of servo theory are designed merely to make possible 
answers to these simple questions. In the present account, these ques- 
tions will be used to provide the framework for our survey. Thus, 
under the subject of the determination of system 'performance wiU be con- 
sidered the methods available for finding out how a given system per- 
forms; under the subject of evaluation of system performance, the ways 
available for comparing its performance with specifications; and under 
the subject of correction of system performance, ways for removing defi- 
ciencies in performance through suitable modifications in the structure 
of the system. In a final section on special problems, some problems of a 
more complex or special type will be examined. But it is necessary to 
review first certain preliminary concepts and definitions that will be 
utilized in subsequent discussions. 

Preliminary Concepts and Methods 

9*2. Transformation and Operational Methods- — In the present 
survey of servo theory, considerable use will be made of the Laplace 
transformation. It is necessary, therefore, to review some of the salient 
features of the method. 

The Laplace transformation provides a way of representing a function 
of a real variable /(i) by a function of a complex variable F{s), and con- 
versely. The variable t will be regarded here as standing for time, and 
the complex variable s as standing for o- jo:. By means of the direct 
Laplace transformation, we may pass from the real function f{i) to the 
complex function F{s), This transformation is designated symbolically 
as 

i2[/(0] = F{s) 

and is read “the Laplace transform of f(t) equals F{s').^^ By means 
of the inverse Laplace transformation, we may pass from F{s) to f{t). 
In symbols, 

£-^[F(s)] = m 

and is read, “the inverse Laplace transformation of F{s) equals f(t).^’^ 
The equations^ defining these two transformations are 

1 In representation of functions in the two domains, the practice of Gardner and 
Barnes of representing functions of a real variable by small letters and the correspond- 
ing function of a complex variable by large letters will, for the most part, be followed. 
Occasionally, the same letter will be retained for the corresponding functions in 
the real and complex domains, where ambiguity might otherwise result. In every 
case, however, the domain in which the function lies will be indicated by the variable 
inside the parenthesis. Thus ej(0 is a function of time, and ei(s) is its Laplace trans- 
form, a function of the complex variable s. 

2 For a discussion of these equations and the conditions for their validity see 
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F{s) == £>[f(t)] = di, era < or, (1) 

and 

/(« = rs. i < t 

The possibility of a function being represented as a function either of 
a real variable or of a complex variable is of value in that a problem 
difficult to solve in one domain may be relatively easy in the other. 
Difficulties may then be bypassed by shifting to the less difficult domain. 
In the case of the problems arising in servo theory, this advantage will 
be utilized chiefly in the provision of relatively simple procedures for 
the solution of linear differential equations. Differential equations 
involving functions of time become after transformation algebraic 
equations in s. These equations can be manipulated easily by purely 
algebraic operations. We may solve for the function of interest, in the 
complex domain, and then pass to the corresponding real function that 
provides the solution of our differential equation. Certain special 
advantages arise in relation to the concept of transfer function which is 
considered below. It should be noted that since our direct transform 
F(s) is a function of a complex variable, it is feasible to apply, where 
useful, any of the special procedures that form a part of complex function 
theory. 

So much by way of preliminary orientation. The chief relation- 
ships that we shall need to use in our treatment of servo systems may now 
be summarized. ^ The starting point for a given problem will typically 
be a differential equation made up of functions of L The first step in 
the use of the I^aplace transformation will consist in application of the 
direct Laplace transformation to both sides of the equation. This 
operation might be carried out by application of the defining Eq. (1). But 
since certain types of function and algebraic operations on functions 
repeatedly oc.cur in different equations, it has been found convenient 
to set up tables of transform pairs such as Tables 9-la and 9-15, which 


M. F. Gardner and J. L. Barnes, Transients in Lvrmir Systems, Vol. I, Wiley, New 
York, 1942, pp. 100-107. 

’ For the (h^ivation of l.hesc relationships and a fidler treatment of the Laplace 
transformation, the following references maybe considted: Gardner and Barnes, loc. 
cit.; N. W. McLachlan, Complex Variable and Operational Calculus, Cambridge, 
London, 1942; 11. V. Churchill, Modem Operational Mathematics in Engineering, 
McGraw-Hill, New York, 1944; G. Doetsch, Theoric und Anwendung der Laplace 
Transformation, Springcir, Berlin, 1937; F. S. Smith, Automatic Control Engineering, 
McGraw-Hill, New York, 1944, pp. 302-308. A brief treatment may be found in 
Vol. 18 of this series, present account is based largely on Gardner and Barnes. 
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show the result of applying the direct and inverse transformations to 
commonly occurring functions and operations. 

Table 9- la. — ^L aplace Transform: Pairs for Operations 


No. 

m 

Fis) 

Special conditions and definitions 

a 

afit) 

aF(s) 

a is a constant or a variable independent 




of t and s 

b 

Mt) ±Mt) 

Pi(s) ± F 2 CO 


c 

df{t) 

dt 

sFis) -/(04-) 

/(O-f) is value of f{t) immediately fol- 



lowing i = 0 

d 

djit) 

dt^ 

s^F(s) - sf(0+) -/'(O) 

/<0) = T],_„ 

e 

1/(0 dt 

F(s) /-K0+) 

/“TO = mt) dt 


S 5 

/-H0+) =/-K0]i=o+ 


Table 9*16. Laplace Transform Pairs for Functions* 



Table 9Ta shows the effect of applying the direct transformation to 
the most commonly occurring operations. In Column 2 is shown tlic 
real function in Column 3 the equivalent complex function F{s), 
obtained after application of the direct transformation. Column 4 
specifies the special conditions under which the correspondence is valid. 

Table 9T& is a similar table for spQciYic: functions. Column 2 gives 
the real function f ({) ; Column 3 the corresponding complex function 
F{s). In any given problem, one need only find the appropriate func- 
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tion in the table and can then write down the function in the other domain 
to which it corresponds, much as he would use a table of integrals. 
Column 4 gives era, the a of absolute convergence, i.e., the minimum value 
of the real part of s for which /(^) can be regarded as the inverse transform 
of F{s)A Columns 5 and 6 give a graphical representation of the trans- 
form pair in question. Thus column 5 shows the location in the complex 
plane of the poles of the function F{s), and Column 6 the graph of the 
type of time function corresponding to this location of the poles. ^ Deter- 
mining the location of the poles of a complex function F(s) is of great 
importance, since the location and order of the poles establish the 
nature of the time function that appears on carrying out the inverse 
transformation. 

It may be of interest to add a few words on the relation of the Laplace 
transformation to the historically older operational methods derived 
from Heaviside. The Ijaplace transformation method has been char- 
acterized as the modern equivalent of the Heaviside operational calculus. 
The expressions derived by the two methods show marked similarities. 
Smith has aptly referred to them as “two dialects of the same mother 
tongue.”® The chief differences consist in the method used to represent 
input functions and in the method of inserting initial conditions. The 
differences in appearance are at a minimum when the initial conditions 
are zero. Thus, if with initial conditions zero the Laplace transformation 
is applied to a differential equation to obtain an algebraic equation in s, 
the same result (;ould be ol)tained by substituting s for the differential 
operator d/dt and 1/s for the integration operator, just as in the case of 
the operational calculus. Where time functions such as di(t), 6oit), or 
E(t) occur, they arc still written as functions of t in the case of the 


1 Soo (lardiH'r juid op. cU., pp. 102, 122jr. 

2 It will bo rcoallcMl tlint tlu^ pobss of a coiriplox fiinctkm F(s) constitute a certain 


type of siiiKularity of tlu^ function, Hinffularities being tbo values of .s for which F(s) 
or its first derivativt^ fails to (jnit(‘ and Hinghvvalucd. (See McLachlan, op. ait, 
pp. 8-14.) If it is asHuniod that. /•'’(«) is a rational function, it may bo represented as 
the ratio of t.wo polynomials PU) s.nd Q{s) of degrees m and n respectively. If the 
roots of Pis) and Q(s) are known, tlnui the; function /'’(«) can be represented a.s in Eq. 

(3). , , 

... . P(.s) (a + Sa)(s +■ • (s + W fo\ 

F{s) “ -i'.-';-',' = ■ — v: i 


Q(s) (s -1- Si) (a -i- S 2 ) 


(S + Sn) 


where — .s«, ■ • • , arc; the roots of P(s) ~ 0, and — .s-i, — Sa, 

are the roots of Q(s) == 0. If idtmtical factors in numerator and denominator have 
been (^a.n(*ol('d ont, a.ml if is given tlu^ valiie of any one of the roots of the denomi- 
nator, Q(«) will (xiual zero and F(s) will equal infinity. The roots of Q{s) are there- 
fore di'signated as '‘p<>l<'‘‘^/’ first-order poles if the root occurs only once, second-order 
poles if a particular root occurs twice, and so on. In similar manner, the roots of 
P(s) are called the “zeros” of the function E(s). 

^ Smith, op. vit., p. 803. 
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Heaviside operational method but are written as functions of s in the 
case of the transformation method. Consequently, in the operational 
calculus, operational expressions in p may be found combined with, time 
functions, whereas such hybrids will not occur if one is using a transf orma- 
tion method. Equations will contain only functions of time in the real 
domain or only functions of s in the complex domain. A more fundamen- 
tal difference between the two methods lies in the fact that the s of the 
expressions obtained by means of the Laplace transformation is a complex 
variable whereas the p or 1/p of the expressions obtained in the Heaviside 
calculus are merely symbols for the operations of differentiation and 
integration. Despite this difference in the fundamental significance 
of the variable s or p,^ it has been customary to refer to both types of 
expression as operational expressions, a practice that will also be fol- 
lowed here.^ 

9-3. Transfer Functions. — A concept that pervades the entire field of 
servo theory and is basic in the application of the frequency method of 
analysis is that of transfer junction.^ The nature of the concept may be 
understood by considering its relation to the differential equation used 
to describe a given system. Let us assume a system describable by an 
ordinary differential equation with constant coefficients, such as Eq. (4). 
The independent variable is time t, and the dependent variables 6i, and 
Oo are regarded as functions of time. In functional notation they may 
be written Biit) and Soil). The term di{t) can be regarded as the forcing 
function or input signal of the system, and do{t) as the response or output 
signal. The transfer function is defined as the ratio of the output to 

1 The particular symbol used in operational expressions whether s, p, X, or iiiiy 
other is, of course, trivial. 

^ For further discussion of the relation of different operational methods, see 
Gardner and Barnes, op. cit., pp. 99-107 and pp. 359-366; McLachlan, op. cit., pp. vi, 
115; and Smith, op. cit, pp. 302-306. 

3 Somewhat different names have been used by different authors in referring to this 
concept. Thus Gardner and Barnes, op. cit., pp. 132, 152, use the term system func- 
tion. This is a term which we should have preferred except for the possible implica- 
tion here that the term applies only to the entire servo system. H. W. Bode, IVetzoork 
Analysis and Feedback Amplifier Design, Van Nostrand, New York, pp. 15, in 

general uses the term immittance function, although at times he also uses th.e term 
transfer function in the sense used here. A. C. Hall, Analysis and Synthesis of Juinear 
Servomechanisms, MIT, uses the term transfer function; but in defining it, he seems to 
limit it to what we call the feedback transfer function. 'Writers following the tenmi— 
nology of the Heaviside operational calculus use the term operators. McCoH, Servo- 
mechanisms, Van Nostrand, New York, in dealing with steady-state relations, uses 
the term transmission ratio. The familiar concepts of transfer impedance and admit- 
tance functions of electrical circuit theory may be regarded as special forms of bransfesr 
function. See E. A. Guillemin, Communication Networks, Vol. 2, Wiley New York 
1935, p. 475. > 
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the input, after the differential equation has been transformed to an 
algebraic equation through the application of some one of the methods 
of operational calculus (Heaviside calculus, Fourier transformation, or 
Laplace transformation). These steps are carried through for Eq. (4), 
with the Laplace transformation being used to transform the equation. 
We may assume that the initial conditions are all zero. 


and 


<£ 



r d‘^do(t) 

df^' 


+ / 


dt'^ 


-j- £/ 


ddojt) _ 

dt 

.ddo(t) 

^ dt 


diit) , 




JsHo{s) + fsdo^s) = 6i{s), 
{Js^ 4-/S) eo{s) = di{s), 


0o{s ) ^ 1 , 

0i(s) J S“ fs 


(4) 

( 5 ) 

( 6 ) 

(7) 

( 8 ) 


In accordance with our definition, the ratio 6o(s)/di(s) may be designated 
as the transfer function of the system. The chief advantages resulting 



-< P{s) 

w 

1 





Ih'uk 9-1. Block (Uapcrain illu.HtratinK uae of trnusfer function. 

from use of tlu^ f.ransfc’;r function csoncept in servo theory may be briefly 
summarizcMl. 

1. t,ransfer function fits in readily with the representation of 

complex systtuns by means of V)lock diagrams. Thus a given block, in a 

block diagram, (sorresponds to the 

transfer function. The forcing EiM 

function, in opcu-ational form, is 

COnsidfUX^d as the input: and the 9-2.-™-Ooiubinations of transfer func- 

. , . , tions. 

responscb m opcn-ational form, as 

tlie output, 'rhus Eep (8) may be represented by the block diagram of 
Fig. 9* 1. A scMiut^nc.e of such, units in cascade, as in Fig. 9*2, can be used 
to represent a s(‘t of indc^pendent transfer functions. This correspondence 
will be (dcarcu* from the discussion below on the combination of transfer 
functions. 

2. The responses of a given system to an arbitrary forcing function 
can be simiily reprc^scnited as the product of the forcing function, in 
operational form, and the transfer function. This result follows directly 
from the dehnition. I.et \is represent the transfer function as P(s). 
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Then, 


Bois) 


= P(s), 


Bi{s) 

do{s) = P(s)0i(s). 


To obtain Bo as a function of time, it is necessary only to transform tlie 
function P(s)di(s) to a time function by means of the inverse Laplace 
transformation. 

3. The transfer function concept provides a convenient way of obtain- 
ing the over-all equation of a system from, the transfer functions of com- 
ponent units. Let us consider the system represented in Fig. 9-2. 
Reading from left to right, the output of each unit is the input for the 
next. The over-all transfer function E 4 is)/Ei(s) may be readily found, 
since it will be the product of the component transfer functions. Thus, 

= Pi(s)P,(s)Ps(s). (9) 

4. A special case of the general transfer function P(s) is the frequency 

transfer function The independent variable (s) of the transfer 

function P(s) is complex and may be regarded as equivalent to <r -f- 
with cr the real part and jco the imaginary part of the complex variable (-s) . 
If 0 - is taken as 0, s = jo> and can be substituted in the transfer function 
in place of (s). Accordingly, Eq. (8) becomes 

= 1 = 1 ^ , 

This form of the equation can be designated as P{j(jo). Since w can he 
regarded as representing the angular frequency of a sinusoidal function, * 
this form of the transfer function leads to the representation of response 
of a system as a F ourier spectrum. The means for computing this Fourier 
spectrum from the transfer function will be described later. Thus 
P(s) and P(ico) may be regarded as two alternative forms of the transfer 
function, and the discussion given for the P(s) form holds also for the 
PQ’co) form. 

9*4. Generalized Block Diagrams and Components of Servo Systems. 

Figure 9*3 shows the chief functional units of a servo system together 
with the symbols that will be used to represent the different parts of the 
system and the signals occurring at various points. These symbols 
may be defined as follows : 

^ The basis for this relationship is given in Table 9-1&. It depends essentially on the 
nature of those transform pairs which show the correspondence of the imaginary part 
of the roots of the characteristic equation and the time function for which it stands. 
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— the input time function signal, or disturbance, 

0o(O = the output time function signal, or response, 

£J(0 = the servo error, defined as equal to ei{i) — do(t), 

H{s) = the operator or transfer function representing the controlled 
member, 

C(s) = the controller operator or transfer function. It represents 
the effect that the controller member exercises on the error. 
The physical controller may be defined as including all the units 
involved in conversion of the error signal to the forcing function that is 
applied to the output member. In the usual case, in which the output 
member is a mechanical load, its forcing function (or input) is a torque, 
and the controller will incude an error-corrective network, amplifier, and 

KG{s) Output transfer function 
6^)"^ i+ir<?(s) ~~ ^ 

Error transfer function Feedback transfer function 

i?(«)_ 1 e^(s) 

d^{s) i+/vc;(«) ^ 



Fio. 9-3,"“ lilock diagram of sorvo system. 

motor. (Corrective lu'itworks are those which are inserted in a system 
to improve performance properties through suitable modification of the 
frequency-response curves of the system and therefore of its transient 
or steady-st-ate response. Tliey are called error corrective networks if 
they opcrat(5 directly on the error signal. 

In the simplest servo system, that characterized by a proportional 
controller, corrcM'.tive nc^tworks of any kind are absent and the motor 
torque is directly proportional to the error. A derivative controller is 
one in whicli tlie corrcictive network operates on the error signal to give 
its (approximate) first or sec;ond derivative or both, and an integral 
controller one in which tlie correcitive network gives the integral of the 
error signal. Brown designates a servo system as Type 1, 2, or 3, 
depending on wh(’.iluvr it contains a proportional, derivative, or integral 
controller, respectivdy. ''rhus the type of corrective network present 
is the customary basis on which the controller and the total system are 
classified and named. 
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9*5. Interrelations among the Transfer Functions of a Servo System. 

For mathematical representation of a servo system, three different forms 
of transfer function have been found useful : the feedback transfer func- 
tion do{s)/E{s), the output transfer function 0o(s)/0i(s), and the error 
transfer function E(s)/6i(s) (see Fig. 9*3). The ratios given in each 
case constitute the definition of the function. It is easily shown that the 
output and error transfer functions can be written in terms of the feed- 
back transfer function. These relations are given by Eqs. (12) and 
(14), with KG(s) being used to represent eo(s)/E(s), following the notation 
of Hall. 

To obtain the error function E(s)/di(s): 
let 

(10 

but 

E(s) = di(s) - dais), so do(s) = 9i{s) - E(s). 


Substituting in Eq. (11) for 6o(s), 


Solving for E{s)/ei(s), 


diis) - E(s) 
E(s) 


= KO(s), 


^(s) _ 1 

Oiis) 1 -h KGCs) 


( 12 ) 


To derive the expression for the output function eo(s)/ei(s): 


eo(s) __ eois) E(s) _ ^ 1 

di(s) E{s) Oiis) 1 jcGis)’ 

Oois) _ KG(s) 
ei(s) 1 + KG(sy 


(13) 

(14) 


9*6. Standard Types of Input Function. — To test a given servo system, 
either in concrete physical form or in its symbolic counterpart, it is 
necessary to apply an input disturbance which will represent signals 
or disturbances to which the system will be subjected in actual use. 
Though the most suitable test functions would seem to be a represen tive 
sampling of those expected to occur in practice, this is frequently not 
possible, owing to the varied nature of such signals. It has, therefore, 
been custonaary to use certain standard test signals which provide a basis 
for estimating how the system will behave under conditions of actual 
use. Following is a list of the chief standard test signals or conditions. 
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together with their Laplace transforms. The form of the first three 
time functions is illustrated in Fig. 9-4. 

Step Displacement {Heaviside Unit 
Function): 


diit) = 1, t>0 

= 0, t SO 

di{s) = -• 
s 

The time function may be repre- 
sented by u{t), following the termi- 
nology of Gardner and Barnes.^ In 
the Heaviside calculus, it is represented 
by a special symbol meaning unit step 
function. 

Step Velocity Input: 

di{t) = Nt, t > 0, 

where is a constant. 

Hs) = j,- 


0 t — 

step displacement 




Fig. 9-4. — Standard types of input 
function 6i(0- 


McColl proposes the term “ramp function” for this input function, 
following a suggestion of Darrow.^ 

Sinusoidal Input: 


elt) 

ei(s) 

Initial Error: 


cos 0 >t 
s 

^2 _j_ ^2^ 


or di{t) — sin oit, 
and Oi(s) 


-f 


0i(t) = 0; 0o(O = <l>; E{t) = di{t) - do{t) = 

This condition is useful in testing the adequacy of a system as a. 
regulator,^ in the narrow sense of maintaining the regulated variable at 

a constant level. 


DETERMINATION OF SYSTEM PERFORMANCE 

Let us suppose that a provisional selection has been made of the 
cu)mponents of a servo system and a block diagram drawn to represent 
their arrangement. The first question that must be answered is, How 
will the system perform? What are its response properties? Two 


1 C^arduer aiid Barnes, Transients in Linear Systems, Vol. I, Wiley, New York, 
1942, pp. 100, 115. 

® McColl, Servomechanisms, Van Nostrand, New York, 1945, p. os. 

For definition, see Sec. 8-3. 
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alternative approaches may be used. In the one, referred to as th.e 
transient approach, the response is obtained in terms of the variations 
of output or error as a function of time for various standard input func- 
tions. In the other, designated as the frequency or sinusoidal steady- 
state approach, performance is represented in terms ot frequency-response 
curves of output do, relative to error or input, when the system is excited 
by sinusoidal test functions. Both approaches will be described here 
in some detail, the transient approach in the present chapter and thie 
frequency approach in the following chapter. 

TRANSIENT ANALYSIS 

Two principal steps are involved in determination of the response of 
a given system by means of the transient method of analysis: setting 
up the differential equation representing the system and solution of th-is 
equation to show either the error E or the output signal do as a function 
of time. The first step, that of setting up the equation of the system, 
is not limited to the transient method of analysis, since it is also a pre- 
liminary to the frequency approach. It is in the second step, in the sol u- 
tion of this equation, that one is dealing specifically with the transient 
method of analysis. It obtains its name from the fact that the complete 
solution of the differential equation of the system exhibits the charactei*- 
istics of the transient part of the solution as well as the steady-state part. 

9*7. Setting Up the Differential Equation. — The bulk of servo theoi*y 
is based on the assumption that the system being analyzed is linear, 
more specifically, that it is one which can be represented by a linear 
differential equation with constant coefficients.^ A brief discussion of 
the limitations involved in this assumption and of the status of nonlinear 
theory is given in Sec. 11 Tl. The procedure for setting up the differ- 
ential equation representing a servo System is therefore no different in 
nature from that used in writing the equations for any linear system, sucli 
as those of electric circuit theory. From the known structure of tlie 
system and the physical laws governing the phenomena in different parts, 
a set of equations is written for different functional units. By appro- 
priate operations, these equations are finally, in the case of a system of 
one degree of freedom, reduced to a single differential equation containing 
two functions, beside the independent variable time. In the case of 
servo systems, these two functions will be the input signal di(t) and 
either the error E(t) or the output signal do(t), depending on which is of 
more practical interest. The error E(t) will usually be of greater interest, 
since determination of this function will indicate the extent to whicli 

1 Our subsequent reference to linear systems will be to linear systems in this 
narrow sense. 
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the servo system deviates from an ideal system. In an ideal system 
E{t) will always be zero. 

As a substitute for the procedure summarized above, an alternative 
procedure involves application of the transfer function concept. In the 
case of a complex system, it is simpler algebraically and gives one a 
clearer perspective on the sequence of operations required for obtain- 
ing the final differential equation of the system. The procedure consists 
of the following steps: (1) drawing the block diagram of the system with 
the various units connected in cascade, (2) determining the transfer 
function of each of the units represented in the block diagram in the way 
already described in Sec. 9-3, (3) combining these component transfer 
functions by multiplication to give the feedback transfer function 
0 „(s)/jK(s), and (4:) deriving the error transfer function E(s)/di(s) by 
means of Eq. (12). If desired, this error equation can easily be rewritten 
in terms of derivatives to show its identity with the system differential 
equation derived by the more conventional procedures. The foregoing 
procedure may be illustrated by means of the following example of a 
proportional servo system. 

Step 1. Block Diagram of the System . — For our example the block diagram is 
given by Fig. 9-3. It shows three units: the error detector or error-measuring 
means; the controller, comprising here amplifier and motor; and the output 
member or load. 

Step 2. Determining Transfer Functions of Components . — First write the 
equations of the three units. These are given by Eqs. (15) to (17). 

Bi{t) — doif) E{t) (15) 

for tlie error measuring means, 

TS) = k^Eif) (16) 

for tlie proportional controller, and 

for the controlled member, in this case the load driven by motor torque, where 
/t:(, = the pr'oportionality constant of controller, in pound-feet per radian error, 
,/ = the inertia of load, slug-ft^, in and 

/ = the viscous friction of the load, in Ib-ft per radian per sec. 

The remaining symbols have the meanings given in Sec. 9-4. 

Equation (16) states that the torque provided by the controller is proportiorial 
to tlie error. For a more complex controller, this equation will be a differential 
eciuatiijii or contain an integral term. Equation (17) states that the^ torque 
applied to the load is balanced by the opposing torques due to acceleration plus 
that due to visco'us friction. One next transforms each equation of interest to 
operational form and solves for the ratio of output to input. In the present 
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instance, since we wish initially to obtain the feedback transfer function 
6o(s)/E(s), we need consider only Eqs. (16) and (17). 

From Eq. (16) we thus obtain 


Tc(s) 

^(s) 


— ko. 


(18) 


From Eq. (17) we obtain, by application of the Laplace transformation and a 
little algebra, 


Js^6o(s) + fsBois) = TM, 

Oois) __ 1 

Tc(s) Js^-Vfs' 


(19) 

( 20 ) 


Step 3. Combination of Component Transfer Functions . — Combining transfer 
functions given by Eqs. (20) and (18), we obtain 


and therefore 


Bois ) TM _ 1 , 

To(sj E(s) ~ Js^ + fs 


KG{s) = 


Bo(s) ko 

Eis) ~ Js^ A-fs 


( 21 ) 


This is the feedback transfer function. 

Step 4. Derivation of Error Transfer Function . — ^Application of Eq. (12) gives 


Eis) 1 1 

diis) “ 1 + KGis) ~ ko 

Js^ fs 

— Js^ At fs 
Js^ A~ fs “h ^0 


( 22 ) 


(22a) 

(23) 


This equation gives, in operational form, the error as a function of the parameters 
of the system, the complex variable s, and the input function di{s). 

Formulated in terms of derivatives, this equation can be written as 


^ d^E(t) 
dt 


+ / 


dEjt) 

dt 


+ koE{t) = J 


d'^dijt) 

dt 



(24) 


where E and 9i are functions of t. This form is derived from Eq. (23) by multi- 
plying both sides of the equation by the characteristic function, in order to relate 
the operational expression to the appropriate variable, and then replacing the 
terms in operational symbols by the appropriate differential expressions. The 
procedure is merely the reverse of that followed in obtaining the transfer function 
from the differential equation. Thus, from Eq. (23) we obtain 


(Js2 A-fsA- ko)E{s) 
Js^B(s) -1- fsE(s) -h koE(s) 


(Js^ A- fs) 9 i(s), 
Js^Biis) A-fsBiis), 


d^E(t) , .dE(t) 


dt 


+ /■ 


dt 


-(- koE it) = J 


d^diif) .dBiit) 


dt 


"h f 


dt 


( 25 ) 
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In most cases, one will not wish to rewrite Eq. (23) in terms of derivatives, 
since it will itself be the starting point for the subsequent steps. If, however, the 
problem specifies initial conditions for E(Jb) and di\t) and their first derivatives 
that are different from zero, then it is probably clearest to prepare for the inser- 
tion of these initial conditions by first writing the equation in the form of a 
differential equation in t [Eq. (24)] and then applying the rules -for the Laplace 
transformation of the derivative terms to each term in turn. These rules provide 
for the insertion of initial conditions (see Table 9Ta). 

9-8. Complete Solution of the Differential Equaiion of the System. — 

Solution of the system equation, as given by either Eq. (23) or (24), 
means finding an equation that gives the error E as a function of time t. 
A plot of this equation provides a graphical picture of the response, which 
may be compared with a plot of the required performance. Finding 
such a solution, however, depends on first substituting some function 
for di(t) or diis), either one of the standard input functions described in 
Sec. 9-6, or a function representing some arbitrary input of practical 
interest. The solution therefore will show what the error response is to 
this particular input function di{t). The points of special interest in 
the present section may be conveniently classified under the following 
topics; (1) the sequence of steps involved in obtaining a solution, (2) 
relational and nondimensional parameters, (3) nondimensional response 
curves, and (4) procedures for handling more complex problems. Under 
the first three topics, discussion will be limited to the simplest possible 
system — a proportional servo — since the fundamental techniques are 
involved here as well as in the more complex systems and can thus be 
made to stand out more clearly. Under the fourth topic, the nature of 
the supplementary procedures introduced to take care of more complex 
problems will be considered. 

Steps Involved in Obtaining a Solution . — As is well known, a number 
of alternative procedures are available for finding a solution for differen- 
tial equations with constant coefficients. Among these are the tradi- 
tional methods described in any text on differential equations and the 
operational methods, such as the operational calculus of Heaviside or the 
related procedures involving the Laplace or Fourier transformations. 
The present exposition employs the Laplace transformation, as already 
indicated. Except for differences pointed out in Sec. 9*2, similar steps 
would be required if one of the other operational methods were employed. 
Assuming that we start with a differential equation representing the 
system, three chief steps are required in obtaining a solution: (1) trans- 
formation of the differential equation to operational form, (2) algebraic 
manipulation of the operational equation in order to change it to a form 
suitable for application of the inverse transformation, and (3) application 
of the inverse I^aplace transformation to yield the required variable as a 
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function of time. These three steps are illustrated below for Eq. (24), 
representing a proportional servo system. 

1. Transformation of differential equation. Application of the 
Laplace transformation to Eq. (24) yields Eq. (26). Initial conditions 
[i.e. the value of E{t) and di{t) and their first derivatives at == 0] are 
here assumed equal to zero, in order to simplify the algebra. When any 
of these initial conditions are different from zero, they may easily be 
inserted in the equation by means of the formal rules for application 
of the Laplace transformation to derivatives (see Table 9Ta). Equa- 
tion (26) may now be manipulated like any ordinary algebraic equation. 

Js^E{s) fsE{s) -f koE{s) = Js^6i{s) fsdi{s). (26) 

2. Manipulation of operational equation. Our purpose is next to 
write Eq. (26) in a form that will permit us to obtain the error E as a 
function of time when the inverse Laplace transformation is applied. 
Two steps are therefore necessary: solving Eq. (26) for the variable or 
function of interest E{s) and recasting the resultant equation in a form 
to permit the inverse transformation to be evaluated. Let us first solve 
for the required variable E{s). From Eq. (26) we obtain 


E{s) 


Js^ + fs 
fs ka 


diisy 


(27) 


It will be noted that this equation is the same as Eq. (23), obtained 
initially by the transfer function procedure of setting up the equation 
of the system. If we now substitute some specific function for di{s), we 
will be in a position to attempt the inverse transformation. Let us 
assume that the input function Oiit) is a step function. Therefore di{s) 
equals 1/s, and 


E(s) 


{Js + S)s 1 
+ fs ko s 
Js +f _ P{s) 
Js^-Pfs+k, Q{s) 


(28) 

(29) 


To determine an appropriate form for Eq. (29) prior to application 
of the inverse transformation it is expedient to consider the fundamental 
forms that appear under F{s) in a table of transform pairs. Inspection 
of Table 9T6 shows that the form of the tzTnc function corresponding to 
a given function of s, such as E(s) of Eq. (29), depends on the poles of 
the function. These are determined, it will be recalled, by determining 
the roots of the equation Q(s) == 0. This equation is known as the 
characteristic equation^ and the polynomial Q(s) as the characteristic 
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function. 1 The roots may be more clearly displayed by writing Q{s) as a 
product of factors containing the roots. 


E{s) = 


Pjs) 

{s + Si)(s + S 2 ) 


(30) 


As a final step Eq. (30) may be written as a sum of partial fractions. 


P{s) ^ A B 

(s 4 - si)(s + ^2) 5 -h Si a + S2’ 


(31) 


where A and B are constants and — Si and — S 2 are the roots of 0(s) = 0. 
Several methods are available for evaluating the constants, or coefficients, 
A and B. One basic method, the method of undetermined coefficients, 
will be found described in any standard algebra. 

A second method, corresponding to a procedure commonly used for 
evaluating the residues at the poles of a complex rational function, is 
almost apparent by inspection of Eq. (31). To determine A, we may 
multiply both sides of the equation by (s + si). This new equation 
will be true for all values of s, hence for s = — Si, which may be substi- 
txited for s throughout. 


P(s) z= A ■^(~'Si At Si) 

(s + S2) _.<!= —si — Si 4 “ S2 

== A 4- 0. 


(32) 


Thus terms on the right other than A are eliminated and the value of A 
can be found from the left-hand side of the equation. A like procedure 
can be used for evaluating the other constant B. Analogous though 
slightly modified methods are applicable when any one of the denomina- 
tors on the right-hand side of the equation contains higher degree terms 
in s, such as 4- The same procedure may be followed regardless 

of the number of factors, and therefore constants, involved. 

Since in our example the characteristic function is of second degree; 
the roots obtained by setting it equal to zero are readily found. 


s 


Js^ + fs + /co = 0; 



(33) 


It will be found convenient later if we now write the above roots as com- 
plex numbers, by factoring out j — -x/ — 1 from the radical. 



^ See Gardner and Barnes, op. ait., p. 132. 

® For a detailed description of procedures, see Gardner and Barnes, op. dt., pp. 
153-164. 
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3. Application of inverse Laplace transformation. We are now in a 
position to determine the different types of time response that may occur 
in the case of an error function such as Eq. (29) with a second-degree 
characteristic equation. Consideration of Eq. (34), giving the roots of 
a quadratic, together with our table of transform pairs will show what 
kinds of time response are possible and the reason why any given one 
occurs. We shall find that three types of time response may occur: 
(a) an undamped sinusoidal oscillation, (6) a damped oscillation, and 
(c) a nonoscillatory damped exponential. (These responses are illus- 
trated in Fig. 9*5 for both the error and the output response.) The type 



of response occurring will depend on the character of the roots of our quad- 
ratic. These in turn will depend on the value of f/2J relative to 
[see Eq. (34)]. When / and therefore f/2J = 0, the two roots of the 
quadratic are conjugate imaginaries and the time response is an undamped 
oscillation. When f/2J is greater than zero but less than -\/¥J7, the 
roots are conjugate co mplex and the time response is a damped oscilla- 
tion. When //2/ = -s/ko/J, the roots are real and equal and the error 
time response is a decreasing exponential. Finally, when//2J > s/ko/Jj 
the two roots are real and unequal and the time response is the sum of 
two exponentials. These results are illustrated in Fig. 9*5. The curve 
corresponding to f/2J — 's/ka/J is designated as critically damped, 
since it represents the smallest value oi f/2J relative to at which 

oscillations will not occur. Curves corresponding to still greater values 
of f/2J are designated as overdamped. These results may be readily 
obtained by substituting different values of f/2J into Eq. (34) and deter- 
mining the nature of the roots resulting. Then by examination of our 
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table of transform pairs the nature of the time response corresponding 
to different types of roots may be determined. For purposes of illus- 
tration this procedure is carried out in two of the special cases. 

1. Undamped Oscillations. When//2J' = 0, s = +j • There 

are thus two conjugate imaginary roots, representing two conjugate poles 
on the imaginary axis. Transform pair (c) of Table 9T6 shows that the 
corresponding time function is an undamped oscillation of frequency 
VA*o//. This frequency is called the undamped natural frequency and 
represented by the symbol con. 

If we wish to evaluate formally the inverse transform of JS(s), we 
find, substituting / = 0 in Eq. (29), 


Eis) 


Js 


± ko 


+ 


h 

J 




(35) 


Then upon applying transform pair (c), there results the inverse Laplace 
transform 

E{t) = cos cont. (36) 


This equation gives the complete solution of our differential equation 
under the condition specified. 

2. Damped oscillations. We again start with the error equation 
for a step-function input, given by Eq. (29) and repeated here: 


E(s) 


Js -\-f 


s *4” 


/ 

j 


Js^ -f /s + /co 




(29) 


The roots of the characteristic equation are 



== — a i j(a 


Then Elq. (29) can be written 

s — 1~ 2 ck 


s 2oi 


{s oi — joi) (a -f- H- j(J) (a -f- O') ^ +• 


Applying transform pair 1.303, page 342, Gardner and Barnes, 

2\ 

1 -f ^ sin {oit H- 4>), 

w-y 

<h — tan“^ 

a 



( 37 ) 
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Relational and N ondimensional Parameters. — The outline given of "tlie 
steps involved in solving the system equation was limited for reasons 
of concreteness to the dimensional parameters characterizing spocific 
physical components. Examples of such parameters are the moment of 
inertia J , measured in slug ft^ (or gm-cm^), the viscous friction /, meas- 
ured in Ib-ft (or dyne-cm) per radian per sec and the stiffness or propor- 
tionality constant A'o, measured in Ib-ft (or dyne-cm) per radian eri*or. 
It has been found of value in many problems to employ instead what 
might be called relational parameters, i.e., parameters that depend, on 
relations or ratios among the dimensional parameters rather than on 
any one physical property. In the present section a few of the more 
important of these parameters will be considered and an attempt made 
to show how they arise naturally out of the different types of solution 
considered above. In some instances these parameters are nondimen- 
sionalj a feature that contributes greatly to their value. ^ In other 
instances, though not in themselves nondimensional, they provide a 
basis for easily forming new nondimensional parameters through com- 
bination with other parameters or variables having the inverse dimensions. 

Let us consider, first, a pair of parameters that are defined in refaction 
to the amount of damping in a system, namely, the damping ratio ^ 
and the undamped natural angular frequency Wn. It was found possible 
in the previous section to arrange the different types of time response in 
a series corresponding to the magnitude of f/2J relativ e to As 

f/2J increases from zero to values greater than the time response 

was found to change progressively from an oscillation of constant ampli- 
tude to damped oscillations that are damped out more and more rapidly 
and finally to nonoscillatory responses compounded of exponenbinls. 
If, now, we wish to indicate the position in such a series at which the 
response of a given system will lie, it seems natural to select as a referen<re 
point one that will separate the oscillatory from the nonoscillatory 
responses. Such a reference point is provided by the response that occurs 
when the roots of the characteristic equation are real and equal. It is 
known as the critically damped response and will occur when 

J- = Its. 

2J V J 

For smaller values of f/2J oscillatory responses occur; for greater values, 
nonoscillatory responses. We may refer to / as the damping parameter 
of the system, since with all other parameters constant, variation of it 
alone will provide the series of responses mentioned above. Simila,rly, 
fc may be used to designate the value of / for critical damping. Then ^ 

^ ^ discussion of nondimensional equations may be found in D. P. Camobell 
Theory of Automatic Control Systems,” Indnstrial Aviation, September 1945 , p. 62 - 
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is designated as the damping ratio and is defined as the ratio ///c, or the 
ratio of actual damping to critical damping. It is convenient to be able 
to express f in terms of the whole set of system parameters. As a pre- 
liminary step, fc is written in terms of system parameters. When/ = /c, 
i.e., for critical damping, 

= F«. 

2/ -Vt-’ 

therefore 

fc = 2 V W 

and 

^ = i = /_ 

fc 2 



The quantity f now provides a convenient index of the position of a 
given response in the series of possible responses. For a critically 
damped system, f = 1, as is apparent from Eq. (38). For ^ < 1, oscil- 
latory or underdamped responses occur; for T nonoscillatory or 

overdamped responses occur. 

The related parameter con, th e und amped angular frequency, has 
already been defined as equal to V k^/J. It is the value of the frequency 
oj when / and therefore ^ equal zero. 

These new parameters T and may now be substituted for the 
“physical parameters” /, /, and k^ appearing in any of the equations 
occurring in our analysis of the proportional servomechanism. Thus in 
place of Eq. (27), the error equation can be written as 


E{s) 


fi- 2^C0n^ 

S‘^ -T 2^Cx)nS “h CO 




(39) 


From this point, we might proceed exactly as before and find the various 
possible time solutions in terms of f and con for any given input function. 
This is in fact the more usual procedure in expositions already published.^ 
If, however, the solutions have already been obtained in terms of /, /, 
and ko, it may be simpler to use them as the point at which the substi- 
tutions are made.^ The equations for the different types of response 
to step functions may be written as in the following equations 

1 G S. brown, "Transient Behavior and Design of Servomechanisms,” NDRC 
Sec. D-2 Keport, November 1940; H. Harris, “The Analysis and Design of Servo- 
mechanisms,” NDRC Report, 1942; C. S. Draper and G. V. Schliestett, “General 
Principles of Instrument Analysis,” Instruments, 12, 137-142, 1939. 

“ In making the substitutions in any equation, it will be found convenient to 
perform such algebraic operations as will lead to coefficients such as j/J and Aio/T and 
to substitute for these ratios terms containing w® and Thus, it is readily shown 
from the definitions of co,, and f that ka/J = u>n and/// = 2f<i3n. 

® Cf. Brown, op. cit., Table IV. 
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Eif) — 6i cos Unt for f = 0, (40) 

E(t) = di — y-=— sin (•%/! — oint 4- 4>) for 0 ^ ^ < 1? (41) 

v 1 — 

= 6i(l + for r = 1, (42) 

= ( cosh Vr^ — 1 <^nt H T~ sinh VT” — 1 

\ - 1 

for ^ > 1, (43) 

where is the magnitude of step function 0i(i{) and 0 = tan~^ -s/l — f^/^. 
It will be shown in the following subsection how equations sucli as 
these provide a basis for construction of sets of genei'alized response 
curves that may he used to simplify the determination of system 
response. 

A second pair of relational parameters frequently useful is k^, the 
velocity error constant of the system, and T or r, the so-called time con- 
stant or characteristic time of some portion of the system. T is fre- 
quently written with a subscript to indicate the portion of the system 
represented when such time constants appear in various parts of the 
system. Thus Tm stands for the motor time constant. (The motor 
time constant is the time required for the motor to reach 63.3 per cent 
of its final speed after the application of a step input voltage.) In the 
case of the proportional servomechanism, is defined as ko/f and has 
the dimension of 1/time, and T is defined as J/f and has tlie dimension 
of time.i One way of indicating the origin of these parjimeters is to 
start with the feedback transfer function as given by Eq. (21 ) and divide 
the numerator and denominator by /. Substitution of and T as 
defined above will now permit elimination of the three original i)hysical 
parameters. 


h 

= ^0 _ / _ h, 

E(s) Js^-i-fs / , , _j_ / (44) 

7 ^ 

If this transfer function is used in determination of types of error respcjise, 
the response equations will, of course, be given in terms of /r,, and T 
instead of A*o, J and/, or co^ and The parameters to be preferred in a 
given problem will naturally depend on the nature of the application. 
Thus if one is interested in the magnitude of the velocity lag error it is 
^nvement to use the velocity error constant as a parameter, since 

Ev — N/k^, w'here E^ is the velocity lag error and N is the slope of tlie 
input ramp function. 2 


The symbol Tfor time constant should not be confused with TcCD 
output of controller. <= 

2 For derivation of this equation see Sec. 9-9. 


used for torque 
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N ondimensional Response Curves . — The solution of a system equation 
in terms of relational parameters which can readily be converted into 
nondimensional parameters leads directly to the construction of non- 
dimensional graphs of the various possible forms of response. This 
approach has been developed in this country by Draper and his students 
in the analysis of instruments and extended to the analysis of servo- 
mechanisms by Brown and his students and others. The procedure 
is of great value in that the same set of response curves may be used to 
represent systems that, although equivalent in organization and hence 
in the form of the system equations, may differ widely in the values of 
the physical parameters. For a given type of system, one may refer to 
the appropriate set of curves and determine the form of the response and 
its duration and magnitude in terms of nondimensional variables. The 
nondimensional magnitudes and durations may then be converted into 
dimensional terms, and the actual characteristics of the response deter- 
mined. The curves may also be used in the inverse problem of deter- 
mining the design parameters required for a system to meet given 
performance specifications. For a detailed account of this approach, the 
papers by Draper, Brown, and their co-workers may be consulted.^ 

The construction and use of nondimensional response curves may be 
illustrated here for the proportional servo system discussed above. The 
equations for the error response to a step function are given by Eqs. 
(40) through (43), with E the dependent variable, t the independent 
varialde, and T and the parameters. If both sides of the equations 
are divided by di, the magnitude of the input step function, and oiri is 
taken as the independent variable, then the equations will be nondimen- 
sioiuil. By way of illustration, Eq. (45) shows the result of carrying out 
these operations on Eq. (41). 


E(t) 

di 




Vi - f 


sin [-y/i — (wnO +■ <l>] 


(45) 


forO ^ r < b 

I (1. S. Draper and G. V. Schliostctt, “General Principles of Instrument Analysis,” 
JnMrunietds, 12, 137-142 (1939); C. S. Draper and G. P. 

GontroUing the Dynamic; Performance of Instruments,” Trans. ASME., 62, No. 5, 
421-432, July 1940; G. S. Brown, op. cit., pp. 1-47. Ileferences to 
literature dealing with the use of dinumsionlcss ratios may be found m E. b. bmab, 
Automatic Control Engineering, McGraw-Hill, 1943, pp. 343^. Material on the 
theorcdical background in the field of dimensional and nondimensional analysis may 
1)0 found in P. W. Bridgman, Dmiensional Analysis, Yale University Press, New 
Haven, 1931. Becent expository accounts that may also prove useful are those of 
H. Sohon, Engineering Alathcm.atics, Chap. 3, “Dimensional Analysis, Van Nostrand, 
New York, 1944; and E. U. Van Driest, “On Dimensional Analysis and Presenta- 
tion of Data in Fluid-flow Problems,” Convention ASME, Paper 45, Nov. 26, 1945. 



248 


SERVO THEORY: TRANSIENT ANALYSIS 


[Sko. 9-8 


The independent variable oini is dimensionless, for con has the dimen- 
sions of 1/sec and t the dimensions of sec. E{t)/di is dimensionless, since it 
is the ratio of two quantities with the same dimensions. Equation (45) 
may now be plotted by the procedure used for plotting any equation. 



(o%t 


^ transient error curves of a servomechanisTu with a Tyiio 1 

^ troUer when subjected to a suddenly applied input angle (?. ^Courtesy of G. S. lirLon 

194raS 1943“r''' -Desipn. of Servomechanisms, Massachusetts Institute of Technology, 


For any particular value of the remaining parameter r, oint is givcm each 
1 of numerical values, 0, 1, 2 etc., and the corresponding values 

f f • procedure is then repeated for anot,h(U' value 

+ ^ ^ allowable range, and so on. The resulting plots of E(is. (41) 

to (43) lor different values of t are given in Fig. 9-6. 

Equation (40) represents a limiting case of Eq. (41) which occurs 
when f - 0, and is an oscillation of constant amplitude or zero de(u*oment. 
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The way that such nondimensional curves may be used to determine 
the response of a system whose physical parameters are known may be 
illustrated by the following simple example. Suppose in a proportional 
servomechanism that J = 2 slug-ft^, / = 12 Ib-ft/radian-per-sec and 
/co = 50 Ib-ft/radian and that the magnitude of the input step function 
is 10°. Suppose one wishes to plot the error response curve as a function 
of time and to determine the interval that will elapse before the error 
is less than 0.4°. The first step is to determine the magnitude of the 
relational parameters. 


r = 


COn 


/ _ 12 
2 \/J7fo 2 



= 0 . 6 ; 

radians per sec. 


Turning to Fig. 9-6, it is apparent that the form of the response curve is 
given by the curve for f = 0.6. To read durations in seconds, we need 
to find t from co J, as indicated by Eq. (46) . 


, COnU CCn^ (a 

t = — = sec. (40; 

COn o 

Thus the nondimensional abscissa values of Fig. 9‘6 need only be divided 
by 5 to give us the time coordinate in seconds. Similarly, the ordinate 
values can be multiplied by Oi = 10° to give the error in degrees. From 
this scale, the time corresponding to an error of 0.4° or less can be read 
off. Alternatively, the error specification can be formulated in nondi- 
mensional terms as a required error of less than E/ di = 0.4°/ 10° or 4 per 
cent. The nondimensional curve shows that the corresponding value of 
coni is 5.5. In time units this will correspond to 5.5/5, or 1.1 sec. 

In the above example, the relevant nondimensional curves (Fig. 9-6)^ 
were those showing the error response resulting from an input stop func- 
tion. Figure shows the family of nondimensional response curves 
resulting from an input ramp function. In this curve the ordinate is 
given in terms of E{t) /Es^ where signifies the steady-state error, which 
will here be a velocity lag. The abscissa is again given in terms of the 
dimensionless product, (joJ. Dimensionless curves for more complex 
systems, such as the Type 2 (derivative controller) and Type 3 (integral 
controller) may be found in Brown’s report. 

Treatment of More Complex Problems . — In the sections above, an 
outline has been given of the formal procedures involved in solving the 
differential equation of a servo system. An extremely simple system 
operating under the influence of a simple set of external agencies was 

’ From Brown, op. cit., p. 44. 

a Ibid., p. 13. 
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chosen for purposes of illustration. It will be of interest now to determine 
how the basic scheme outlined is modified as the external conditions 
and the S 3 ^stem become somewhat more complex. Possible changes in 
the external agencies consist in (1) variation in the form of the input 
forcing function and (2) application of accessory disturbances at other 
points of the system. Possible changes in the system itself consist in 

(1) changes in the nature of the controller or corrective network and 

(2) an increase in the number of energy-storage units in the output 
member or other parts of the system. It will be found that tlie same 



formal procedure already described for determination of system response 
is applicable to these more complex problems. Complicating factors 
are incorporated in the treatment by properly representing the given 
condition in the differential or operational equations initially set up. 
After one has solved for the function of interest, such as ii;(.s‘),'it will be 
found that the expression on the right-hand side of the etiuation will 
merely be somewhat more elaborate than in our previous example and 
may contain additional functions representing external disttirl>an(H\s 
whose form must be known. But one may proceed as before to rcujast 
the equation in a way to facilitate evaluation of the inverse I^aplaci^ 
transformation and finally carry out the transformation. Let us now 
consider more specifically how the changes just mentioned will be repre- 
sented in the equations. 

Procedures for dealing with different types of input funcMon can be 
disposed of quite easily. A convenient starting point for the discussion 
IS the error transfer function given in general form by Eq. (47) and for 
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the proportional servo system by Eq. (22a). Since KG{s) is invariably 
a rational function, it may be written as P{s)/Q{s). Then 


and 


E{s) _ 1 __ 1 _ Q{s) 

Biis) 1 -h KG{s) ^ . P{s) P{s) + Qis)’ 


E{s) - 


Q{s) 

P{s) + Q{s) 


9i{s). 


(47) 

(48) 


In our previous example 6i{s) was equal to 1/s, which was substituted for 
0t(s), Whatever form 6i(s) takes, it may be substituted at this point for 
9i(s ) , and any factors in its denominator that are identical with factors of 
Q(s) may be cancelled out. The resultant expression is then treated in 
the manner already described until the inverse transform of E(s) has 
been obtained. Where initial conditions other than zero must be inserted, 



li'io. 9-8. — Block diagram of a servo system involving an output disturbance Tq(s). 

# 

the procedure previously discussed (page 239) is applicable regardless of 
the nature of the input function. 

By an accessory disturbance is meant any forcing function applied to 
the system at points other than at the input that may tend to introduce 
a servo error or interfere with its elimination. Thus in Fig. 9-8, a torque 
Ta(t) acting on the output member will tend to alter do and hence produce 
an error. Such disturbances may be handled by incorporating them 


in the original differential or operational equation set up to represent 
the system. The final error function will then contain T'o(s) or an equiva- 
lent symbol in addition to di{s). Flence, a preliminary to the manip- 
ulation of E{s) and evaluation of its inverse transform will be the 


substitution of a specific function for To{s) as well as for 0i(s). 


By way of illustration, let us derive a general expression for the error 
in a servo system acted on by a disturbing torque in addition to di{t). 
l^he block diagram is given by Fig. 9-8, with the various functions written 


as functions of s. 

Tlie transfer function of the controller member is represented by 
C(s) and of the output or controlled member by H(s). For obtaining 
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6o(s) in terms of E(s), the equations of interest are those characterizing 
units between E(s) and do(s). 


To(s) = CCs)E{s) \ 
0o(s) = H(s)Ta(s) I 


where Ta(s) is the Laplace transform of Ta(t) and Ta(t) represents the 
total torque applied to the output member. Since Ta(0 will equal the 
sum of the controller torque Tc(t) and the disturbing torque ^ 

Ta(s) = Te{s) + To(s). 

Therefore, 

0o(s) = H(s)[Tc(s) + Tc(s)] 

= H(s)[C(s)E(is) + To(s)], V (50) 

do(s) = C(s)il(s) E(s) + H(s-)To(s). ; 


This equation gives the output response in terms of the error function 
E(s) and the torque disturbance To(s), in addition to system transfer 
functions. To obtain an equation comparable to Eq. (23) of our previous 
example we want to solve for E(s) and to eliminate do(s). This may be 
done by substituting di{s) — E(s) for do(s). The validity of the substitu- 
tion follows from Eq. (51), which may be assumed for the error detector. 

E(t} = diit) - do(t); 

therefore 

eo(s) = 0i(s) - E(s). 


(51) 


Upon making the substitution in Eq. (50) and solving for E(s), we obtain 

= 1 + CWH(.) - i - + C(.)H(. -) (52) 

= i - + cwg(.) 

This equation, written in terms of operators, is designated by Brown 
and HalP as the basic equation for a closed-cycle system such as shown 
in Fig. 9*8. The equation shows the error as a function of the transfer 
functions of the different units and the excitation functions 6i(s) and 
Tois). If the system transfer functions C(s) and H (s) are known and 
in addition the form of the excitation functions diis) and To(s), then our 
equation will contain only known parameters in addition to terms in s. 

1 Some authors take the sign preceding To(s) as negative and thus obtain a cor- 
responding reversal of sign in the final equation. 

^ See Brown and Hall, op. cit., p. 3. The symbols used here dosely follow those of 
Brown and Hall. The chief difference lies in the fact that these authors treat p as an 
operator and thus write equations in which transfer functions appear as functions of p 
and excitation functions as functions of t. 
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It may therefore be recast in partial fraction form, and the inverse 
Laplace transformation applied. The first term of Eq, (52) shows in 
operational form the part of the error response due to the input function 
di{s), and the second term the part due to the accessory disturbance 
T'o(s). If To{s) is assumed to be zero, the second term vanishes and we 
are left with the basic error equation of a servo system not subject to 
accessory disturbances. 

Finally, in order that we may see more clearly the relation of Eq. (52) 
to that previously obtained for a proportional servo system, Eq. (23), let 
us substitute for C(s) and H{s) the transfer functions used in our pre- 
vious example. There, C(s) = Tcq and H{s) = l/(Js^ -H/s). Therefore, 


E{b) 


1 -|— 


ko 


Biis) 




4- fs 
Js^ 4- fs 


1 -I 

Js^ 4- fs 


K Js‘^ 4- fs 


/s" -hfs + ko 


(53) 


If, as before, di(t) is a step function, then 


(Js 4- /) 


Js‘^ -\r fs ko Js'^ A- fs ko 


T.(s). 


(54) 


Comparison of Eq. (53) with Eq. (23) shows them to be identical except 
for the second term in Eq. (53), due to the disturbing torque Tds). When 
a known function is substituted for To{s), determination of E(t) can pro- 
(‘,eed as described. 

So much for the effect of more complex excitation conditions on our 
problem. I^et us now consider the chief ways in which the system itself 
may increase in complexity. Two types of possible variation have been 
mentioned; variations in the type of controller and variations in the 
type and number of energy storage units. It should be apparent that 
changes of either type will be reflected in the nature of the transfer func- 
tions of various units of the system and hence in the over-all transfer 

function. 

Let us consider first the more common variations that may occur in 
the controller. In the sections dealing with correction of servo-system 
performance in Chap. 11, development of particular types of controller 
will be reviewed. Here it will suffice to consider the nature of the transfer 
functions of two important controller types, the integral and derivative 
error controllers, and to indicate how their incorporation in a system 
modifies the error equation. Finally, at the end of this section, the 
nature and effect of energy storage elements and procedures for solution 
of the higher-order equations that occur will be reviewed. In Sec. 11 *8, 
we shall find that the integral type of controller has been developed as a 
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means for compensating for the steady-state errors of a servo system. 
The transfer function of such a controller is given by Eq. (55). 


^ , n 1 /coS + n -V 

where ka and n are constants that indicate the amount of proportional 
and integral control, respectively. To determine the effect of an integral 
controller on the error equation of the system, let us start with the basic 
error equation, as given by Eq. (52). For purposes of simplification, 
let it be assumed that the disturbing torque To{s) = 0 and that 


C(s) 


Tc{s) 

Eis) 


1 

/fo + — 
s 


H(s) 


1 

J s‘^ -j- fs 


as in our earlier illustrations. Then 


E{s) 


Js^ 4- fs 
Js^ +/s + C(s) 


di(s). 


(55) 


Substituting for C(s) as given by Eq. (55), there results 

Js^ fs 


E(s) = 


Js^ fs -I- 


/tos + n 


{Js f)S‘ 


Js^ H- fs‘^ kos n 


Oiis) 


Oi(s). 


(57) 


The incorporation of an integral controller in the system raises the 
degree of the characteristic equation by 1. The error transfer fun(d-ion 
is now of the third order rather than of the second order, as in the case's 
of a proportional or Type 1 servo system. 

Another important type of controller is the derivative error controller, 
to be considered in more detail in Sec. 11-4. It is important as a device 
either for increasing the stability of a system or for reduction of its 
transient error. The transfer function of an ideal derivative controller, 
involving proportional, first derivative, and second derivative control is 
given by 

T (s) 

C(s) = ==ko + kts H- k,s\ (58) 

Its effect on the error equation of a system is indicated by substitxiting 
this function for C(s) in Eq. (56). 


E(s) 


Js^ + fs 

fs (ko 4 kiS k^s^) 

Js^ H- fs 

(J 4“ k‘i)s^ 4- (/ "h ki)s -b ko 


6i(s) 

Oi(s). 


(59) 
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The incorporation of this type of controller does not alter the degree of 
the characteristic equation at all but merely changes the value of the 
coefficients. Solution of the error equation may therefore be carried out 
by the same procedures as already described, 

Ijet us consider now the effect of components that are commonly 
referred to as energy-storage units, or units responsible for response lags 
in the system. The effect of such units is to add factors of the form 
l/(As H- B) or l/s(As + B) to the feedback transfer function. 

An example of an energy storage unit is the field control circuit of a d-c motor, 
in which inductance and resistance in series may sometimes be encountered. Let 
us 8ui:)pose that the instantaneous motor torque’- is proportional to the instantane- 
ous field current, the proportionality constant being represented by km. The 
equations of the motor can then be written 

Tc{t) = kmifit), 
e(t) = L ^ 



where e{t) is the applied voltage, if(t) the field current, and Tc(t) the resultant 
torque. Written as transfer functions, Eq. (60) becomes 


IM _ 1 

e{s) ~ Ls + E 
Tcjs) 

■j/s) " 


(61) 


so 

Tc(s) _ km 
e(s) Ls -1- -K 


(62) 


Another example is provided by the smoothing network of Fig. 9-9a. Its 

differential equation is 

Hiit) d- J i(t) dt = 


BO 


{b + ^) m = 


where edO is the applied voltage and i(t) the current. 

I is) I _ Cs 

7? _l_ A. ^ 

+ Cs 


■ It should bo borne in mind that the instantaneous ‘“‘’'I"® 
measured directly at motor output only wherr the 

aero by nu oppoainK torque. At motor speeds greater than zero the measiired torque 
tm ch«rleL spted hlereases. This decrease in torque, as th«J* 

torque-speed curves, can, however, be regarded m due to a counter torque assooia 
with viscous friction. For discussion of this problem, see See. 13-2. 
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But 

«o(0 “ ^ 

therefore 

eoCs) _ 1 
J(s) “ Cs 

Then, 

€o(s) _ eo{s) I(s) Cs I 1 

ei(s) “ I(s) ei(s) ~ RCs + 1 ^ 

The transfer functions of physical networks incorporated as part of deiivati ve 
or integral controllers are likely to contain factors indicative of such energjy 
storage elements in addition to the function that one desires to synthesize. 



Fig. 9-9. — (a) “Smoothing,” or low-pass network; (6) “phase-lead” network. 

Thus, one common type of network used as part of a derivative (;ontrollcsr 
(intended to provide proportional and first derivative terms) is that shown in 
Fig. 9-96. Its transfer function is given by 

^2(s) Ri 1 -]- R^C^s 

ei(s) ~~ Ri-hR 2 , , RiR 2 C 2 ^ 

Ri + Rz^- 

It is thus of the form 

^2 (a) _ j 1 - 1 - T 25 

ei(s) ~ 

where ko, Ti, T 2 are constants. 

The transfer function for an ideal derivative controller is, however, of the foriri 

C(s) = Ao(l Ts). 

The factor 1/ (1 -j- Tis) in Eq. (65) thus represents the extent to which a passive 
network fails to meet the requirements of an ideal derivative controller. 

_ Finally, it will be recalled that the mechanical load of a servo system involving 
inertia and viscous friction has a transfer function of this same form and is written 

0oCs) _ 1 

Tc(s) s(Js-hfy 

As these examples indicate, factors of the type in question may occur 
at various points throughout the servo system. The effect, when severa.1 
such factors are present, will be to increase the degree of the character- 


(64:) 

(65) 
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istic equation of the feedback and error transfer functions. An example 
is provided by the system represented in the block diagram of Fig. 9-10. 
The transfer functions and conversion constants for the various units are 
given in the diagram. The feedback transfer function is obtained readily 
through multiplication of the component transfer functions. 


KG{s) = 


do{.s) _ 


kpkak. 


E{s) 8{Js^-f){Ls-^R) 
Hence, the error transfer function is given by 

^(s) 1 _ + S){Ls + B) 


0i(s) 1 + KG{s) s{J s f){Ls + R) + Jcpkjct 


( 66 ) 


(67) 


To proceed with the formal procedure outlined earlier for solution of the 
error ecpiation, the expressions in numerator and denominator would be 
multiplied out to give polynomials. The term di(s) would be transferred 
to the right side, and some standard input function such as 1/ s or 1/s^ 


Motor 



detector 

Potentiometer 

Amplifier 

( 



1 


Load 



ft (-S') 


[•: is) 
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C/,; (.S)| 

ka 
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1 

i («) 



1 

So 







Ls^R 


I 





Error Error Amplifier Field 

in radians in volts voltage , current 

Motor 

torque 




Fig. 9-10. — Block diagram of system containing two energy-storage elements. 

substituted for it. The characteristic equation, which would now be of 
degree three, would be solved for its roots, and so on. The point of 
special interest here is that the characteristic equation would be of degree 
three. If more energy storage units were present, the order would be 
still higher. As is well known, solution of algebraic equations of degree 
three and higher is somewhat more difficult, the degree of difficulty 
tending to increase disproportionally with the degree of the equation. 
It is the necessity of solving for the roots of such higher-degree algebraic 
equations that makes it laborious to carry to completion the transient 
solution of the error eciuation of higher-order functions. The solution 
is carried through in exactly the same way already outlined for the 
second-order transfer function. To solve the higher-degree equation 
for its roots, a number of methods are available such as Graeffe’s root- 
squaring method, Cardan’s method, and synthetic division used in 
conjunction with graphical methods. The reader can find these methods 
and others described in standard algebraic and engineering texts. 

X Representative references arc: E. Smith, Automatic Control ^"^7“ 

r iill New York, 1944, pp. 246-252; R. S. Burington, Handbook of Mathemahcal Tables 

Handbook Publishers Sandusky Ohio 1941 ^^tTaTd E ‘ G 
Woodward, Higher Mathematics, Wiley, New York, 1886; R. E. Doherty and F. . 
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Where one finds it necessary only occasionally to solve higher-degree 
equations, it will probably be found easiest to rely on a comparatively 
simple method such as synthetic division rather than to go to the labor 
of learning the more complex methods. 

At best, however, such solutions are laborious, and it is found that 
the transient solutions even when obtained are not so useful for design 
purposes as might be expected on the basis of treatment of servo systems 
with second-order transfer functions. Attempts have consecpiently 
been made, on the one hand, to develop methods that avoid or reduce 
the labor involved in solution of higher-degree algebraic equations and 
that will, on the other hand, fit in more directly with problems of design. 
Some of the methods concerned primarily with the first problem are 
considered in the following section. Methods intended to bypass the 
difficulties associated with the transient solution as well as to facilitate 
design are represented by the frequency approach to be considered in 
the next chapter. 

9‘9. Short-cut Methods and Part Solutions of System Equation. — 

The previous section has described procedures for determining the com- 
plete response of a servo system to applied excitation functions. This 
response may be formulated in terms of either the output or the error as a 
function of time, but either form can be readily converted into the other. 
The nature of the response will be given by an analytic expression that will 
include both transient and steady-state terms. The transient terms arc 
those which approach zero as t approaches infinity, and the steady-state 
terms those which remain constant as t approaches infinity. From the 
analytic representation of the complete response or from the (;orr(>spond- 
ing graphs, one can answer any questions that may be raised coiKierning 
special features of the response. 

Problems arise, however, in which it is not necessary to have (jomplete 
details concerning all features of the response. One may, for example, 
need to know only whether or not a particular type of time fuiKition, such 
as an oscillatory phenomenon, is present or whether the transients are 
substantially over in a certain time interval. The question arises, 

Keller, Mathematics of Modern Engineering, Vol. I, Wiley, New York, 193(); Ij. 
Dickson, First Course in Theory of Equations, Wiley, New York, 1922; J. ]/, Scar- 
borough, Numerical Mathematical Analyses, The Johns Hopkins Pixsss, Baltimore, 
1930; E. T. Whittaker and G. Eobinson, The Calculus of Observations, Blackic, Glas- 
gow, 1929, pp. 106-118; and T. von Karman and M. A. Biot, Mathemalmd Methods 
tn Engxneering, McGraw-Hill, New York, 1940. Papers bearing pariicnilarly on t.h<^ 
determination of complex roots are those of S. Liu, “ Method of Successive Approxima- 
tions for Evaluating the Eeal and Complex Roots of Higher Order PolynornialH ” 
Jmr Math and Physics, 20, No. 3, August 1941; and H. S. Sharp, “ Com'parison if 
Metlwds for Evaluating the Complex Roots of Quartie Equations,” Jour. Math, 
and Physics, 20, No. 3, August 1941. 
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therefore, whether or not such limited items of information can be obtained 
by less laborious procedures than those described, i.e., can we obtain 
special types of information without bothering to obtain the rest. In 
the present section are collected a number of methods that have such 
limited objectives. In certain problems they may be capable of giving 
us all the information that we require; in others they may help by giving 
us a relatively quick estimate of certain features of the response as a 
preliminary to the carrying through of the complete solution. The 
following topics will be considered: (1) determination of steady-state 
response, (2) inferences from roots of the characteristic equation, (3) 
inferences from coefficients of the characteristic equation, and (4) graph- 
ical methods and higher-degi'ee equations. 

Determination of Steady-state Errors. — Since the steady-state errors 
represent important performance properties, it is often of interest to be 
able to determine their magnitude without the necessity of obtaining 
the complete solution. This result may be achieved through application 
of one of the special theorems of Laplace transform theory, the final 
value theorem. It states that 

lim F(t) = lim sF{s). 

^ 00 


It is applicable when the function F(s) has no poles on the joo axis or in 
the right half plane. ^ 

In applying this theorem to determination of steady^state errors, 
one starts with the error equation of a given system and substitutes the 
appropriate function for di (s) such as K/s if the displacement error is to 
be determined, N/s'^ if the velocity error, and so on. (Here K and N 
are constants that represent the magnitude of a step function and the 
slope of a ramp function respectively.) At this point, one merely multi- 
plies E(s) by s and evaluates the limit of sE{s) as s — 0. The procedure 
is illustrated below for the error equation of a proportional servo system. 
Tt is assumed that the velocity error is to be determined; hence di (s) is 


taken as N/s^. 

E{s) 


lim E(t) 


t — >00 


J 4- fs Q / X 
Js‘^ H- /s + /Co ^ 

(Js +f)N 

s{Js^ -H /s + /ro) 

1- (/g + f)N 

G/s‘^ + fs + ko) 

1 -f ^0 


J -^2 fs JV 


N 


Js^ 4- /g H- g^ 


£ 

ko 


N 


( 68 ) 

(69) 

(70) 


1 Gardner and Barnes, Transients in Linear Systems, Vol. I, Wiley, New York, 
1942, p. 265. 
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the so-called ^‘velocity error constant.” If the displacement steady- 
state error is wanted, K/s is substituted for dx{s) and it is found that 


and 


E{s) = 


jJs + /)/C 

{J fs k o) 


lim E(t) = lira 

t — > oo 5— >0 


sjJs -h f)K 
J s'^ fs kfi 


0 

k. 


0 . 


Hence, in the case of the proportional servo system with an inertia- 
viscous friction load, the steady-state displacement error is zero, and 
the velocity lag error is N/kv, or the slope of the input velocity function 
divided by the velocity error constant. 

It is of interest to compare the procedure involved in application of 
the final value theorem and that involved in evaluation of the steady- 
state term when one obtains the complete solution. Let us review the 
steps carried out in finding the complete solution of Eq. (69). 


Eis) 


(Js + 

siJs^ + /s -h ko) 


A I 


B 




C 


■S + S2 5 


(71) 


where A, B, and C represent constants that are still to be determined 
and — §2 and —Sz are the roots of the quadratic factor in the charactei'- 
istic function. It will be recalled that a term such as A /s, corresponding: 
to a first-order pole at the origin, has the constant A as its inverse trans- 
form. If the remaining terms do not have poles on the jco axis or in the 
right half plane, then A will be the value of the steady-state error. 
Poles on the jo: axis would indicate a sinusoid of constant amplitude; 
poles in the right half-plane, a time function (either oscillatory or expo- 
nential) of progressively increasing magnitude. First-order poles in thc^ 
left half plane, however, signify decreasing exponentials or damped 
oscillations, which will tend to zero as — 5 - oo . Consequently, if the real 
part of roots -Sa and -S 3 are negative, this latter situation holds, and 
the second and third terms in Eq. (71) can be neglected, since they give 
rise in the time solution to transient terms. The steady-state error is 

thus given by d. If d is evaluated by the procedure described in Rec. 
9-8, it is found that 


A = 


/ 

k( 


(Js -j-f)N 
L^(ds^ H- /s -)- /c())j 

N, 


WarasO 


(72) 


We thus find, by comparison of Eq. (72) with Eq. (70), that the procedure 
prescri e or evaluating the constant d in a partial fraction expansion 
IS identical with that called for by the final value theorem. Hence 
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Uipplication of the theorem is equivalent to carryib-g out the inverse 
Lransf ormation of the error equation and discarding all terms in the partial 
fraction expansion other than those with a first-order pole at s = 0. 

Infererices from Roots of Characteristic Equation . — In obtaining the 
complete solution of the error equation, one essential step, as a pre- 
liminary to the partial fraction expansion, was determination of the 
roots of the characteristic equation. These roots were then represented 
in the denominators of the various partial fraction terms [see Eq. (31)] 
and subsequently determined the form of the time functions that appear 
upon carrying out the inverse transformation. It is thus evident that 
the nature of the roots will determine the form of the various terms in 
the time solution. Hence, if one is interested only in the form of the 
time solution it is not necessary to carry out all the steps that would be 
required for the complete solution. 

The specific correlations that hold between the character of the roots 
and the time functions are probably most clearly exhibited by diagrams 
such as those of Table 9-lb, which shows the relation of the poles of the 
function and the corresponding time function. Specification of the 
location of a pole is equivalent to plotting a root of the characteristic 
equation in the complex plane. Wherever a complex root occurs, there 
is also a conjugate root, and hence poles not on the real axis occur in 
conjugate pairs. 

The chief relations that hold between the position of the poles and 
the form of the time functions may be summarized as follows: 

1. Consider first how the time function changes as the poles move 
from the right to left side of the complex plane. Poles in the right 
half plane indicate an unstable system, signifying time functions 
that grow progressively in magnitude; poles on the imaginary axis 
signify steady-state functions, a constant if the pole is at the 
origin and a sinusoid of constant amplitude if the poles are on both 
sides of the real axis; poles in the left half-plane signify transient 
terms, decreasing exponentially with time. If the poles are 
paired, lying above and below the real axis, the time function is a 
sinusoid with an exponential envelope. If the pole lies on the real 
axis, the time function is simply an exponential (the carrier sinusoid 
may perhaps be regarded here as of zero frequency). The dis- 
tance of the pole from the imaginary axis corresponds to the rate 
of decrease or increase of the time function, i.e., to the slope of the 
exponential — the greater the distance the greater the slope. In 
the special case in which the poles lie on the imaginary axis the 
real part of the root is zero, and consequently the slope of the 
exponential curve or envelope is zero. 
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2. Consider secdnd how the time function changes as a pair of poles, 
corresponding to conjugate complex roots, moves closer and closer 
to the real axis. The imaginary part of the root, represented 
graphically by the distance of the poles from the real axis, is equal 
to the angular frequency of the sinusoid. Therefore, as this 
distance decreases, the frequency of the oscillation decreases 
progressively to zero. 

The relations just summarized all relate to first-order poles, corre- 
sponding to any given root occurring singly. Similar relations, corre- 
sponding to higher-order poles, may be readily derived by inspection of 
a suitable table of transform pairs. It will be found helpful to visualize 
or construct a graphical plot of the poles while verbally formulating the 
relationships. 

Inferences from the Coefficients of the Characteristic Equation. — If the 
characteristic equation is of the third or fourth degree or greater, deter- 
mination of the roots is laborious as already pointed out. Hence elToi-ts 
have been made to find clues to the nature of the time response at a still 
earlier stage in the process of solution. With respect to the stability of 
the system (unstable systems being represented by time functions of 
increasing magnitude), Routh found such an index in the relations between 
the signs and magnitudes of the coeflacients of the characteristic equation. 
One necessary condition for stability is that all the terms in the eej nation 
be of like sign. Even if this condition is met, however, the system may 
still be unstable. To determine the supplementary conditions recpiired 
for stability, a determinant must be set up based on the relative mag- 
nitudes and signs of the coefficients. A clear description of the method, 
with examples, may be found in Gardner and Barnes. Routh’s criterion 
rests ultimately on the same basis as that of using the roots of tlu^ 
characteristic equation, since the character of the roots depends on the nda- 
tions existing between the coefficients of the original equation. li(']a- 
tions of this sort will be familiar to the reader acquainted with the tlu'ory 
of equations. 

Graphical IMethods and Hiqher~deqree Equations. — Frequent referen(“(* 
has been made above to the difficulty involved in solving system equa- 
tions with higher-degree characteristic equations. This circnimstancc': 
has led to attempts to develop easier methods for determining the nature’ 
of the transient response. A way out has been sought through the tis(‘ 
of graphical procedures based on the use of relational parameters a,n(I 
nondimensional response curves. Two different though, related typ(^s 
of approach may be distinguished: (1) the development of special charts 
for finding the roots of specific equations of higher degree, and (2) a 
general procedure of factoring an algebraic equation of any degree greater 
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than the second into a series of factors of first or second degree. Both 
approaches represent extensions of the nondimensional methods described 
in Sec. 9-8, originally developed by Draper, Brown, and their students. 

The first approach has been followed by Weiss, Liu, and Evans^ 
through the provision of special charts for determining the roots of 
third- and fourth-degree equations. Weiss’ charts, for finding the roots 
of the cubic equation, are based on the writing of the cubic in the form 

2^c<^n'P^ + oj^V Hh Soil, = 0, (73) 


with p representing the variable and the other terms specially defined 
relational parameters. Liu and Evans also developed cubic charts, but 
on the basis of the cubic written in terms of a different set of parameters. 
They represent the cubic as the product of a linear and quadratic factor, 
as in Eq. (74), and define their parameters oinq and fg as the undamped 
natural period and the damping ratio, respectively, of the quadratic 
factor.2 q-he factor $ is selected so that —^conq represents the single 
real root of the cubic. 


(p -f- (.P^ d" ^^g^nqP “f" W^g) 9. (74) 

The merit of this choice of relational parameters lies in the fact that the 
nondimensional response curves already developed for the quadratic 
(see Sec. 9-8) can now be used in determining the characteristics of the 
oscillatory component of the cubic.® The parameters fc and co^ of Weiss 
equation do not, on the contrary, represent a damping ratio and undamped 
natural frequency but are defined simply in terms of the coefficients of 
the original cubic equation. In Brown’s opinion, Liu’s charts have 


" H. K. Weiss, ‘‘Constant Speed Control Theory,’' Jour. Aero. Sci.,^ 6, No. 4, 
ir(‘hruary 1939’ Y. J. Tjiii, Servomechanisms: Charts for Verifying Their Stability and for 
Finding Roots of Their Third and Fenirth Degree Characteristic Equations, privately 
prinii'd hy Dc^partment of Electrical Engineering, Massachusetts Institute of 
'Tcic.linology 1941 ; L- W. Evans, Solution of the Cuhtc Equation and the Cubic Charts, 
privai(4y i)rint('d by Department of Electrical h:nginooring, Massachusetts Institute 
of I'cndmology, 1941. A stability cihart for the cubic, based on Liu’s chart, may also 

be fcnind in E. S. Smith, op. cit, p. 242. -u + n Q 

2 For comments on these two procedures for developing cubic charts, see D. b. 

l>,rown. Transient Behavior and Design of Servo 7 riechanisms pxxva.te\^^^ 

.M.I.'r. Department of Electrical hlngineenng, 1941 and 1943, pp. BOJf., and U. b. 
Brown,’ and A. C. Hall, Dynaniic Behavior and Design of Servomechanisms, preprin 

ASMh] meetings, November 1945, p. 18. c-Tvi-nip 

»The possibility of dealing wdth the cubic m tins way follows from the simp 

inference tl.nt n cubic must contain at len-st one real root, Smee a tlnrd.depee eq^- 
tiou must have tbroe roots, and since complect roots ahvays occur m ^ 

one of the three roots must of necessity be real. It .s the one represented m 
factor (» + {»«). The other two roots may be either real or complex depending 
the value of ’'nic question of which they are is left open by mcorporatmg these 
two roots as the roots ol a quadratic- 
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proved somewhat more useful in servo-system analysis than have the 
charts of Weiss. 

Liu’s charts for obtaining the roots of the fourth-degree equation are 
based on the procedure of factoring the fourth-degree polynomial into 
two quadratic factors, each of which may have two roots which can be 
real or complex. This method of factoring is shown in Eq. (75), taken 
from Liu. 

(X2 + + 0)2^) (X2 + 2r2CO.,X "h c^l) = 0, (75) 

where X = the independent variable, 

= the damping ratio of component (or factor) 1, 

^2 = the damping ratio of component (or factor) 2, 
can = the natural frequency of component 1, 
ojr* == the natural frequency of component 2. 

The treatment of the quartic thus follows along the same lines as that 
developed for the cubic. Since there are four roots, they may be regarded 
as grouped in pairs as the roots of two quadratics. The parameters 
a damping ratio, and cor, a natural frequency, have the same significance 
as indicated in the discussion of the second-degree characteristic equation. 

The second approach mentioned above represents an extension of 
Liu’s method of factoring third- and fourth-degree equations. A poly- 
nomial of any order is represented as the product of a series of quadratics 
if the polynomial is of even order. There is an additional linear factor 
if the order is odd. The reason for this is exactly the same as that given 
for the presence of a linear factor in the case of a cubic equation' In 
analytical form, the factoring of a higher-degree equation in this way 
is shown by Eq. (75), based on Brown and Hall.^ 

yn q_ hp-n—l Qpn—2 _j_ . . . 

~ + CO^o) (p^ -f- 2^bCanbP + CO^j,) ’ * ' (p “f" u) . (75) 

As explained by Brown and Hall :2 


Each quadratic factor contributes to a mode of oscillation in the solution 
hawng damping ratios to, and uridamped natural frequency oo,,,, 

and so on. Then by the principle of linear superposition the servomechanism 
response is the sum of the responses attributed to the specific modes a h c etc 
Thus for each component of the error response the duration of the transient is 
given qualitatively by reference to the types of solution given . . . for simple 
quadratics, and the magnitude can often be approximated from the observation 

that the higher the magnitude of the root the smaller the coefficient of the time 
solution involving that root. 


For further discussion of this method of treating higher decree 
equations, see Brown and Hall, op. cit., p. 22. 

® Ibid., p. 22. 


eliaracteristic 
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ject of the theoretical study of servomechanisms. The three basic ques- 
tions in servo theory are: (1) how does the system perform; (2) how does 
its performance compare with specifications; and (3) if it fails to meet 
specifications, how can it be modified so that it will do so. Preliminary 
concepts and methods discussed have included: transformation and 
operational methods, particularly the Laplace transform methods; trans- 
fer functions; generalized block diagrams; and standard forms of input 
functions. The setting up and the solving of system equations have been 
treated, together with short cut methods of value both in obtaining 
complete solutions rapidly and in obtaining partial solutions which answer 
specific questions (e.g., stability). The emphasis of the present chapter 
has been on transient solutions. 

The next two chapters will consider the steady-state frequency analy- 
sis approach, evaluation and correction of system performance, and a 
number of special problems such as nonlinearity and change of gain. 


CHAPTER, 10 

SERVO THEORY: FREQUENCY ANALYSIS 


By G. L. Kreezer 

10*1. Introduction. — second approach to the analysis and design 
of servo systems is based on the steady-state response of the system to 
sinusoidal inputs. This method of analysis has two chief merits com- 
pared with the transient method: (1) It is less laborious to apply when 
the system becomes relatively complicated and the degree of the cliar- 
acteristic equation exceeds two or three, and (2) it lends itself moi*e 
directly to the development of design procedures for improving the sys- 
tem. The method depends essentially on the construction and inter- 
pretation of graphs representing the steady-state response of the system 
to sinusoidal inputs covering an appropriate frequency range. This 
method will consequently be referred to as the frequency approach. 

The steady-state response to a sinusoidal input of any particuiliir 
frequency will be a sinusoid of the same frequency but generally differing 
in amplitude and phase. Hence the response at a given frequency cuui 
be completely defined by giving its amplitude and phase relative to 
that of the input signal. These relations can be concisely represeiit.cMl 
symbolically. ^ 

If Qi{t) = Ai cos (coif -f- and 

Bo(t) = Ao cos {oit -f <^o) = Re(AoeJ>Y;5"'), 

then the relation of 6o{t) to 6i{t) at any particular frequency w can l>e 
completely spefcified by means of the ratio P{joi) of the rotating vectors 
used to represent them. The symbol “Re” designates the real part of 
the complex number or function. 






A 

itf eK<t>o-4>i)^ 
Ai 


( 1 ) 


The value of this ratio, which may be designated as the transfer ratio, 
is thus a complex number with Ao/Ai constituting the modulus or al )so- 
lute value and {(po — <l>i) the phase angle. Like any complex number, li 
can be regarded as represented by a vector drawn from the origin of th(i 

1 The method of representation follows closely that of Hall. The terminology 
here differs from Hall, however, in that the term “servo system transfer function ” is 
not limited to the feedback transfer function. 
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complex plane.. Alternatively, it can be specified by giving its real and 
imaginary parts. The modulus Ad Ai gives the ratio of output to input 
amplitude, and {4>o — 4>i) gives the magnitude of phase difference between 
output and input. A negative sign will indicate that 6o lags behind 0i, 
and a positive sign that it leads. Now if w is allowed to take on a rahge 
of different values, we obtain a specific amplitude ratio and a specific 
phase difference for each value of co. The set of values of the amplitude 
ratio corresponding to different values of co may be designated as the 
amplitude^ or gain ;f unction, and the set of values for the phase as the 
phase f unction. The amplitude and phase functions together constitute 
the frequency response of the system. These two frequency-response 
functions can be plotted as graphs in a number of different ways which 
will be described below. 

Any such graphical representation may be regarded as a means for 
representing the characteristics of the system, and the ensuing inter- 
pretation of the graphs a procedure for determining performance or 
response characteristics. The steps involved in thus determining system 
performance by the frequency approach consist in (1) determination of 
frequency-response data for the system, (2) plotting the data by one or 
more of the available methods, and (3) interpretation of the graphs to 
give x>e!rformance characteristics of the system. Each of these steps will 
be considered in turn in the following sections. A final section will 
summarize the kind of operations that may be performed on the various 
types of frequency diagram. 

In the section on preliminary concepts, three different kinds of transfer 
function have been defined: the feedback transfer function do{s)/E(s), 
the ovitjout transfer function 6o{s)/di{s), and the error transfer function 
A’(.s')/0i(«). As already pointed out, the last two functions are uniquely 
<letermined if the feedback transfer function is known. Although the 
differtmt ways of plotting frequency-response curves might formally be 
used for any one of the three types of transfer function, the frequency 
approach relates principally to the feedback transfer function. Unless 
otherwise specified, the sections to follow will relate to it. Some use is 
also made of the output-transfer function as a basis for the development of 
certain principles of interpretation. The error transfer function, which 
plays so prominent a role in the transient analysis, is not used at all in 
the frequency method. 

10»2. Determination of Frequency -re spouse Data. Since the applica- 
tion of the frequency approach is based on the use of graphs of the 
frequency response of the system, the first need is to obtain the data 

‘ lliis \ise of the term amplitude, in accordance with conventional a-c terminology, 
should not be confused with the occasional use of amplitude in mathematics to desig- 
nate the argument or phase angle of a complex number. 
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corresponding to the amplitude and phase functions. A number of alter- 
native methods are available. In case the feedback transfer function oi 
the system is known analytically, the amplitude and phase functions can 
be computed from the transfer function. A second computational pro- 
cedure has been described by Bode (see below), which permits either the 
phase or amplitude function to be computed from the other function. 
Finally, if the physical system is available, the necessary data may be 
obtained empirically. 

Computation from the Transfer Function. — From the definition given 
of the transfer function, it follows that for a known transfer function 
and any given input function, the value of the output response may be 
computed. Thus we may assume the input to be a sinusoidal wave and 
represent it by the appropriate operational expression (as given, for 
example, by transform pairs 6 or c of Table 9T1), compute the steady- 
state part of the output response, and thus determine the amplitude and 
phase relations of output to input. It turns out that the same result can 
be obtained more easily by starting with the transfer function of the 
system KG{s), substituting jco for s to give the frequency transfer 
function KG(j(a), and finally substituting an appropriate range of specific 
values for the angular frequency w, to obtain the amplitude and phase 
functions. At any particular value of co, the transfer function will be a 
complex number that can be specified in terms of either its modulus and 
phase angle or its real and imaginary parts. The set of values of ampli- 
tude and phase thus determined provides the necessary data for plotting 
amplitude and phase functions. 

The relation of this procedure to the concepts of complex function 
theory is of interest. The function KG(s) is a function of the complex 
variable s. The nature of the function can be examined by means of 
corresponding plots on two complex planes, on the complex s-plane to 
show a given set of values of s and on the complex A'tr(s)-plane to show 
the corresponding values of KG{s). If it is assumed that a takes on the 
series of values extending from —j oo to -Hi , this set of points is repre- 
sented in the s plane by the ju>, or imaginary axis. The KG(jco) function 
defines the corresponding set of values in the KG(s) plane. When 
plotted, the resultant curve constitutes the conformal map of the 
line on the KG(s) plane. As will be apparent later, this conformal plot 
is identical with the transfer locus, which plays an important part in the 
analysis of feedback systems by means of the frequency approach. 

Phase Function and Amplitude Function Computed from Each Other . — 
Bode, in his discussion of design procedures for feedback amplifiers, 
has emphasized the fact that in a minimal phase system the amplitude 
and phase functions are not independent. When one is specified, the 
other is thereby determined. Mathematical investigations bearing on 
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this relationship had been made by a number of previous workers, though 
iix different contexts.^ Bode has also worked out procedures to facilitate 
computation of the one function w^hen the other is given or w^hen only 
parts of each function are given for different parts of the frequency range, 
i hese methods are of special value in cases in which a physical system 
has been set up but the feedback transfer function is not known ana- 
lytically. In such cases the amplitude function may usually be deter- 
mined quite readily by direct measurement, but empirical measurement 
of the phase response is often difficult. Bode’s methods make it possible 
to dispense with physical measurement of the phase response and to 
compute it from the amplitude function. For a description of these 
methods, Bode should be consulted.^ The reciprocal dependence of the 
two functions has also been utilized by Bode to develop criteria of basic 
importance in the design of feedback amplifiers.® These same criteria 
are also relevant in the design of servo systems, since servo systems 
are exact analogues of feedback amplifiers. 

Empirical Determination of Frequency-response Data . — It is also pos- 
sible to obtain the data corresponding to amplitude- and phase-frequency 
functions by means of direct physical measurement. If a sinusoidal 
oscillation of constant amplitude is introduced at the input of the servo 
system, then within a relatively short interval, steady-state conditions 
may be assumed to be operative and all points of the system will show 
sinusoidal oscillations of the same frequency but possibly differing in 
amplitude and phase from each other. If the amplitude and phase of 
this oscillation for the error E{t) and the output Boit) are measured by 
appropriate experimental methods,'* the amplitude ratio and phase 
difference can be computed, the amplitude and phase of the error being 
taken as reference. If the input signal is made to vary in frequency 
from zero through an appropriate frequency range, the amplitude and 
phase relations can be determined as a function of frequency. 

If it is experimentally possible to measure the output response and 
error response directly, then it does not matter in theory whether the 
feedback loop is open or closed. For although the properties of the 
oscillation at a given point will differ for these two conditions, the pro- 
ctidure of measurement assures our obtaining the ratio of the vectors 
representing doit) and E{t). This ratio must always be the same for a 

^ See, e.g., Y. W. Lee, ‘'Synthesis of Electric Networks by Fourier Transformation 
of Ijaguerrc’s Functions,” Jour. Math, and Physics, 11 , 83—113, June 1932. 

“ li. W. Bode, Network Analysis and Feedback Amplifier Design, Van Nostrand, 
New Yoi'k, 1945, pp. 303-359; see also Sec. 10-3 of this volume. 

3 H. W. Bode, op. cit., pp. 451-488; “Relations between Attenuation and Phase in 
Feedback Amplifier Design,” Bell System Tech. Jour., 19 , 421-454, July 1940; XJ.S. 
Patent 2123178, July 12, 1938. 

See Chap. 13. 
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given frequency, since it depends only on the parameters of the part ol 
the system lying between the “error point” and the “output point” 
(see Fig. 9-3). One must be sure, however, that the error, defined as 
S.{t) — doit), is actually being measured, for in many systems this quan- 
tity may not be accessible to physical measurement but must be inferred 
from measurements made at some adjacent point of the system. In such 
instances, if the amplitude and phase of the error function cannot be 
computed by a mathematical relation, it may be necessary to make 
measurements with the feedback loop open at a convenient point. 'Then 
the vector ratio of the a-c signal at the end of the loop to the signal fed 
in at the beginning of the loop will correspond to the desired ratio 
doijo)) /E(j(a) at the given value of co (except for a possible reversal of 
sign).^ If the signal is actually fed in at the di point and measured at 
the do point, then the do/6i ratio will be identical with the Oo/E ratio, 
since with loop open or broken, the error and input sinusoids are the 
same. For in this instance, 

E{t) = diit) - doit) = diit) - 0. (2) 

In some systems, however, opening the loop may make measurements 
difficult due to system instability occasioned by removal of the corrective 
influence of the negative feedback link. Experimental techniques and 
precautions necessary for actually measuring amplitude and phase 
relationships are considered in Chap. 13. 

10*3. Graphical Plots of the Frequency Response. — The utilization of 
the frequency method of analysis hinges on the fact that important per- 
formance properties of the system can be determined from graphs of the 
frequency functions. In the present section different ways of plotting 
these functions are described. The interpretation of the graphs in 
terms of performance properties will follow in the next section. As a 
preliminary to the methods described below, it is assumed that the value 
of the complex number representing the transfer ratio of output to input 
has been obtained for an appropriate range of values of oo. 

Transfer-locus Plot in the Complex Plane . — For any given value of co, 
a point may be plotted in the complex plane for each pair of vahu’is 
specifying the value of the complex number representing d„(jo3 
The real and imaginary parts may be used to find the point or the modulus 
and phase angle, as polar coordinates. The line connecting all of these 
points, for various values of co, is designated as the transfer locus (following 
Hall’s terminology) or the Nyquist diagram. At representative points 
along the locus, the value of w may be specified to indicate the corre- 

1 In making such measurements, it is, of course, necessary that impedance rela- 
tions not be allowed to change when the loop is broken and an a-c source and measur- 
ing instruments inserted at the place where the loop is broken. See Chap. 13. 
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spondence of different regions of the locus with the frequency scale. The 
vector drawn from the origin to any point on the locus represents the 
transfer ratio of output to input at 
that frequency. An example of this 
type of graph is shown in Fig. 10 T. 

Reference to Sec. 10-2 will show that 
the transfer locus is identical with the 
conformal mapping on the complex 
do{s)/E{s) plane of the line s = jco. 

Decibel vs. Log Frequency Dia- 
grams .'^ — If the frequency-response 
data corresponding to a set of values 
of o) is given in terms of the modulus 
\do(jo})\/\E(joi)\ and the phase lag 0, 
then the relation of these quantities 
to frequency may be shown by plot- 
ting two separate curves in rectangu- 
lar coordinates, the modulus, or gain, in decibels against logarithm of the 
frequency and the phase against logarithm of the frequency. In some 
cases it is satisfactory to plot the two curves on separate grids; in other 



Fig. 10-2. — Ny<iiiist’s stability critoriou as applied in decibels vs. log fi’oquency method of 

plotting feedback transfer function. 

cases, when the relationship between the two is of paramount interest, 
as in the application of the Nyquist criterion, then it is more useful to 

1 A reference to the litera,ture dealing with frequency-response curves or decibel 
vs. log frequency diagrams may be confusing at times, since a considerable variety of 
terms may be used to refer to the curve showing the dependence of the absolute value 
of transfiir ratio on frequency. This is due to the variety of terms that can be applied 
to this magnitude. Among the terms that have been used are amplitude response, 
gain, attenuation, and decibel. Although these terms all refer to the same transfer 
ratio, they may represent it in different units or with different signs. 



Fig. lOT. — Graphical determination of 
system and error transfer functions. 
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plot them on the same grid. In such cases, for reasons that will be 
apparent in Sec. 10*4, it is helpful to let the ai-axis represent both the 
0-db level and a phase lag of 180°. An example of such a plot is given 
in Fig. 10-2. In this figure, the two separate scales for gain and phase 
are indicated along the 2 /-axis. 

It is of interest to note that this type of graph really represents a 
plot of the logarithm of the transfer ratio against the logarithm of cc), 
in the form of two separate curves. For if 


doijoi) 
E(ju:) [EUo:) 






(3) 


where i?(co) represents the modulus, expressed as a function of to, and 
<f>(oo) specifies the phase angle as a function of w, then, taking the natural 
logarithm of each side, 


In = In B(co) + 


(4) 


We thus have a new complex function in which the In 72 (co) is the real 
part and j<^(co) is the imaginary part. Each part may be plotted sepa- 
rately against the logarithm of co. It has been customary to plot R in 
decibels (which amounts to a plot of 20 logio 72), and co as logio co. Plot- 
ting 72 and co in these units rather than in terms of the natural logarithms 
given by Eq. (4) amounts merely to a change in the size of the scale 
units used in the graph and does not alter the logarithmic relationships 
between the variables. 

Decibel vs. Log Frequency Diagrams: Approximate Curves . — In place 
of the exact decibel log co curves, approximate curves can be used that 
represent the data with sufficient accuracy and have certain special 
advantages.^ These advantages include elimination of laborious com- 
putation, the provision of valuable indices of system accuracy, and the 
direct graphical representation of the time constants of the dynamic 
units of the system. 

For purposes of illustration, let us again use the transfer function of 
the proportional servo system, with a load member involving inertia 
and viscous friction, as given by Eq. (5). It is convenient here to sub- 


^ Descriptions of or references to this approximation method of plotting deciibel 
log w diagrams have been given by E. B. Ferrell, '‘The Servo Problem as a Transmis- 
sion Problem,” Proc. IRE, 33, 763-767, November 1946; L. A. McColl, Fundamental 
Theory of Servomechanisms, Van Nostrand, New York, 1945, pp. 45-48; N. B. Nichols, 
see following reference; D. P. Campbell, "A Discussion of the Db-log Frequency 
Methods of Analysis and Synthesis of Axitomatic Control System Behavior,” based on 
lecture by N. B. Nichols, Massachusetts Institute of Technology, Dec. 21, 1945; 
H, Lauer, R. Lesnick, and L. E. Matson, Servomechanism Fundamentals, Chap. 9, 
McGraw-Hill, New York, 1947. See also Vol. 25, Radiation Laboratory Series. 
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stitute predimensional parameters and T for the physical parameters 
to give the transfer function in the form of Eq. (6) [see Eq. (44), sec. 9-8]. 


KG{s) 

KG{s) 


ko 


Js^ + fs 

k'o 

Ts^ + s 


(5) 

( 6 ) 


Substituting jco for s to give the frequency transfer function, we obtain 


KG(jo>) 


' k D 


- j) 


k^ 


+ 1 ) 


(-Tco - j). 


(7) 


In determining the form, of the gain curve of this function, we need con- 
sider only the frequency-depen- 
dent portion 


0.3 db 


CO 


[TW 4 - 1 ) 


(• 


Slope of - 6 db per octave 
£l db 

■J 

. 60 ,= 



To,-]). 

( 8 ) 

The constant gain factor can 
have the effect only of changing 
the position of the whole curve 
relative to the 0-db axis but cannot 
change its shape. Adjustment of 
the position of the curve corre- 
sponding to the magnitude of k^, 
can tlierefore be made later, alter 
the plot of G{jiS) has been obtained. 

An approximate plot of G{jof) 
in terms of the decibel log co 
scheme can now be made very 
simply.^ The steps involved in 

plotting the gain curve, \G{j<.)U are:^ (1) Plot the point corresponding 
to a gain of 3 db plus \G{jof)U at o = l/Tf (2) to the left of tins point 
draw a straight line with a slope of -6 db per octave; (3) to the nght 
of the point, draw another straight line with a slope of - 12 db per octave. 

> In inakmK mich plots cither log-log paper or semilog paper may be used depend- 
itig on whether gain is plotted in units of decibels or in terrns of absolute ra 
oft (ui helpful to use log-log paper and show the gam scale m terms f . 

ratio lO(ico) ! and decibels. Then one may read off the gam or plot it m either type of 

The procedure for plotting the phase curve is given at the end of this section, 

following complete discussion of the gain curve. 

« Note somewhat easier procedure for plotting low-frequency asymptote proposed 

later in this section. 


v^SloDe of - 12 db 
per octave 

“T \ 

‘ 'JOJqCO^ \ 66 >o 


Fig. 10-3. — Gain in decibels vs. log 
frequency plot of KG{jco). This may be 
taken as a plot of if the gain constant 

k or kv is unity (0 db) , in which case a?o = 1 
radian per second. 
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This curve constitutes our approximation to the gain function of Eq. (8). 
It will be referred to as an asymptotic decibel log co plot, since the straight 
lines are asymptotes to the exact curve. Figure 10-3 can be regarded as 
showing the results of this procedure if the constants K and shown in 
the figure are understood to equal 1. 

What is the justification for the above procedure? In approximating 
the true curve in this way, four assumptions are involved: (1) that the 

straight line of — 6 db per octave slope 
can be used to represent the gain curve 
for values of co <SC 1/T, (2) that tlie line 
of — 12 db slope can be used to represent 
the curve for 1/2^, (3) that their 

intersection will occur at co = 1 / 'T , and 
(4) that the errors of approximation are 
sufficiently small at all points to be con- 
sidered negligible. The maximum 
value of this error will be 3 db, and it 
will occur at CO = 1/T. 

Justification for these assumptions 
can be obtained quite readily from a 
consideration of Eq. (8). From this equation, let us find the value of the 
modulus l(?(ico) I and the argument or phase function 0(ico) . By means of 
the conventional procedure for finding the value of the modulus and phase- 
angle of a complex number, we find (see Fig. 10-4) 



Fig. 10‘4. — -Computation of modulus 
and phase angle of G(Jca). 




CO \/ T'^co^ 1 




180° + tan~^ 


Tco 


= -180° + (90° - tan-i Too) 
= -90° - tan-i Tco. 


Writing Eq. (9) in terms of decibels, we obtain 



( 10 ) 


|(r(jco)ldb = 20 log 


CO -f 1 


20 log CO - 20 log V7V~+1. 


(II) 


We may now obtain approximate expressions for the gain l(r(jco) |at> in 
the two regions in which we are interested. 

1. The decibel gain curve as co approaches zero: When co <<C 1/7’, 
Tco « 1, and T^co^ <$: 1. Therefore 


4- 1 « 1, 
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and Eq. (11) becomes 

lG(jco)ldb «=* —20 log 03. (12) 

This equation represents |<j(y63)ldb as a linear function of log co; hence 
a plot of it against log co will be a straight line. What will be the slope 
of tills straight line in relation to co? Let us designate as co^ some value 
of 03 in tlu^ region of the curve for which Eq. (12) is valid and compute 
from E(i. (12) the value of 10(^03)} db at CO — coq,) 2c»3aj Aoiaj and so on. T?he 
results are shown in Table 10 T. 


Table 10-1 


CO 

\G{j03)U 

o^a 

— 20 log 03a 

2c0a 

—20 log coo — 6 db 

4c0o 

—20 log o3a — 12 db 


For each oc'tave increase in co, the gain line falls by 6 db. This result 
eon firms the assumption made concerning the low-frequency end of the 
curve. 

2. The decibel gain curve for co5^ 1/T: Whenco:» 1/T, iTco^^s 1, and 
7'‘-Sco“ >$> 1 . Therefore, 

= Too. 

Hence, if Too is substituted for + 1 in Eq. (9), 

and 

jCr(jco)ldb — 20 log CO 20 log Tco. (13) 

here, too, a linear function of log co, since each of the two 
terms on tlie right-hand side are linear functions of log co. Therefore 
the decibcd (uirve for oo"^ 1/T will also be a straight line. To find its 
slope relal.ive to co, let co6 represent a value of co » 1/T, and compute 
the dec.il)el gain for cob, 2cob, and so on, by substitution for co in Eq. { 16 ). 
The results arc given in Table 10*2. 

Table 10-2 

lGi(ico)ldb 


m 

2CC), 

4C0(, 


(—20 log C 06 — 20 log Tcob) 

(-20 log - 20 log Tcofc) - 40 log 2 
== ( —20 log 03 b — 20 log To>b) — 12 db 
(—20 log o 3 b — 20 log To3b) — 24 db 

'I'hvis for every oetave increase in a, the gam curve falls by 12 db. 

A somewhat simpler procedure than that given above may be pro- 
posed for plotting \0(jc.)U in the interval 0 < « < 1/T, on the basis of 
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the value of co at which the gain line intersects the 0-db axis. The equa- 
tion of this line, as given by Eq. (12) is 

|G^(i^)ldb = -20 log CO. (12) 

A.t the point of intersection with the 0-db axis, 

lG^(ico)Ub = 0, 

0 = — 20 log CO, 
log CO = 0, 

Therefore 

CO = 1. 

Hence, this line may be plotted by drawing a straight line of — 6 db per 
octave slope through the point on the 0-db axis corresponding to co = 1 - 
Then, the point on this line whose abscissa is co = l/T is used as the 
initial point of the line drawn in the next interval, with a slope of — 12 db 
per octave, given by Eq. (13). These two lines constitute our plot of the 
asymptotic gain characteristic for Eq. (8). 

3. Where will the two straight lines intersect? The fact that the 
two lines will intersect at co = 1/T is shown most easily by substituting 
60 = 1/T in the equation for each line, Eqs. (12) and (13). In both 
cases, 

\0(MU = -20 log 

Hence the lines must intersect at co = 1/T. 

4. What will be the errors of approximation involved in the use of 
the asymptotic curves in place of the true curve? Equations for the 
errors in the low and high regions of the co scale are readily computcul. 
For low CO, let us subtract the value of gain given by the exact equation 
(11) from that given by the approximate equation (12). A positive sign 
for the error will indicate that the approximate curve lies above the 
exact curve at that point. The symbol e stands for the error of the 
approximation . 

eiowti) = — 20 log \/ T^oo"^ ■+■ i, (14) 

Similarly for co > 1/T, we use Eqs. (11) and (13). Then 

= -20 log Too -f 20 log VTV~^. (15) 

Table 10-3 shows the value of the error computed for various values of co. 
The table shows that the error is greatest at the point of intersection of 
the asymptotes, at to = 1/T, but even here it is relatively small, equal 
to only 3 db. As co varies by octave steps from the point of intersection, 
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the errors become quite negligible. Figure 10-3 shows the relation of 
the exact and approximate curves, drawn on the basis of these data. 

The simple procedure just described for making an approximate plot 
of the feedback transfer function given by Eq. (6) may now be extended 
to transfer Junctions of any order and for cases where factors are present 
in numerator as well as denominator. The steps involved are as follows: 

1 . The feedback transfer function, if given in terms of physical param- 
eters, is rewritten in terms of the relational parameters and time 
constants Ti, . . . , T*, . . . , The various factors are 


Table 10-3. — Error (e) in l(?(iw)ldb 


CO 

For Cl' ^ ^ 

For CO ^ ^ 

1 

0.3 db 


AT 


1 

[ 1.0 db 


2f 

1 

3.0 db 

3.0 db 

T 

2 

1 .0 db 

T 



4 


0.3 db 

T 



arranged in sequence to correspond to progressively decreasing time 
constants, as Ti, 3^2, , T*, . . . , Tn. ^ The form of the 

I’esultant transfer function, for the general case, is given by Eq. (16) . 
The symbol Tk is used to represent any time constant, whether it 
appears in numerator or denominator, and Tn the smallest time 

Cionstant. 

= KG[s) 

+ l )(r.a + 1) • ■ • (16) 

" s(fis + l)T2^s + 1) ■ • • {Tts + 1) ■ • ■ {TnS + 1) 

The eciuation as written does not imply a like number of factors m 
numerator and denominator. Factors containing s may, m ac , 
be entirely absent from the numerator, as in cases where the 
system does not contain phase advance components 
2. Through substitution of jco for s, the frequency feedback trans er 
function is obtained, as in Eq. (17). 

1 lEc factors in this equation are here represented in the form (2 /ts + 1) instead of 
(.s + since the form given first leads readily to the approximations for various 

fact.ors derived later in this section. 
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GUcS) - 

O'coT '2 + + !)••• 

+ l)(jCOr3 + 1) • • • O’coT;, 4- 1) • • • {jc^Tn +1) ^ ^ 

In this equation, only the frequency dependent part of the function, 
G{jcS), is given, for reasons indicated earlier. Hence K is not 
shown on the right side of the equation. 

3. The approximate expression for the gain transfer function \G(ju3)\ 
can now be written as shown in Column 2 of Table 10-4. The 
symbol \Q(jo:) \ is used to represent the approximate gain function. 
Table 10-4 shows that \G(jo3)\ differs for different intervals on the 
CO axis. The location of these intervals is determined by the 
location, on the co axis, of the reciprocals of the various time con- 

Table 10-4. — Appeoximate Gain Functions for Higher-order Tkan.sfbr 

Functions 

• \ O'toT'a 4- l)(jai7'4 -f- 1) • • • 

^ ycoO’coFi -f- l )( Jo}Ts + 1) * • • -f- 1) • ■ * (^OjTn H" 1) 


Frequency 

interval 

\Q(jco)\ 

Approx, gain function 

1^0“) |db 

Slope of 

|50‘o)) Idb 

0 < a, < T 

Ct) 

—•20 log CO 

— G db/octave 

^ < Ti 

1 1 

00 ooTi 

— 20 log CO — 20 log ooTi 

— 12 db/octave 

T2 Ta 

- -L 

CO OJjE 1 

— 20 log c«j — 20 log ooTi ■+ 20 log coITa 

— G db/octave 

A 

£ 

A 

11 1 

4 ~ (,<^Ta) 

00 ooTi ool 3 

— 20 log 00 — 20 log ooTi + 20 log ooT*i 
— * 20 log ooTii 

— 12 dl> /octavo 

1 , . 1 

<03 < 

1 1 , rp . 1 1 

CO ^ 03T3 ■ ■ ■ (oTfc 

-20 log 0,-20 log uTi + 20 log uTi 
— 20 log 0,^3 • • • — 20 logo, r* 

+ Oa db/otd a^"e^ 

— G6 dl>/()(!tavo 


^ a equals number of factors in numerator, and h equals number of factors in denornhiator of K?0’aj},| 


stants. In each succeeding interval an additional factor is present 
in the function. The process of approximation consists in sub- 
stituting CO for the joo term, coTk for each factor of the form 
{jooTk 4 - 1) where coT& > 1, and substituting 1 for each factor 
where coT* <1. Tk here signifies any time constant. The same 
type of substitution is made for factors in numerator or denomi- 
nator. The justification for this procedure will be given below. 

4. The approximate gain function is written in decibel form as shown 
in Column 3 of Table 10-4. The procedure consists simply in 
taking 20 logio \G{ju>)\. Thus, for any given interval 

__ ' ' *<1 CjO "■z rz " 

rji ^ ^ rri 

h i 

l(x(jc<j)ldb = 20 logio [S'O’co)! = — 20 log CO — 20 log oiTx 

4- 20 log - 20 log coPs 4- • • * - 20 log o:Tk. (18) 
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The sign is plus for terms in the^numerator of and minus 

for terms in the denominator of \G(joi)\. 

\G(ic^)U can now be plotted by an extension of the procedure 
already described for the proportional system. The straight line 
for the interval 0 < co < 1/Ti is plotted in ex^actly the same way 
as before, by drawing a straight line of slope -G db/octave through 
the point (1,0) and locating on the line the point corresponding -o 
cj = l/Ti The next linear section of the curve starts from this 
point and runs to co = 1/T„ and so on for each succeeding interval 
The slope of the curve in each interval depends number of 

terms present in the approximate gain function \GM\ in that 
interval. The line has a slope of 6 db octave for each term (of the 
form CO or (c^T) present in the approximate gam function. The sign 
for the slope contributed by each term corresponds to the sign 
of the logarithmic term. Thus for Eq (19), the slope of the 
curve in the interval 1 /Tb < co < oowill be (-6 - 6 + 6-6} 
db/octave, or - 12 db/octave, as indicated by Eq. (2U). 

(joiT^ + 1) (19) 

+ 1 )’ 

= -20 log 0 , - 20 log + 20 log cT, - 20 log 

1 - - - ( 20 ) 


for-^- < CO < 

i 3 


00 


6. Finally, the whole gain curve is displaced upward by an interval 
equal to k\, in decibels. ^ 

Some of the steps given above require further elaboration or proof. 

Tjet iis consider tlicni in tli6 order listed. ^ r 

The initial step of writing the feedback transfer function m e orm 

shown in Eq. (16) (with the time-constant set of 

bpon considered for a system with one time-constant factor (the proper 
tional s^o y«tL of Sec. 9-8 [Eq. (9-44)l. Let us see how the procedure 
od out in the more general case. For illustrative purposes, it is 
suffiert rctisider a system with one additional time delay factor such 
as that represented by Eq. (21) below, previously designated 
(Sec 9-8). The additional delay factor here is provided by the mduct- 
Le-resistance field control circuit of a d-c motor._^ The transfer func- 
tion for the system in terms of physical parameter is 

S k'pk"al^ni 


( 21 ) 


s{Js + f) (E« + 

these eqvuitions contain all the information needed for making the plot, taken m 
conjunction witli the rules just enximerated. 
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■where 'kp, ka, and km represent sensitivity or conversion factors of poten- 
tiometer, amplifier, and motor respectively. To throw the equation 
into the form of Eq. (16), the isolated constant in each parenthesis is 
factored out, and all constants collected in the numerator. Thus 


KGCs) = 


k pk ak 7 


Sf S + 1^ S -f- 1^ 

k pk ak 7fi 


fR 


(j * + (s ® 0 


( 22 ) 


ISTow if the term k^ is substituted for the combination of constant terms 
in the numerator, Tl for J/f, and Tm, for L/R, the equation will be in the 
required form, as shown in Eq. (23). 


s(T,.s + + !)■ 


(23) 


As defined here, kv merely signifies the aggregation of constants repre- 
senting the gain when the transfer function has been manipulated to 
put it in the form of Eq. (22). What this aggregation includes will 
depend, of course, on the number and nature of the energy storage 
components. But it can be shown that kv, if obtained in this way, will 
have the dimensions of 1/sec and that it can be regarded as the velocity 
error constant of the total system (see Sec. 10-4). It cannot be defined 
in terms of a specific group of physical parameters that is the same for 
all systems but depends on a group of physical parameters distributed 
throughout the entire system, in the manner illustrated by the present 
example. 

We may now consider the basis for the procedure proposed in Step 3 
for approximating terms in the gain function \G(joo)l Equation (17) can 
be rewritten as a product of a series of separate factors. 


G(M = 


joijoiTi + 1 

Therefore 

1G^(»I = 


^ + 1) ^ 


j(ty2\ + 1 joiTk 1 


+ 1 


(24) 


1 

1 


icori + 1 


iiuTa 4- ll 


\jo}T]z ”h 1 


bar,, + Tj’ 

In passing from Eq. (24) to Eq. (25) we have merely determined the 
absolute value of a complex function G{jcx>) by multiplying the absolute 



Skc. 10 - 3 ] GRAPHICAL PLOTS OF THE FREQUENCY RESPONSE 


281 


values of a series of component complex functions. Thus, at any value 
of CO, GO'co) as well as all the separate factors on the right-hand side are 
complex numbers. Hence, the absolute value of O will equal the product 
of the absolute values of all the components. It may be helpful here to 
think in t-erms of the familiar conception of a complex number as a 
vector, with the absolute value being equal to its length. Then 


\(K3o^)\ 


« V(wTi)2 + 1 


+ 1 


1 

+ 1 
1 

Vlo^TnY + 1* 


(26) 


Now, if for any ter m of the for m -s/ (caTky + 1, co <$C 1/T&, then o:Tk <K 1, 
(wTfc)- <3C 1, and -h 1 « 1. Thus 1 can be used to approximate 

the term '\/lcoTky H- 1. This approximation is even closer for all terms 
of this form still later in the series of terms in Eq. (26), since the terms 
were arranged in order of decreasing time constants. That is, 


Tk > Tk+i > Tk+2 • ■ • , 

therefore 

(oTk > OjTk+l > 03Tk+2 ’ ’ ’ j 
( )l^ 

6jT,c 4-2 < CoTfc-Hl < CoT;. « 1. (27) 


Now, if at the same time it is assumed that w :$> 1/Tk-i, then coTfc-i ^ 1, 
(w7V.0"» 1, and 

Vi^Tk-iy + 1 « Vio^Tk-i? = oiTk-u 
This same type of approximation will hold for all earlier terms of this 
form in the series, since 

■ • • T k—Z ^ Tk—2 ^ Tk—1 

• • * OiTk—Z ^ 0}Tk—2 ^ OiTk—l^S^ !• 


iiice Blq. (26) can be written approximately as 

1 1 - 1 


\GW\ 


CO CO 


Ti 


CO 


T, 


CO 


Tk. 


( 28 ) 


for 1/7V-1 «M«l/n- ■ 1 

This same approximation may be assumed for the interval 

1 ^ -1 

5Vi n’ 

as well as for the interval l/Ti-x « « « 1/^ 

expected to be as good at the extremes of the The 

of the errors involved in the approximation is considered below. The 
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result represented by Eq. (28) is the basis for the approximations for 
\G(joi)\ given in Column 2 of Table 10*4. 

A graphical, and perhaps simpler, basis for passing from the terms of 
Eq. (25) to those of Eq. (28) is provided if we think of each of the terms 
of the form (juTk 4~ 1) as a vector. For then the length of the vector 
can be regarded as approximated by the length of its longer component 
if the two components differ markedly in length, as illustrated in Fig. 
10-5. On this basis we may skip the algebraic procedure of deriving 



for for ajT,^«l 

Fia. 10-6. — ^Vector diagrams illustrating approximation of a vector by its longer coinijoiiciit. 

the approximation and pass directly from the terms represented in 
Eq. (25) to those in Eq. (28). For where 

1 , \j 03 Tk + 1 | « oiTk) 

and where 

Let us now determine whether or not we can provide a measure of the 
errors of approximation involved in representing a transfer function of 
any number of factors by means of an asymptotic plot. This is probably 
done most simply by determining the error involved at any frequency 
03a, due to any given factor in the transfer function. For in constructing 
the asymptotic plot there has been an approximation made for evm-y 
factor in the gain function. Hence the total error of approximation will 
equal the sum of the errors due to each factor present. We shall find 
that the magnitude of the error due to a given factor, of the form 
1/ {jcaTk + 1) or (jcaTjc + 1), will depend on the ratio of the frequency a)„ 
to the reciprocal of the time constant of the term considered ; i.e., the error 
will depend on 03a/{l/Tk) or coaT*. The sign of the error will depend on 
whether (jccTk + 1) appears in the numerator or denominator of the 
transfer function. The error e in decibels is computed by the obvious 
procedure of determining the difference between the approximate expres- 
sion for the absolute value of the factor and its exact value, with each 
being given in decibels. That is, at a given frequency to®, the error cor- 



Sioc. 10-31 GRAPHICAL PLOTS OF THE FREQUENCY RESPONSE 
responding to a term l/(jcoTk + 1) will be 


Cdb ■ 

edh = 20 log 


1 


1 

icon + 1 

1 db approx 

icon + 1 


jcxiTk + 1; 


20 log 


approx 


\jccTk + 1 
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(29) 
(29 a) 


exact 


A positive error will indicate that the approximate or asymptotic curve 
lies above the exact curve; a negative error, that it lies below. The 
procedure for determining the actual magnitude of errors consists merely 
in substituting appropriate expressions for the two terms in Eq. (29a) 
and then calculating €db for different values of coT*. Two types of cases 
must be considered separately: (1) those in which 1/T& < coaand (2) those 
in which 1/Tk > 

1. Let us consider first the cases in which l/Tk < w, i.e., 1 < oiTk- 
In such cases, 


and 

therefore 


joTjc Ijoxacfc \/ (coT^fc)^ "4" 1 

1 


= 20 log 


\jo)Tk •+■ 1' 

1 


approx 


o>n’ 


20 log 


(30) 

(31) 
or 


con ^ V(con)2 + 1 

= -20 log con + 20 log VicoTkY + 1. 

CO 

We can now compute the e corresponding to different values of 

0)7*. The results are given in Table 10-5.^ They were obtained by 
substitution of tlie specified value of coT* in Eq. (31) and use of a table 
of (‘ommon logarithms. 

2. We may consider now the second type of case, that in which 
l/ 7 ^fc > CO, i.e.', 1 > con. In such cases, 


ico7h + 1 


as hc^fore, 
therefore 


I exact V{o>TkY + 1 

= 1 ; 

1 


e<ib 


\j03Tk + M approx 

20 log 1 " 20 log 


V(con)" -b 1 


(32) 

= 0 ■+ 20 log v&wn- 

t The table previously given (Table 10-3) for the simple ease of a transfer function 
<*<)ntaining a single time-constant factor can be considered a special case of the presen 
talilc, as will be apparent from a comparison of the entries in the two tables. 



284 


SERVO THEORY: FREQUENCY ANALYSIS 


[Sec. 10'3 


The results obtained for various values of caTh are shown in the right 
half of Table 10-5. It will be noted that the table shows a logarithmic 
symmetry in that the error (except for an altogether negligible difference 
in two items) is the same for any given value of coT^ and its reciprocal. 


Table 10-5. — Erbor of Approximation € Dub to Any Term X/{j<aTh +1) 

Transfer Functions G { j ( F )* 


Tk 

-j- = coTa ^ 1 

Tk 

toTh 

€, dh 

o>Tk 

€, db 

1 

4-3.00 

1 

4-3.00 

2 

4-1 .00 

1 

2 

4-1.00 

3 

4-0.46 

1 

4-0.45 

4 

4-0.26 

X 

A 

4-0.25 

5 

4-0.17 

1 

5 

4-0.17 


* When the factor is H- 1) instead of l/(,jaTk + 1), the sign, given for the error « is reversed. 

A positive error indicates that the approximate curve lies above exact curve* 


The results of Table 10*5 hold for factors of the form l/{jo3Th -f- 1). 
By running through the various steps with {jcoTh -h 1) substituted for 
its reciprocal, it will be observed that the same results will be obtained, 
but with a change of sign. This reversal of sign will occur in going 
from Eq. (30) to (31) and from (32) to (33). Hence for cases with 
{joiTk + 1) appearing in the numerator instead of denominator, the 
entries of Table 10‘5 can still be used if the sign is reversed. 

In applying the results given in Table 10*5 to a given transfer func- 
tion, one need only determine the values of wT* for each time constant 
Tk appearing in the transfer function, obtain the corresponding error of 
approximation from the table, and add up all these errors to give the 
total error. It is apparent from the table that as coT* becomes greater 
than 2 or less than owing to the increasing interval between o) and 
l/T/c, the error due to a given term becomes negligible. The ratio of co 
to any given \/Tk can often be obtained most readily from inspection 
of an asymptotic plot on which the various l/T values have been indi- 
cated along the 6j-axis as a preparation for drawing in the asymptotic 
gain curve. 

One further point that may require comment is the statement in 
Step 5 concerning the slo'pe of the decibel gain curve. It was stated tliat 
each term in the approximate gain function \G(jco)\ contributes 6 db per 
octave to the slope of the decibel curve in that interval (see Table 10 >4). 
This result may, perhaps, be inferred from Table 10-4 and the procedure 
used in determining the slope of the lines in the gain function of the 
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proportional servo. It may be desirable, however, to demonstrate this 
relationship explicitly for the general case. Let the approximate gain 
function be given by Eq. (34). We may then determine the gain in 
decibels at two points co® and 2coa, an octave apart. The differences in 
gain at these two points is 6 db for each term of the form co or coT in the 
gain function G(jco), the sign being positive for terms in the numerator 
and negative for terms in the denominator. Consequently, the slope of 
the line joining the points will be 6 db per octave for each term, with the 
same rule for the sign as just mentioned. 

\G(jo})\d.b = —20 log CO — 201ogcoTi + 201 ogcoT 2 ■ * • —20 log coTfc * * • ; 
at CO == coa: 

= -20 log COa - 20 log COaTi + 20 log COaTa - 

• - • — 20 log UaTh 4- • • • ; 

at CO = 2o3a- 

'G(jo})U = -20 log 2co„ - 20 log 2co«T'i + 20 log 2coaT2 - 

... _ 20 log 2o3aTk ‘ • • 

= — 20 log COa — 20 log cooTi 4" 20 log cooTa • • • — 20 log cooT^ 

- 20 log 2 — 20 log 2 H- 20 log 2 - 20 log 2. 

Difference in gain at coa and 2coa; 

Difference = lC(yco 2 «)Ui. — lC(jcoa)l<ii> 

= - 20 log 2 — 20 log 2 4- 20 log 2 — 20 log 2 
= — 6 db — 0 db 4" 0 db — 6 db. 

There is thus a 6-db difference for each term, the sign being positive for 
factors in the numerator and negative for factors in the denominator. 
It will be noted in Table 10-4 that as we proceed to each succeeding 
interval, one additional term is added to the gain function, and hence the 
slope in the new interval changes by 6 db per octave, plus or minus, 
relative to the slope of the previous interval. 

The discussion up to this point has dealt wholly with the procedures 
for obtaining an approximate plot of the gain function. It is necessary 
to indicate a procedure for plotting the phcise function as well. I he data 
for the phase function might be obtained, of course, by the straight- 
forward substitution of different values of co in the transfer function as 
described in Sec. 10-2. But if the transfer function contains many factors 
in numerator or denominator or is of high order, the procedure is laborious. 
The techniques utilized above of writing the transfer function in terms 
of relational parameters Ti, Ta, . . . , etc., and of regarding separate 
factors as vectors turn out here too to be uselul. Equation (35) gives 
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the general expression for the feedback transfer function used, previously. 
Only the frequency dependent part is considered, since the phase of 
any constant gain factor will be zero. The component factors are written 
separately to indicate that each is to be thought of as a separate function. 
Each is a complex function and may be represented at any given w as a 
vector. 

The phase of G(jco) can be readily obtained from that of the component 
factors if we apply the rule that the phase of the product of a series of 
vectors (or complex numbers) is equal to the sum of the phase angles of 
the separate factors. To obtain the phase angle of the factors containing 
complex functions in the denominator, we may apply the rule that the 
phase angle of the quotient of two complex numbers is the phase angle 
of the numerator term minus the phase angle of the denominator. Or 
we may regard numerator and denominator as written in exponential 
form and simply take the difference of the exponents. The phase angle 
of any term such as {jcjoTk + 1) will be tan“^ oiTk and oi jco will be •7r/2. 
Hence the expression for the phase angle of G{j(x>) can be written 

by inspection of Eq. (35) as given by Eq. (36). 


(?(ico) = j 


1 


joijcjiTi + 1 


+ 1 ) . 


j(jo T 3 T“ 1 




joiTk + i 


(35) 


<p(jcS) ^ — tan“^ (jo7\ + tan“^ — tan~^ coTs — • • • 

— tan~^ oi7.\ — • • • . (36) 

Every term in Eq. (35) of the form (ia>2\ -f- 1) contributes an angle 
equal to tan-^ oiTh to the phase angle. The sign of this contribution is 
positive if the term occurs in the numerator and negative if it occurs in 
the denominator. Equation (36) holds for the entire range of values 
of CO. However, the contribution of any term in Eq. (36) to the total 
phase angle, for a given value of co, will depend on the size of the time 
constant of that term relative to the larger time constants occurring 
earlier in the series. 

To compute the phase angle 0 for any value of co, it is necessary only 
to know the relative magnitudes of the time constants 7\, 7\, ' ' , and 

to substitute the given value of co in Eq. (36). To illustrate, suppose 
that the function G(jco) contained only the first four factors shown in 
Eq. (35). Then the phase angle is given by 


TT 


— t^xi ^ 1 "4“ tOiii ^ — tiiii ^ 


= 2 

Suppose it is specified that and — YFi. Then 

rp i 

(f>(jco) = — - — tan~^ ooTi 4 - tan“^ — tan 


(37) 


TT 

2 


( 38 ) 
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Table 10-6 shows the value of the angles corresponding to the successive 
terms in Eq. (38), as determined from a table of natural tangents. 


Table 10-6. — Computation op Phase Angles 


CO 

wTi 

<j!>(ico) = — 1 - 

- tan"^ 

CO Ti -f- tan“^ ■ 

uxT 

“~2 

1 

. caTx 

— tan— 

5 

0 

0 

-90° 





= 

— 

90° 


1 

iTx 

s 

-90° 

- 11° 

-1- 

6° - 

■ 2° 

= 

— 

97° 


1 

2Tx 

i- 

-90° 

- 27° 

4- 

14° 

- 6° 

== 


■109° 


1 

Tx 

1 

-90° 

- 45° 

+ 

27° 

- 11° 

— 

— 

■119° 


2 

Tx 

2 

-90° 

- 64° 

+ 

45° 

- 22° 

=5 

— 

-131° 


3 

Tx 

3 

-90° 

4- 72° 

+ 

56° 

- 31° 


— 

■137° 


5 

Tx 

5 

-90° 

- 79° 


78° 

- 45° 

= 

— 

-146° 


etc. 











Reference has already been 

made 

(Sec. 

10-2) 

to 

the 

formulas 


charts developed by Bode for determining the imaginary component 
from the real component of a network function and conversely. These 
procedures are relevant here, since the natural logarithm of a transfer 
function, when expressed in exponential form, gives the logarithmic gain 
function as the real part and the phase function as the imaginary part 
as shown by Eq. (4). If the gain function is transformed to a loss or 
attenuation function, then it will be in the form required for Bode’s 
formulas. It should be noted that the charts are especially designed to 
permit determination of the imaginary component from the real com- 
ponent when the real component is approximated by a series of straight 
lines, as is the case in the construction of the asymptotic gain curves 
discussed above. Bode's book should be consulted for a description of 
the charts and their use.^ 

In order to complete the method given above for rapid plotting of 
frequency gain functions, reference should be made to a procedure for 
dealing with quadratic factors. Thus a quadratic factor will occur in 
the denominator of a feedback transfer function if an elastance as well 
as inertial and dissipative types of component are involved in a given 
energy storage unit. This quadratic factor may, of course, then contain 

^ H. Bode, Network Analysis and Feedback Amplifier Design, Van Nosirand, 
New York, 1945, Chap. ,15, “Graphical Computation of llelations between Real and 
Imaginary Components of Network Functions, pp. 337-359. 



288 


SERVO THEORY: FREQUENCY ANALYSIS 


[Sec. 10-3 


L 


R 

-AAAA- 


complex roots, a situation that it was not necessary to take into account 
in dealing with the linear factors so far considered. A mechanical 
example of a physical unit giving rise to a quadratic factor is the load 
member of a servo system containing inertia, viscous friction, and 
mechanical elastance. An electrical analogue is a single mesh containing 
inductance, resistance, and capacitance in series, as shown in Fig. 10-6. 

This electrical example will be used here 
for purposes of illustration, since the 
dimensional status of combinations of the 
familiar electrical parameters will be more 
immediately obvious. 

To indicate a method for dealing with 
such quadratic factors, let us determine the frequency-transfer function of 
this electrical unit and then determine what procedures can be used in 
making a rapid plot of its decibel gain curve. The transfer function of 
the network is readily shown to be 




) 


Fig. 10*6.^ — ^Electrical circuit giving 
rise to quadratic factor. 


P(s) 


eo(s) 1 

ei(s) LCs^ -f- RCs 1 


(39) 


It is convenient to rewrite this equation in terms of the relational param- 
eters Tq, and where 


and 


Tc 


r = 


■\/LC with the dimensions of sec, 
1 R 


2 VF/C 


with no dimensions. 


(40) 


This symbol f is exactly equivalent to that defined in Sec. 9-8. The 
only difference is that it is here expressed in terms of electrical param- 
eters rather than mechanical ones. 

From Eq. (40) we obtain 


LC = Tl 


RC = 2T«r. 

Substitution in Eq. (39) gives 

Pis) 


-I- 2^TqS -h 1 
The frequency transfer function is given by 

1 


(41) 


P(ico) = 


+ 1 ) + 2jc.Tq^ 


(42) 


Let us now determine the information required for a rapid plot of the 
decibel gain curve of this transfer function. 
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For CO <3C l/Tq, i.e., as co 0, 


and 


\PU‘^)U>. = 0. 

For CO 1/Tq, or co7^5 ^ 1, 

(43) 

~ j_^ 27 T 2 |' 

and 

\P(J<o)U = -20 log 

(44) 

where the symbol l/^0'co)ldi> has the meaning approximate gain function.’^ 
The slope of this high co portion of the decibel gain curve can be shown 
to have a slope of — 12 db per octave by the same procedure used pre- 
viously (comparing \P(ja3)\db for coa and 2coa). 

Let us now determine the value of co at which the low- [Eq. (43)] and 
high-frequency [Eq. (44)] asymptotes intersect. 

0 = -20 log co^TI; 

co^T^ = 1 . 

therefore 


II 

3 


In case the gain curve has a peak, it will occur at about this value of 
CO. The height of the gain curve above the 0-db level of the low-fre- 
quency asymptote is found by substituting l/T^ for co in Eq. (42). It 
is thus found that 

P(ico) = 

(45) 


(46) 

= -20 1og2r. 

(47) 


This equation is of interest, since it gives us a direct relation between the 
value of r and the approximate height of the peak in the frequency gain 
curve. Inspection of the equation shows that for values of t less than 
the decibel gain level is positive, indicating the presence of a peak. 
For r equal to i-, the gain is 0 db; and for ^ greater than i-, the gain level 
is negative, indicating a tapering off of the gain curve as it approaches 
the high-frequency asymptote and the absence of a peak. 

On the basis of the relations just reviewed, the procedure for plotting 
the decibel gain function corresponding to a quadratic in the denominator 
of a transfer function can be summarized as follows: (1) The point cor- 
responding to CO = 1/T,j is determined on the frequency axis. (2) The 
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gain level at this point, or of the resonant peak if one exists, is given by 
Eq. (47). (3) The low-frequency asymptote is given by the 0-db axis; 

the high-frequency asymptote by a line drawn through co = l/T^ with 
a slope of — 12 db per octave. (4) The transition between the asymptotes 
and the gain at w = 1/Tq can be sketched in by hand; or if a more exact 
determination of the decibel gain in the neighborhood of co = 1/T,i is 
desired, it may be obtained by computing the values of |P(ya))|<jb corre- 
sponding to different values of co substituted in Eq. (42), or from appro- 
priate charts. (See Vol. 25 of this series.) 

For a quadratic factor appearing in the numerator of a transfer func- 
tion instead of in the denominator, these same rules apply except for 
a reversal of the sign of the decibel gain level. This will be evident from, 
a review of the development given above, but with the quadratic factor 


shifted to the numerator. 

A final question may be raised concerning the plotting procedure 
appropriate when additional factors appear in the transfer function, as 
in Eq. (48). 


P(s) 


siTiS + 1 ) 


{T2S 1) 

• • (T|s2-1- +T)^ 


where Ti > > T^. 

The answer to this question becomes clear if we regard P{s) factored into 
parts as given by Eq. (49). 


P(s) = Pi(s)P2(s) 


(P 2 S H- 1) 1 

s{T^s -b 1) Ty -h -f f 


( 49 ) 


where Pi(s) stands for the factors involving Pi, P 2 , . . . , and P 2 («) 
stands for the quadratic factor. It will be evident that l-^i(ico)ldb can be 
plotted by the procedures considered earlier and l.p 2 (ico)ldb by the method 
just considered. Consequently, \P{jo))\dh will be given by the sum of 
these two gain curves. Hence, if a decibel plot has been made for i^i(,s-), 
the quadratic factor is incorporated in this plot by locating on the high 
CO asymptote of the Pi(s) function the point corresponding to co = 

To the right of this point a line is drawn at a slope of —12 db/octave 
relative to the asymptote just to the left of this point, and the decibcd 
gain will correspond to that due to both the quadratic and Pi(s) curves. 
The result of this procedure is illustrated in Fig. 10-7 for the transfer 
function of Eq. (49). 

In the example just considered, the factors present in Pi(s) are all of 
the linear type. But the same principle of adding decibel gain curves 
will, of course, hold even when Pi(s) contains quadratic factors in addition 
to the linear factors. 

Decibel vs. Phase-margin Diagram . — The data represented in the 
decibel vs. log frequency diagram may be plotted in a type of graph 
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known as the phase-margin diagram.^ The method of plotting consists 
essentially in plotting decibel gain against phase angle in rectangular 
coordinates and then relabeling the abscissa to give the phase angle in 
terms of phase margin rather than phase angle. The phase margin <1>m in 
such a diagram is defined as 180° minus the phase lag. Since the phase 


I*"t<K ll>- 7 .~Asympt.otic ^2:11111 curve for transfer function ; 

r>(«) 

«(yi« + l)C2Vs2 ■+■ 2T„-^s -1- 1) 

wif.h {U'.tiual Rain <nu-ve in vidiuity of w == 



lag (Mpuils the negative of the phase angle, 

= 180° — ( — <?!>) = 180° -1- (/>. 

Tiui al)ove characterization of the phase-margin diagram is illustrated 
in Fig. 10*8. We may think of the decibel gain and phase coordinates for 
various values of w (e.g., co„, co6, co., etc.) as plotted in relation to the 
(;oordinn,te axes drawn in solid lines. Then at a phase angle of - 180° 
a new verti(ail axis is drawn (shown as a broken line) and used as the 
reference for phase-margin measurements. It is obvious from inspection 
of the scudes along the abscissa that the phase margin will equal 180° plus 
tlie phase angle. In, plotting frequency-response data in such a diagram, 

1 A. BobcKyk, Hb licport No. 811, 1946; and B. P. Canapbell, Nichols lecture, 
loc. cit. S<i<! also Vol. 25, Iladiation Laboratory Series. 
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it will, of course, not be necessary to make use of the phase reference 
axis, since the phase margin can easily be obtained from the phase angle 
by adding 180°. It is of interest to note the likeness of the phase- 
margin diagram to the transfer locus in that both involve essentially a 
plot of gain against phase. The two differ in that the one is in rectangular 
coordinates whereas the other is in polar coordinates and in the use of 
the decibel scale for representing gain in the phase-margin diagram. 



10*4. The Interpretation of Frequency Diagrams. — The previous 
section summarizes different ways in which the frequency-response curves 
can be plotted. In the present section will be considered the ways in 
which these graphs may be interpreted to yield predictions of the per- 
formance of the system for various excitation conditions. Such esti- 
mates are not limited to input signals of periodic character. The specific 
question that this section will attempt to answer is this — from any given 
type of graph, what predictions can be made concerning the performance 
of the system represented? The discussion will be concerned principally 
with the feedback transfer function KG{jo}). 

The Output Transfer Function . — In order to develop criteria for 
interpretation of the transfer locus, it is helpful to consider first the 
output transfer function and its relation to the transient response of the 
system. From the correlations thus established, it will be possible to 
proceed to the transfer locus, which represents the feedback transfer 
function, and establish techniques for relating it to the transient response. 
The amplitude and phase curves of Bo{jof) / di{j(jf) may simply be plotted 
as two separate curves as shown in Fig. 10-9. The logarithmic plot 
need not be used. 

A preliminary consideration of the response curves of an ideal system 
(one in which the output follows the input immediately) indicates the 
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bearing of the frequency-response curves on the transient response. In 
an ideal system, the amplitude function will be equal to 1 and the phase 
response equal to 0 for the entire frequency range from 0 to A 

system with such response curves would give perfect following, as is 
evident from Fourier integral concepts. Thus, any nonperiodic input 
disturbance can be represented by a specific continuous frequency 
spectrum extending from — <» to + oo . If each of the component fre- 
quencies is transmitted by the servo system without change in amplitude or 
phase (as implied by a constant amplitude response of 1), then each of the 
input frequencies will reappear at the output in its original magnitude 
and phase. The recombination 
of these component frequencies by 
means of a Fourier synthesis will, 
therefore, reproduce the original 
input disturbance. 

No physical system is, of 
course, capable of showing this 
ideal response. The same con- 
cepts are, however, applicable. 

The arl)itrary input signal, ex- 
pressed as a function of time, can 
again be represented by a Fourier 
spectrum. The frequency- 
response curves of the total system 
will indicate the extent to which 
each fre(piency component in the signal is transmitted by the system, i.e., 
the change that it undergoes in amplitude and phase. More precisely, the 
fre(iu(mcy-amplitude curve representing the input signal multiplied by the 
amplitude transfer curve of the system will give the Fourier spectrum of 
the output signal. The phase function of the output might be obtained 
similarly by adding the phase function of the system to the phase function 
representing the input time signal. The output signal expressed as a time 
function, or transient response, may again be obtained by the Fourier 
syntliesis of the component frequencies. These considerations indicate 
tiiat it is reasonable to expect a correlation between the properties of the 
transi<^nt-response and the frequency-response curves for the total system. 

By way of a practical though approximate index of the transient 
response, TTall has reported the following correlation, based on a com- 
parison of freciuency-response curves and transient response for the same 
systems. The presence of peaks in the amplitude response is generally 
associated with the occurrence of complex roots of the characteristic 

' In a miniirmm phase system, the specification of a constant amplitude of 1 would 
be sufficient to indicate a constant phase of 0. 



Fig. 10-9. — Amplitude and phase re- 
sponse curves of output transfer function 
OaCoi) /di(JcS). 
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equation. The height of the peak, relative to the flat, low-frequency 
part of the curve, is an index of the real part of the root, tending to 
increase as the magnitude of the real part decreases. The angular 
frequency at which the peak occurs is an index of the imaginary part of 
the root, tending to increase as the magnitude of the imaginary part 
increases. Hence the frequencj^ of the peak will be an index of the fre- 
quency of the oscillatory component of the transient response, and. the 
height an index of its damping.^ In numerical terms. Hall states that 
if the height of the peak (relative to the response at co = 0) is limited 
to 1-g-, then the damping ratio f will lie between 0.5 and 0.8, and the 
angular frequency of the peak will equal the frequency of oscillation, to 
within about 20 per cent, A damping ratio of about 0.8 has been pro- 
posed as a useful practical standard in the design of many systems, for 
it provides for a quick transient response with relatively little overshoot. ^ 
Limitation of the resonant peak to 1-g- thus provides a criterion that can 
be used in adjusting the parameters of the system. 


A possible qualitative basis for this type of correlation may exist in the i-ela- 
tions derived in Sec. 10-3 between the damping ratio f and the form of the gain 
curve of a transfer function consisting of a quadratic factor. Let us take as an 
example a proportional servo system. Its feedback transfer function is 


KG(s) 


9„(s) ko 
~ Eis) “ Js^ +fs 


The output transfer function is found from this to be 


9,, is) KGis) ko 

9iis) ~ 1 + KGis) ~ Js^ -\-fs + ko 


J 

ko 


I 

ko 


~l“ IT ® "b 1 


(50) 


This equation can be written in terms of the relational parameters f and 
sidered previously by setting 


and 


r = 


2 VhoJ 


(nondimensidnal) 



(with dimensions of sec). 


con- 


1 It may be helpful to refer back at this point to Sec. 9-8 on the relation of the 
transient response to the real and imaginary parts of the complex roots of a qua.dra,tin 
characteristic equation. 

2H. Harris, “The Analysis and Design of Servomechanisms,” NDIIC Rcqoort., 
1942, p. 11, points out, however, that although this criterion is particularly tiHtvftil 
in the design of regulators, additional factors must be considered in the ca.se of 
servomechanisms . 
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These parameters are exactly equivalent to those considered previously, the 
only difference being that here they are defined in terms of mechanical rather than 
electrical physical parameters. Equation (50) written in terms of the new 
parameters becomes 

^s) _ 1 

di{s) ~ ry -f 2^T,s + 1* 

It will 1)0 noted that this equation is identical with that given previously 
[Eq. (41)] ill discussing the nature of the gain function plot of a quadratic factor. 
Hence the con(^lusiong^derived then apply here, and the value of the gain function 
at 0 ) = the approximate location of the peak in the do(jo})/6i(joi) function, 

will be given by 

0o(]^) 

0i(jco) 2 ^' 


We thus find an inverse relationship between the damping ratio f and the height 
of the peak that suggests the jjossibility of utilizing the height of the peak as an 
index of the damping and stability of the system. 


Transfer Locus . — Although graphs of the output transfer function 
are useful for estimating the performance of a system, they are not so 
convenient as a basis for design as are the transfer loci. Certain of the 
measures of performance given for the 6o(jo))/6i{jo}) curves are therefore 
used in developing criteria that may be applied to the do(jco)/E(jo}) 
loci. In the design and adjustment of servo systems the goal of the 
designer is to olitain a system that will be stable and will meet certain 
specifications of accuracy. The following material on the interpretation 
of transfer loci will therefore be considered in relation to these two 


topics. 

Stab ilili/.-— The, criterion of servo-system stability utilized in the fre- 
quency apt)roa<di is based on Nycpiist’s theoretical analysis of regenera- 
tion in feedl)a(ik amplifiers. ^ A servo system may be considered as 


dynamiimlly analogous to a negative feedback amplifier. ^ The criterion 
of stal)ility developed for the latter may, therefore, be carried over and 


api)ried to servo systems. 

To apply tills ci-iterion it is necessary to determine whether or not the 
transfer hxuis of K0(jo3), corresponding to values of co from — oo to 
encircles the critical point ~1 jO.^ If the locus encircles the 


Nyiiuisti, “ R,(‘g(;u('rnti()u Thooi’y/ 


Tech. Jour., 11, 125-147, 


.January llKi2. 

sBih; a. C. Mall, Analysis and Synthesis oI Linear Servomechanisms, Technology 
Prciss, MaHHa.elui.s('U,s Institute of Technology, 1943, pp. 34/. 

•' Nyciuist’s crit(u-ion originally formulated (op. cit.) for feedback amplifiers was 
given in terms of t.he ridation of the polar plot of the feedback function m/ 3 to the point 
-f-1 +j0. Since in terms of the symbols used here m = KG(joi) and /3 = — 1, the servo 
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critical point, the system represented is unstable; otherwise it is stable. 
Figure 10-10 shows examples of loci of the two types. A and B are 
stable loci; C and D, unstable loci. The loci in the figure have been 
drawn only for positive values of co. The part of any locus corresponding 
to negative values of co will be the mirror image in the real axis of the 
part drawn, since the value of the vector KG(jcoa), for any specific fre- 
quency coa, will be the conjugate 
of the vector KG(-jo:a). The 
locus corresponding to negative 
values of w may therefoi-e be 
sketched in readily. 

In some cases, it may be difficult 
to decide whether or not the critical 
point is enclosed. For smdi c.ases, the 
following supplementary rule pro- 
posed by Nyquist is of help. Assume 
that a straight line is drawn between 
the critical point — 1 H-iO to any |)oint 
on the locus of the function AY/(j'co). 
As the frequency varies from -f- «> to 
— 00 , let the end of the line on the 
locus trace out the locus, while the 
end of the line at the critical point 
remains fixed. If the final angle (net 
angle) of swing of the straight line is 
zero as the frequeiK^y varies from 
+ 00 to — 00 , then the system is 
stable; if it is different fi-otti zero, the 
system is unstable.^ The unstable systems of Fig. 10-10 may be used examples 
in trying out this method. In applying the rule, a pencil laid over tlio graph may 
be used to represent the straight line. 

Special difficulties of interpretation may arise in the case of loci that 
extend to along the negative real axis such as that of B of Fig. 10-10. 
In applying the Nyquist criterion to loci of this type, the part of the 
locus approaching — oo should be regarded as connected l)y a circle of 



Fig. 10-10. — Examples of transfer loci 
representing stable (A and B) and unstable 
(C and D) servo systems. 


feedback transfer function would be represented as —KGijo>) and its rdat ion to the 
point +1 +yo determined. The stability criterion can, however, be just as well 
formulated in terms of the relation of +KG(jo}) to the —1 +y0 point, whicdi is {Hpiiva- 
lent to the relation of — to the +1 +y0 point. The tendeivcjy has been for the 
Nyquist criterion to be used in this form. See, for example, Hall, op. ctL, p, 36; 
and H. VI. Bode, Bell System Tech. Jour., 19, 421—454, July 194.0. I^’or a discusHion of 
Nyquist’s criterion in relation to complex function theory, see H. W. Bode, Network 
Analysis and F eedhack Amplifier Design, Van Nostrand, New York, 1945, pp. 137-169. 

1 Taken, with slight modifications, from Hall, op. dt., pp. 35j7. 
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infinite radius as shown in Fig. lO’ll. The appropriateness of this 
piocediire becomes clear when it is noted that vectors corresponding to 




E ^ 

CO 


E, 


Stable system 


KGUco ) 
plane 

Real axis 



(a) (6) 

1* KJ. 10* 1 1. Uso of infinite circle in application of Nyquist’s criterion for stability. 

positive Ircquencies (solid line) are approaching a phase angle of — 180® 
as CO — > 0, whereas vectors corre- 
sponding to negative frequencies 
are approaching a phase angle of 
4* 130° as CO — » 0. These phase 
angles are therefore to be regarded 
as 300® apart. 1 

laxu such as E of Fig. 10-12 
have given rise to a distinction 
b(':t\v(^en “absolute” stability and 
‘ * c.ondi tional ” stability. Curve 
El represents a “conditionally” 
stable system. As drawn here the 
locus does not enclose the critical 
point. The corresponding system 
is thercifore stable. If, however, 
tlu^ gain of the system is incr eased, 
to givc’i Curve as its locus, or the 
gain is decreased, to gi ve Curve Ez 
as its locus, then the system is no 
longer stable. Idle term ‘ ‘ N y quist 

staiiility” has also been used as a synonym for “conditional” stability. 

‘ Stic Hiill, op. cit., p. 40; Brown and Hall, op. cit., p. 28; and McColl, Servo- 
mechammus, Van Nostrand, New York, 1945, pp. 2Sff. 

^ 8(^<i H. W. Bode, Bdl System Tech. Jour., 19, 421-454, July 1940; and Network 
Anidysis aud Feedback Aniplifier Design, pp. 162-164. 


Gain increased 
Unstable system 



Gain decreased 
Unstable system 

Fici. 10-12. — Effect of variation in gain 
on transfer locus of system with conditional 
or “ Nyquist stability.” 
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Nyauist stability is not, in general, satisfactory in a servo system, since 
changes in any of the factors that influence the over-all gain (such as loss 
of tube gain with age or increase of tube gain from zero as power is first 
applied to the amplifier) ^ may result in an unstable system. 

In the adjustment of a servo system in order to provide stability, 
it is evident that a system which barely passed the test of stability 
curve >5 of Fig. 10-13) might not be satisfactory. Slight uncontrollable 

changes in the parameters of the system, such as occur in aging, might 

produce sufficient change in the 
locus of the system to move it over 
to the other side of the critical 
stability point (curve U of Fig. 
10-9). In the adjustment of such 
systems, it has, therefore, been 
found desirable to provide marginfi 
of safety. Bode^ has discussed the 
theoretical considerations involved 
in the selection of such margins in 
the design of feedback amplifiers 
and introduces the concepts of phase 
and gain margins.^ Ferrell'* in dis- 
cussing the application of J3ode^s 
treatment to servo systems states 
that a phase margin of between 40® 



Pig. 10-13. — Diagram illustrating the 
need for safety margins in the adjustment 
of stability. 


and 60® and a gain margin of 10 to 20 db constitute good design practice. 
These criteria mean that at the frequency at which the gain has fallen to 0 
db, the phase margin should be not less than 40° to 60° (i.e., the phase lag 
should not exceed 120° to 140°); when the phase lag has reached 180®, 
the gain in decibels should have fallen to between 10 and 20 db. 
Hence in the interpretation of loci, one must determine not only wlietlier 
or not the system represented is stable but also whether or not adecpiatf^ 
or standard margins of safety have been provided. 

It should be noted that the principles given above relative to system 


1 This type of situation may lead to damage to the system due to oxec'ssive osc illa- 
tions that may occur for low-gain values of the amplifier before the system IxK-.omcH 
stable at the higher-gain values associated with steady-state tomperat,ur<^ of thc( tiilu* 
cathodes. 

“ H. W. Bode, ‘'Relations between Attenuation and Phase in Feedback Amplifier 
Design,” Bell System Tech. Jour., 19, 433-436, July 1940. 

^ The term phase margin has already been introduced, it will r<'called, in S<*c, 
10-3, in the description given of a method for plotting decibel-pba,se-nia,rgin dia.p;rarnH. 

^ Ferrell, "The Servo Problem as a Transmission Problem,” P roc. I RE, 33, 763-767, 
November 1945. 
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stability apply equally well to regulators,^ that is to say, to systems 
designed to maintain some property constant on the basis of a feedback 
loop. A regulator can be regarded as a servo system in which the input 
function d>{t) is constant. A block diagram of a d-c voltage regulator 
regarded from this point of view is given in Fig. 10-14. Comparison of 
this diagram with one used to represent a servo system (e.g., Fig. 9-8) 
shows that there are no essential differences in the structure of the two 
systems. The differences consist rather in the nature of the disturbances 
that tend to produce variations in the output quantity edt). In the 
voltage regulator, the origin of such variations is in the d-c voltage source 
applied to the regulator tube and in the parameters of the load circuit, 



rather than in the input forcing function ei{t). Since the latter is pur- 
posely k(;pt constant, the output response Coit) tends to return to this 
same value following disturbances in the voltage source or in the load. 

Accuracy . — As shown above, the transfer locus provides a simple and 
precise basis for inferences concerning the stability of a system. It is 
mu(*h less satisfactory as a basis for estimates of accuiacy. These 
limitations are not, however, inherent in the frequency approach. As we 
shall see, a sliift to the decibel log frequency methods of representation 
permits certain conventional estimates of servo error to be made with 
considerable precision. Before going on to consider these procedures, let 
us review tlie chief relations that have been established between transfer 
loci and measures of servo error. HalF has pointed out an interesting 
scries of relations between conditions of zero steady-state error and the 
shape of tlic locus as the angular frequency co approaches zero. These 

correlations are represented in Fig. 10-15. 

In sy sterns with zero displacement error, the locus approaches^ oo along 
the negative imaginary axis as co approaches zero. This relationship is 
shown in Fig. io-15a. The specification of a zero displacement error 
means that the steady-state value of the error will be zero if the input 

t See Bee. 8*:} for a definition of regulators. 

2 Hall, op. n’t., pp. 38-41. 
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Biit) consists of a fixed displacement, such as occurs in the case of a step- 


function input. , , , ./• j- 

In systems with zero velocity error, the locus of the transfer f unchon 

approaches ^ along the negative real axis as w approaches 1 his rela- 
tion is shown in Fig. 10*lo5. I he 

specification of zero velocity error 
means that the steady-state error 


KGijco) plane 




Fig. 10-15. — Transfer locus diagrams repre- 
senting systems with zero steady-state errors, 
(a) zero displacement error; (b) zero velocity 
error; and (c) zero acceleration error. 


will be zero if the input 6^) con- 
sists of a fixed velocity, such as 
occurs for a step-velocity input. 

In systems with zero acceleration 
error, the locus approaches co along 
the positive imaginary axis as co 
approaches zero. This is shown in 
Fig. 10T5c. Specification of zero 
acceleration error means that the 
steady-state error will be zero for 
a fixed input acceleration. 

It is evident that as the order 
of the zero steady-state error 
increases, the axis along whic.h the* 
locus approaches «= (when co — > 0) 
shifts progressively in a clockwise 
direction. We miglit, on this 
basis, readily lay down the recpiire- 
ments for zero steady-state crrorB 
of still higher order. Ihit systernB 
are seldom required to mcM such 
higher-order specifications, since 
the input functions tliat octeur 
commonly do not tend to show 
constancy in the higher-order de- 
rivatives of the displacement. 
Inputs approximating constant 
velocities (the first derivative of 
the displacement) are 
most common. 


The correlations just given are useful in comparing a proposed servo- 
system with performance specifications. By noting whether or not tho 
low-frequency end of a given locus approaches co along the correct 
axis, one may determine the nature of corrections needed in the system 
to provide a locus of the required type. 

What is the reason for these correlations? To understand tliem, two 
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facts must be considered: (1) the properties that specification of a given 
steady-state error as zero imposes on the transfer function KG(s) and 
(2) the nature of the behavior of the corresponding KG{jcS) function as 
£0-^0. 

The first relationship is made concrete by considering a specific system, 
such as the proportional servo of previous illustrations. Its error func- 
tion is 


E{s) 


At fs 

js^ + /r+To 


Oi(s). 


(51a) 


Suppose the system is required to have a zero displacement error. This 
implies that when di{f) is a step function, there must be no constant terms 
in the solution E{t). Substituting 1/s for di(s), 


E{s) = 


- + /s 1 

J fs s 


(516) 


If there were no factor s in the numerator to cancel the s introduced into 


the denominator by 6i(s), then, upon application of the inverse Laplace 
transformation, there would be a constant term in the equation for E{t), 
corr€?!sponding to the factor s in the denominator of E(s). This follows 
from transform pair (a) of Table 9* la, and (e) of Table 9-16. The 
c, distant term would constitute the steady-state error, since it would be 
unchanged as . Hence, specification of a zero steady-state error 

requires absence of s as a separate factor in the denominator of E{s). 

13iit since an a is introduced into the denominator by 0i(s), a factor s 
must be present in the numerator of the transfer function E(s)/di(is) to 
cam^el it. This requirement is met in the case of Eq. (516) of our example, 
since an s factor is available in the numerator to cancel that of the denomi- 
nator. But we know that the numerator of the error transfer function 
E(s)/6i{s) is identical with the denominator of the feedback-transfer 
funetion KG(s), as will be evident from inspection of Eqs. (9.22) and (9.47) 
showing derivation of E(s)/ di(s) from KG^s). Therefore to cancel a first- 
order pole introduced by di(s) into E(s), there must be a first-order pole in 
AY;(,s') ; to cancel a second-order pole, there must be a second-order pole 
in KG(f^); and so on. 

Hence, specification of zero displacement error means that KG(s) is 
of the form 


KG, is) = 


{s + ai) (g + <^2) (s + aa) • • • 

s(s + 6i)(s + 62 )(s + 63) • • ■ 


(52a) 


Specification of zero velcxdty error implies KG{s) is of form 

/ A _ + + as) • • • 

j'aC'S) — ^,2/^ _l_ 62) (s + 63) • • • 


(526) 


and so on 
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We are now ready to consider the nature of the transfer loci corre- 
sponding to Eqs. (52a) and (525). The frequency-transfer function corre- 
sponding to Eq. (52a) will be 


irp -f- as) ' • * 


(52c) 


What happens to the various factors as w approaches zero? Each 
of the factors of the form (jcc -f a) and (jco H- b) are complex numbers. 
The terms represented by ai, a^, as, , and bi, 62, 63, , may be 

real or complex. As co — > 0, joj becomes negligible relative to the other 
part of the factor; therefore the joi term inside each parenthesis can be 
neglected, and each factor can be approximated by its root alone. 

Therefore 


lim KGxijo:) « • • • . 

Mbib,bs) ■ ■ • 


(53a) 


The products aia2a3a4 . . . and hMsbi . . . will be real, since if 
any of the single roots is complex, it will be paired with a conjugate 
root and the product of the two will be real. The right-hand side of 
Eq. (53a) will therefore be an imaginary number that approaches —joo 
as oj approaches zero. Hence the function KGi (joi) will approach infinity 
along the —j axis as a> approaches zero. 

A similar line of reasoning indicates that if a zero velocity error is 
prescribed, then 0f(s) is represented by N/s^, and ^^2(5) must contain an 
§2 term in its denominator, as shown by Eq. (525). The corresponding 
frequency-transfer function is 

KO^Uo,) = a„L 

3 CO (jCO -|- bi)(j03 -f- 62 ) ■ ' ■ (jo3 -f- bn) 

= (jco + ai)(jco H- a2) • • ■ (jco -|- an) 

— -h bi)(jo3 bz) • ■ ■ Ijo) + bn)’ 

therefore 


lim KGzijoi) 

03 — >-0 


aiasaz ' ' 
— 03‘^bxbzbz • 



(536) 


This is a real number which will lie on the negative real axis and will 
approach — 00 as co approaches zero. Hence the function KGzijc^) will 
approach 00 along the negative real axis as co approaches zero. 

We might proceed by a similar line of reasoning to sketch the behavior, 
in the low-frequency region, of the transfer loci corresponding to zero 
steady-state errors of still higher orders. The examples given above, 
however, should be sufficient. It may be of interest, before leaving this 
topic, to note the characteristics of the transfer function KG{jo)) which 
determine the behavior of the locus at its Mgr5-frequency end. As Hall 
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points out, ^ the behavior of the locus in this region depends on the order 
of the transfer function. The order of the transfer function may be 
defined, on the basis of the following equation, as the difference {q — v)' 


CO > C)0 




(54) 


This equation shows the form taken by the frequency-transfer function 
representing any given system, [Eq. (52c)] for large values of w. As 
^ oo , the transfer locus will approach zero from a direction determined 
by the order (g — p). Thus, if {q — v) = 2, Eq. (54) becomes 


GU^)] 


00 


O'm)" 


CO 


2? 


i.e., G{joi)]^-y 00 — » — l/co*-*. For large values of w, the transfer locus 
approaches zero along the negative real axis. 

If (g — p) is assumed to equal 3, Eq. (54) becomes 

(70'«)i„_ . = , .tp, = - A = + j -■ 

For large values of oj, G(jo}) approaches 0 along the -f imaginary axis. 

If (g — p) is assumed to equal 4, Eq. (54) becomes 

» = (i)i = + ii- 

For large values of w, Gijco) approaches 0 along the -f- real axis. The 
shape of the locus at the high-frequency end may thus be readily deter- 
mined from the order of the transfer function. 

As Hall points out, the interpretation thus indicated for different 
regions of the locus permits the locus of a given system to be sketched 
rapidly witli a minimum of computation. The shape of the locus at the 
high-frequency end is indicated by the order of the transfer function, 
which is determined by the number of energy-storage devices in the sys- 
tem. The shape at the low-frequency end is indicated by the specifica- 
tions regarding the required zero steady-state error. Finally, the required 
relation of the locus to the critical point (-1 -b jO) is indicated by 
Nyqiiist’s stal)ility criterion. 

In its a]>ility to provide estimates of the transient error, the frequency 
approach, as represented by curves of the output transfer function or by 
transfer locus plots, is again not quite satisfactory. Ihe decibel-log co 
plots here, too, turn out to be somewhat more useful. Some general 
correlations have, however, been reported. It will be recalled from 


’ Hall, op. ril., pp. 41.//'. 
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Sec. 9-8 that the magnitude of real roots of the characteristic equation of 
the error function, if negative, determines the rate of decay of exponential 
components of the error response and that the magnitude of the real 
part of complex roots, if negative, determines the rate of decay of any 
oscillatory component. In both cases, the greater the absolute magnitude 
(of the real root, or the real part of a complex root) the more rapid is 
the decay, that is, the shorter is the transient. Halh reports, from his 
comparison of transient and frequency-response curves, that the height 
of the peak of the amplitude curve of the output transfer function 
can be used as an index of the size of real roots and the real parts of 
complex roots. He states that in order for these to be large, ‘‘the peaks 
in the amplitude response function must be limited in magnitude and 
occur at large frequencies.’' 

The specification concerning the peaks in the amplitude function 
can be carried over to the transfer locus. A simple geometrical procedure 
to be described in Sec. 10-5 permits one to determine, on the locus, the 
frequency at which such a peak in the amplitude response [of B^{joo) /6i{joi)] 
will occur. The reported association between high frequency of the peak 

and short duration of the transient, 
although not particularly^useful in 
making possible quantitative esti- 
mates of the duration of the tran- 
sient, will be found of value in the 
design of corrective devices that 
are intended to bring about an 
increase in frequency of the peak 
through a counter-clockwise rota- 
tion of the transfer locus. 

Decibel-log Frequency Diagrams. 
The data represented in the feed- 
back transfer function can be plot- 
ted as a log-log plot in the way 
already described, instead of as a 
polar plot of gain against phase. 
This type of plot, although based 
on the same data, represents it in 
a different manner and is more 
useful for some purposes. As was 
to be expected, we find some of the same criteria discussed in the section 
above reformulated in terms of the new curves. The interpretation of 
these curves is considered here, too, in relation to the topics of stability 
and accuracy. 

^ Hall, op. cit. p. 17. 



Fiq. 10' 16. — Decibel vs. log frequency 
plots illustrating relations of gain and phase 
curves in stable and unstable systems. 
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Stability. — Figure 10-16 shows decibel-log co plots of stable and 
unstable systems such as are represented in the polar plots of Fig. 10 10 . 
The upper curves (A) correspond to a stable system; and the lower curves 
(J3) to an unstable system. Nyquist’s criterion is again used but formu- 
lated now in terms of the new method of representation. 

It will be sufficient to formulate the criterion for an absolutely stable 
system, such as those represented by Curves A and B of Fig. lO-lO.^ 
In terms of Nyquisfs criterion, the essential requirement for the system 
to be stable^ is that the gain be less than one by the time, with increasing 
frequency, the phase lag reaches 180°. In our db-log to diagram of 
Fig. 10-16 the gain and phase curves are plotted relative to the same axis. 
The horizontal axis, for the gain curve, indicates 0 db. Regions below 
the axis indicate gains less than 
one. For the phase curve, the 
horizontal axis represents a phase 
lag of 180°, and regions below the 
axis, phase lags greater than 180°. 

If the gain and phase curves cross 
the axis at the same point (as in 
Fig. 10-17), it would mean that at 
the frequency at which the phase 
lag reached 180°, the gain was 
exactly one . This condition w ould 
correspond to a transfer locus 
crossing the negative real axis at 
the critical stability point — 1 -H iO. 

The system would therefore be unstable. In order for the system to be 
stable, the gain must be less than one at this value of the phase. Con- 
sequently, Nyquist's criterion may be formulated as follows. In an 
absolutely stable system, the gain curve must cross the 0-db axis at a lower 
frequency than that at which the phase curve crosses the - 180° phase axis. 
In the diagram, the phase crossover point must lie to the light of the 

gain crossover point, as in Fig. 10- 16a. 

Stability Margins. — The rule just stated may now be reformulated 
to provide the margins of safety considered in connection with tianstei 
loci. Ferrell, it will be recalled, proposed as good design piacticc a 
phase margin of 40° to 60° at the gain crossover point and a gain margin 
of 10 to 20 db at the phase crossover point. The definitions given of gain 
and phase margins are illustrated in Fig. 10-2. 

^ The reader, if he so desires, should have no difficulty in formulating a similar rule 
sufiEiciently general to include conditionally stable systems, through inspection of 
Fig. 10-12 and equivalent curves drawn for a decibel-log w plot. 

® See, for example, H. YI. Bode, Bell System Tech. Jour., 19, 432, July 1940. 



Fio. 10-17. — Decibel vs. log frequency 
diagram of a system just at the boundary 
line between stability and instability. Gain 
and phase margins are zero. 
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Accuracy. — Ferrell^ has pointed out that the asymptotic decibel-log co 
gain curve may be used to provide measures of system accuracy. His 
method is important, since it makes up for what was previously a defi- 
ciency in the frequency approach. Ferreiks derivation of the method is 
given only for the proportional servo system, characterized by a second- 
order transfer function. In the present discussion, a brief summary of 
Ferrell’s account will be given first, retaining the symbols used by him to 
represent measures of servo-system error. The relation of his parameters 
to the time-constant set {kv, T, aj„) described in Sec. 9-8 will be pointed 
out, and finally a proof will be given of the applicability of Ferrell’s 
method to determination of the steady-state velocity error of systems 
with higher-order transfer functions. 

Ferrell’s method may be understood by reference to the asymptotic 
plot of Fig. 10-3, which gives the curve for the loop gain ix of a proportional 
servo system. The equation given for ix, the loop gain of the system 
[equivalent to our feedback transfer function /iL6^(a)], is^ 






S A- pR + p^j 


(55) 


where Sm = conversion constant of a potentiometer that converts input 
mechanical displacement to volts, 
fxm = motor conversion constant, in torque tiiiits per volt, 

S = elastance or stiffness of the motor load, 

R = resistance of the load, regarded as including both the motor’s 
internal resistance and the viscous friction of the load. 

J = inertia of the load, 
p — differential operator d/dt. 

The equation given for the error A0 is 

A0 = -• (56) 

fX 

Here 9 is regarded as representing either the input di or the oxitput 
an approximation considered justifiable by Ferrell when the loop gain fx 
is assumed to be very large. On this basis, this equation can be regarded 
as merely equivalent to the definition of the loop gain, stating (after 
interchanging g and A0) that the loop gain equals the output divided by 
the error. 


1 E. B. Ferrell, ‘‘The Servo Problem as a Transmission Problem,’' Bell Tch'phone 
Laboratories Report No. MM45-180-6, Jan. 27, 1945; also Proc. IRE, 33, 703-767, 
November 1945. 

^ This equation corresponds to Eq. (9'21), Sec. 9’3. The only diffei’en(;<‘. in 
systems represented is that Ferrell regards the output or load member as inchiding 
elastance, represented by the parameter S, in addition to inertia and dissipative^ 
parameters. 
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If, now, it is assumed that the load elastance ^ = 0 and the terms 
0)0 and coi are substituted in Eq. (55), then it can be rewritten 


where 


and 


If this value of m is substituted in Eq. (56), we obtain 

A0 = + coi) ^ ^ poiid 

COoO)! COoCOl 

= ^ JtL = _1 0' _i_ _i_ e". (58) 

COo COoCOl COo COoCOl 

Equation (58) states that the error LB may be regarded as made up of 
two parts, a velocity error (l/coo)^', which is proportional to the velocity 
e' (of input or output), and an acceleration error (l/coocoi)0'^, which is 
proportional to the acceleration 6" (of input or output). The propor- 
tionality factor for the velocity error is 1/coo and for the acceleration error 
is 1/coocoi. Hence, if 9' and 9" are regarded as determinable from the 
input function, then these two components of the error could be computed 
if the values of coo and coi or coocoi were known. Turning now to the 
decdl^el gain curve (Fig. 10-3), Ferrell states that the values of the “inter- 
cept x^oints” 000 , coi and v/coocoi can be determined as follows; The inter- 
section of the straight line representing the low-frequency part of the 
(nirve with the zero db axis is coo; the i ntersection of the second segment, 
the “higher-frequency line’’ is y/coocoi; and the value of co at which the 
two lines intersect, the “ corner-frequency”, is coi. Thus if an asymptotic 
gain plot is available, the proportionality factors in Eq. (58) can be 
c,()mt)uted. 

The smaller these proportionality constants the smaller will be the 
total error. Hence, large values of coo and coicoo will correspond to small 
values of the error. Consequently, the further toward the high-frequency 
end of the curve that these intercept points occur the smaller will he the 
servo error. This important correlation is the one proposed by Ferrell 

for use as an index of error of the system. 

It is of interest now to determine how the intercept points coo, coi 
and may be defined in terms of the relational parameters T, 

and con introduced in Sec. 9-8 in our discussion of the transient response 
of a servo system. The two sets of parameters may be related by con- 




COoCOl 


p(p + OOl) 


0)0 


S-mP-m 


COi 


R 

J 


(57) 
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sidering how the members of each set are defined in terms of physical 
or dimensional parameters. The dimensional parameters and 

J used by Ferrell are equivalent to ko, f, and J , respectively, the symbols 
used in Sec. 9*8. Ferrell’s intercept parameters may therefore be trans- 
lated into the previously introduced relational parameters as follows: 



Ferrell’s parameters are shown in the first two columns of Eq. (59), and 
ours in the last two.^ To complete the set of relations between the two 
sets of parameters, it is of interest to compute the vahie of the damping 
ratio ^ in terms of the intercept parameters. 


f = 4= = i or i 

2 V'A'oJ' 2 -v/wowi 2 



A performance property of considerable importance in many instru- 
ment servo systems is the steady-state velocity error. In Sec. 9-9, a 
method was described for computing it by means of the final value 
theorem, a procedure that may be considered a short-cut variant of the 
transient approach. Let us now consider how it might be determined 
by the application of Ferrell’s intercept method. Consider first Ferrell’s 
formulation, in Eq. (58), of the error equation for a second-order system. 
If, as is necessary in computing the steady-state velocity error, the 
input function is assumed to have a constant slope, say N, then at values 
of ^ > 0, d^d/dt^ equals zero, and Eq. (58) becomes 



E, 

ku 


Thus the steady-state velocity error can be found simply by determining 
the value of kv on the decibel-log co diagram and dividing it into the slope 
N of the input function. Even where the decibel-log cu gain curve has 
been plotted from empirical data rather than a known feedback transfer 
function, it is possible to determine graphically the asymptote to the 
low-frequency end of the curve and thus determine its intersection with 
the 0-db axis, which will equal coo or k^. 

^ In Fig. 10'3 it may be noted that the intercept points are labeled in t(*rins of both 
types of parameter, the designation in terms of Ferrell’s symbols being given above the 
point and in terms of the kv, T, set of parameters below the point. 



Skc. 10 - 4 ] THE INTERPRETATION OF FREQUENCY DIAGRAMS 309 


The simplicity of the method suggests that it may prove an extremely 
useful procedure. It is therefore natural to inquire whether or not it 
(^an be used in the case of higher-order transfer functions as well as for the 
second-order system discussed by Ferrell. 

Ijct the feedback transfer function of the system be given by Eq. (60) 
written in terms of the time-constant set of relational parameters. The 
order of the trans er function will equal the number of factors contain- 
ing to in the denominator minus the number in numerator. Only one 
1 actor is shown in the numerator in order to keep the expression as simple 
as possible, but this does not alter the logic involved. 


H" 1) 

E{jo>) icoG^n +"l)(itoT2 +!)••• (jbTn -f- 1)’ 

Tx > T2 — ' > Tn. 

= k ^ + 11 1 . . . L_ 

E{ja3) CO l^coTi + l| ^ \ju>T‘2, H“ ll \j 03 Tn H“ 

on the basis of the same line of reasoning followed in Sec. 10-3. 
low-frequency end of the decibel curve, that is, for 


(60) 

11 

At the 


CO « l/Ti < I/T 2 • • 

lE(jco) 


< l/Tn and co « 1/T, 
' kv 

CO 


ay 


(61) 


since all terms of the form {jcoTk + ll will approximately equal 1. 
Therefore 

« 20 log kv — 20 log CO. (62) 

db 

Thus the first segment of the asymptotic gain curve is the same regardless 
of the number of factors of the form (jcoTn + 1) in either numerator or 
denominator, since these all reduce to 1. Hence its intercept with the 
0-db axis will be independent of the number of such factors in numerator 
or denominator. The value of this intercept is easily shown to equal kv, 
by setting the left-hand side of Eq. (62) equal to 0. 

0 = 20 log kv — 20 log o> 

20 log CO = 20 log kv 

CO ' — kv* 


6o{jco) 


It is necessary now to show only that 1/kv is always the velocity error 
constant of the system, i.e., that kv is the constant which, when divided 
into the slope of the velocity input function, gives the steady-state 
velocity error. This may be done by computing the steady-state velocity 
error Ev in the usual way, from eo(s)/Eis). This transfer function is 
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given by Eq. (63) with s substituted for joj. 

Oois) K{TaS + 1) 


KG{s) 


E{s) s(TiS + 1 )(T 2 S +!)••• (T,,s + 1) 
Applying Eq. (12) (Sec. 9-5) and substituting N/s‘^ for di(s), 

^ 1 + KGis) 


(63) 


1 + 


kviTaS -j- i) 


N 

o2’ 


s(TiS + 1)(T'2S “h i) 


{EnS 1) 


E(s) 


s(TiS + l)(y'2S -f- 1) 


(TnS + l)iV 


[s(2^lS + l)(^r2S + 1) ‘ • (TnS -f- 1) + k-„(TaS -f- 1)]-S‘‘‘^ 


Applying the Laplace transformation final value theorem (assuming 
that the specification is met concerning absence of poles on the jca axis 
or in the right-half plane), 


E(t). 


ii.0 + 1) 

N 

k.' 


ss{Tis + 1) 


{TnS + l)N 


{TnS -f- 1) -f- kv{7\s + 


since all terms of the form {TkS + 1) approach one. 

Thus we see that for the type of system represented above kv is the 
velocity error constant regardless of the number of factors of the form 
(Tas + 1) contained in numerator or denominator. ^ By similar rea- 
soning if the first factor in the denominator of Eq. (60) is (jw)*-* rather 
than (jco), then kv = and E{t) = (0)A//r^. In this case, tiie velocity 
error constant is zero regardless of the value of kv. 

Decibel Phase-margin Diagram.— TY iq phase-margin diagram is 
notable for the simple form that Nyquist's criterion assumes when it is 
reformulated for use with this type of diagram. Figure 10-18 shows a 
fa^y of curves representing a proportional servo system plotted for 
Merent values of the damping ratio The system is that defined by 
the transfer function of Eq. (21) (Sec. 9-7). In terms of Nyciuist's 
cntenon, any given curve indicates an unstable system if, as a, increases 
the curve crosses the zero phase-margin axis (F-axis) before it c-.rosses the 
0-db a^s (a;-axis). Any given curve is regarded as proceeding from 

the 0-db axis before reaching the zero-phase-margin axis, its phase 

should not be taken to mean that the value of /fc, v ill bo the aamo 
components in thepTysio^syst^ °* e“^«y-storage components or phase-advamu^ 
detm^mined for the Xrin jn ^c 

regarded as the velocity error constant of the system. ’ 
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margin at 0 db can immediately be read from the graph. Or if it 
is an unstable system, its phase-margin deficiency is equally directly 
perceptible. 

In the provision of indices of accuracy, the phase-margin diagram is 


of no particular value. For this 
described above should be used. 

10*6. Operations on Frequency 
Diagrams. — In the present section 
are collected the chief operations 
that may be performed on the 
various types of frequency dia- 
gram. These operations are uti- 
li 25 ed in the design of corrective 
devices for compensating for 
system deficiencies. Some of 
them also find a use as graphical 
substitutes for computation. 

Operations on Transfer Loci: 
Graphical Computation of the Out- 
put and Error Transfer Functions. 
The operations represented in Eqs. 
(9T2), and (9T4), giving output 
and error transfer functions in 
terms of KGijco), may be carried 
out graphically.^ The only re- 
quirement is a plot of the transfer 
locus KG{jcS). Consider first the 
procedure used to find the output 
transfer function 6o{jw)/di{fof). 
Figure 10-1 shows a representative 
transfer locus, with a vector drawn 


purpose the decibel-log oj diagrams 



Fig. 10 - 18 . — Phase-rnargiri diagrams for a 
proportional servo system. Different curves 
differ iii value of the damping ratio f. As f 
decreases, the phase margin decreases for a 
given gain. 


to the point (7, corresponding to the frequency coc. Now 


e.{jo>) __ KG{jo>) 

“ i 

The vector representing KGijof) is OC, since by definition, all points on 
the Ipcus represent the function KGijof). If we add the vector 1 (repre- 
sented by AO) to KG(joi), we obtain 

1 -t- KG(jo^) = AO -h OC = AC. 


>■ See H. Harris, “The Analysis and Design of Servomechanisms,” N1)IIC Report, 


1942, pp. 51//.; and A. ( ■. Hall, Analysis and Synthesis of Linear Servonwchanisms, 
Technology Pr(^sH, Massacihusetta Institute of Technology, 1943, pp. 30-33, for further 


details. 
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Therefore, \KG\/\1 KG\ = lOC!/|ACl,* consequently, |XG^I/il + KG\, 


which is equal to 


doijoi) 




may be found by dividing the length of OO by 


the length of AC. 

The phase of 6a(jo:)/di(jo3) = phase angle of KG{jco) minus phase angle 
of (1 + KG) = a — p = d. The sign of 6 will be negative. Thus the 
phase of do{jcx)) /di{j(S) is given in magnitude by the angle between the 
vectors representing KG{jcS) and 1 + KG(jco) and is negative in sign. 

The same procedure, carried through for a range of values of w, per- 
mits the frequency-response data for the amplitude and phase curves of 
^o{jo:>)/6i{joo) to be obtained. These curves may be sketched in appro.N:i- 
mately simply by inspection of the transfer locus, or they can be deter- 
mined more precisely by use of a protractor for measuring angles and 
dividers and ruler for measuring vector lengths. 

A similar procedure can be used for graphical computation of the 
error transfer function E{joi)/di{jo3), as shown by Fig. lOT. At any 
angular frequency Wc, 


E(jc.) _ 1 

di(jc^) 1 -H KG{jo})’ 
Eifo^) _ 1 _ 1 

|1 -h KG\ ~ AC’ 


The phase of E(jca)/di(jo}) = 0 — /? = — 0. This procedure (uirried 
through for the range of value of co gives the necessary data for plotting 
the function F(ja5)/0;(jco). 


A second method for graphical determination of the output transfer 
function 6 oijof) / di{ju)) from the transfer locus depends on the plotting of 
transfer locus curves for which 6o{jc^)/ di{jof) is a constant. On a transfer 
locus plot, these curves are circles whose radius and position are a function 
of the constant, to be designated as R. Figure 10‘19, taken from Harris^ 
shows the family of circles corresponding to different values of R, A 
similar family of curves exists for the phase angle <t>:- If thcv family of 
curves of constant R are superimposed on the transfer hums A of a 
particular system, then the amplitude function of doifoi) / di{j<E) for that 
system can be determined from the points where locus A intersocits the 
curves of constant R. For any given intersection, the valuer of w is 
given by the co of that point on the locus A. The corresponding value 
of the amplitude ratio doioof) /di{jof) is given by the R of that particiular 
circle. The same procedure is used in finding the coordinates of the 
intersections with all other circles. One thus assembles a series of pairs 


^ Harris, op. cit., p. 51a. Harris uses the symbol 
here of KG for the feedback transfer function. 

^ Und., p. 55a. 


(GH) in place of the symbol used 
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of values representing 0o(iw)/0i(ico) as a function of co. The same pro- 
cedure carried out with the curves of constant phase superimposed on 
the locus A permits the phase-response curve for do(joi)/di{jco) to be 
determined.^ 

At this point, it is convenient to indicate a way in which the circles 
of constant M may be used, in conjunction with the transfer locus, to 
indicate the frequency at which a peak will occur in the do{joi)/Si(jco) 



FiO. 10*19. — Transfer locus corresponding to constant \0oU^) ratios. (JBased on 

Harris^ ^^The Analysis and Design of Servomechanisms NDRC Report, 1942, Fig. 25.) 

amplitude curve and the height of this peak.^ The transfer locus KGijoi) 
is first plotted, and the family of circles of constant M superimposed 
upon it. Then the point of tangency of the circle that is tangent to the 
locus will indicate the frequency of either a maximum or minimum of the 
amplitude curve. The magnitude of the amplitude relation at this point 
will be given by the M characteristic of that circle or can he found by 
dividing the length of the KG (jo) vector by that of the [1 -b KG (jo)] 
vector in the manner described some paragraphs earlier (i.e., in Fig. 
10-1 OC is divided by AC). Whether this point gives a maximum or a 

I The derivation of the formulas used in plotting the curves of constant amplitude 
may be foxind in Hall, op. cit., pp. BOJf. Expositions of this method are given by both 
Harris, op. cit., pp. 51#, and Hall, op. cit., pp. 50-54. Hall uses the symbol M for 
tihe (jonstant-ainplitude ratio in place of R. His formulas for the points used in plot- 
ting the circles of constant amplitude are c = —M^f (M® — 1), where c is the number 
specifyhig location of the center of circle in the complex plane, and r = M I - 1), 
where r is the radius of the circle. The formula for c shows that the center of the 
circle will lie on the negative real axis when M > I and on the positive real axis 
when M < 1. 

* A description of the method is given by Hall, op. cit., pp. 49-52. 
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minimum can be easily determined by finding the amplitude ratio for a 
few points adjacent to the point of tangency, bj> either of the graphical 
procedures already described [i.e., by observing the M’s associated with 
intersections of locus and circles at adjacent points or by graphical 
division of KG and (14- KG) vectors at these points]. The frequency 
and height of the peak is thus easily determined. 

By inverting the method it can be used to determine the value of iC, 
in KG(jo)), that will correspond to some specified value of the peak in the 
6iU^) amplitude curve. One plots the circle with an M value 
corresponding to the height of the peak required (e.g., 1^-) and then 
adjusts the value of the gain factor K until the locus corresponding to 
this K is tangent to the circle.^ 

Operations on Transfer Loci: Scale Changes. — An operation of con- 
siderable importance in many problems is the determination of optimal 
values of the gain K in the transfer function KG{jo3). Since K is a con- 
stant and independent of frequency, the effect of changes in it may be 
shown either by plotting KG(joo) for different values of K or by plotting 
the locus of G{j(x}) and regarding changes in the gain factor K as correspond- 
ing to changes in the magnitude of the scale units of the real and imaginary 
axes. Each of these points of view is used in different procedures for 
determining the optimal value of K in servo-system adjustment. 

Multiplication of Loci. — ^Another operation that will be found to bo 
important in procedures for adjustment of servomechanisms is that of 
locus multiplication. It corresponds to the analytic operation of multi- 
plying two transfer functions and the physical operation of connecting 
two networks in cascade. Figure 10-20 shows two loci, A and B, each 
of which can be assumed to represent the transfer function of two units 
connected in cascade. How may the locus of the over-all system A • B 
be obtained from their individual loci? The appropriate procedure 
follows directly from the fact that each locus represents a set of vectors 
and that any vector (corresponding to a complex number) stands for 
the transfer function of a given physical component at a particular fre- 
quency. Multiplication of loci is therefore equivalent to multiplication, 
at each of a number of angular frequencies, of the vectors (or complex 

^ Hall also gives two other methods of finding the optimum iv, i.e., the valu(‘. of K 
corresponding to a specified peak in the &o(jai) /^iUA amplitude curve. One method 
consists in drawing various loci corresponding to different K values and finding for 
each locus the magnitude of the amplitude peak by the graphical division method. 
The K corresponding to the required peak is finally determined by interpolation. The 
other method, which he considers the simplest of the three, is based on the plotting of 
the G(j(F) locus instead of the KG (jo') locus. The details are given by Hall, op. cit., 
pp. 52ff. It seems to the present writer that the simplest method now availabki for 
adjusting K is that given in relation to the decibel-log w method of plotting later on 
in this section. 
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numbers) corresponding to that frequency on the two curves. Such 
multiplication is carried out by arithmetic multiplication of the lengths 
of the vectors to give the absolute value of the product and addition of 
the angles of the two vectors. The nature of the resultant locus may be 
sketched in approximately by inspection or determined more exactly 
through the aid of ruler and dividers. Locus C in the figure represents 
the product of loci A and B. 

Division can be carried through by the inverse process. Division 
of locus A by locus B will therefore be carried out, at any given frequency, 
by dividing the length of vector A 
by that of B to give the resultant 
length of the quotient and by sub- 
tracting the angle of vector B from 
that of A to give the phase angle 
of the quotient. 

Opel •ations on Decihel-log co and 
Phase-margin Diagrams . — The 
chief operations that may be per- 
formed on transfer loci, described 
above, find a parallel in operations 
that may be performed upon 
decibel-log co diagrams. The 
starting point in both cases is, of 
course, the nature of the operation 
carried out on the transfer function. 

Changes in the constant-gain factor K in the feedback transfer function 
KGijco) are represented by changes in the vertical level of the decibel- 
log CO gain (uirve relative to the 0-db axis. A given curve moves up as 
the gain incu'eases and down as it decreases, the amount of change cor- 
responding to the change in gain in decibels. 

Bincic the gain factor K is independent of frequency, changes in it 
must alter the gain or amplitude function equally at all values of w. 
Hence tliere can be no change in the shape of the gain curve, but only in 

its level, 

A convenient way of determining how changes in the constant-gam 
factor K will influence performance properties of the system is provided 
by plotting the gain curves and phase curves on separate pieces of paper. 
Tdius if the gain curve corresponding to a constant-gain factor of 1 (or 
O dl)) is plotted on a transparent piece of paper, the phase curve and 
coordinate scales on a second graph, and the first laid over the second, 
then the height of the gain curve may be readily shifted to correspond to 
differtmt values of K. As the level of the gain curve changes with K, its 
relation to the phase curve will change to provide measures of system 


KG{jco ) plane 



Real axis 


< W -*-0 


C ' 


Locus of 

corrected system 


Locus of 
system before 
correction 




Locus of 
ideal 
integral 
controller 




Fig. 10-20. — Correction of system with 
velocity log error (locus A) by means of 
integral controller (locus B). The locus of 
the corrected system C equals A times B. 
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stability, as described in the previous section. The phase curve will 
not change with K, however, since it depends only on the shape of the 
gain curve and not on its level. The shifts in level of the gain curve may 
also be used to determine the effects on system accuracy, as represented 
by the intercepts of the gain curve with the 0-db axis (as discussed in 
Sec. 10-4) . This method for determining the optimum gain K compatible 
with system stability will probably be found easier than that involving 
operations on the transfer locus intended to provide a specified peak in the 
^o(jo})/di{jo3) amplitude curve. 

Multiplication of two transfer functions can be carried out on the 
decibel-log w diagrams by addition of the gain curves corresponding to 
the two functions to give the gain curve of the product and addition of 
the phase curves to give the phase curve of the product. The correctness 
of this procedure can be demonstrated by the familiar procedure of 
taking logarithms of the product. Thus, let 

KtOtUo:) = KaGa(jo^)K,G,(jcc) 

where KaGaijtS) = transfer function of unit a, 

KhGb[.jo3) = transfer function of unit h, 

RTGrijcf) = transfer function of the units a and h connected in 
cascade. 

The K symbols represent constants, and G(joo) symbols represent the 
frequency-dependent parts of the transfer functions. Then 

20 log \KrGr(jo:)\ = 20 log \KaGa(jcc)\ -h 20 log \KbGb(jco)\. 

This equation states that if the functions corresponding to the first 
and second terms on the right-hand side are plotted separately, their 
sum will be the function on the left. But the decibel gain curves consti- 
tute the graphs of these functions; hence the gain curve of the product 
can be found by adding the gain curves of the components. 

The rule for adding phase curves can be derived by writing the various 
transfer functions in exponential form and taking logarithms as before. 
Thus, if the subscripts have the same meaning as above and each transfer 
function is written in the form Re^, where R represents the amplitude 
ratio, 4> the phase angle, and R and ^ are each regarded as functions of 
(jcS), then 

Rre^'^T = RaC^’ix^Rh&'^K 

Taking the natural logarithm of both sides, 

In Rt + j4>T — In Ra H- j4>a + In 7^5 -f- jd>h 
— Ill Ra + In Rh -h "h 4*^- 

Equating real and imaginary parts of both sides. 

In Rt = In i2a H- In Rh, 

f<f>T = ji4>a + 4>l>) J 
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that is, 4 >t{ 3 (S) = <^>a(ico) + <^b(ico). This final equation is equivalent to 
the statement that the separate phase curves of components a and 6, 
when added together, give the phase curve of the two units in cascade. 

The operation for division of two transfer functions can be inferred 
immediately from the procedure for multiplication. Since the log of the 
quotient of two numbers is the log of the dividend minus the log of the 
divisor, an equivalent rule will hold for the quotient of two transfer 
functions. Hence, to obtain the amplitude function of the quotient, one 
subtracts the gain curve of the divisor transfer function from that of the 
dividend; to obtain the phase curve of the quotient, the phase curve of 
divisor function is subtracted from that of dividend function. That is to 
say, the rule for multiplication is used, but with the amplitude and phase 
curves of divisor transfer function given a negative sign. 

If we turn now to the phase-margin diagram, we find that the procedure 
of representing changes in gain of the transfer function by changes in 
height of the curve still holds. For the phase curve associated with a 
given gain curve depends only on the shape of the gain curve and 
not on its level or distance from the 0-db axis.^ Hence, correspond- 
ing to a gain curve of a given shape, there will be a unique phase curve 
and therefore a unique phase-margin diagram. Changing the gain factor 
of the transfer function will alter merely the level of the gain curve and 
not its shape. Hence there will be no change in the phase curve or the 
shape of phase-margin diagram. Changes in gain will thus be repre- 
sented only by a constant change in the decibel coordinate of the phase- 
margin diagram for all values of co. That is to say, there will be a change 
only in the height of the curve as a whole. Graphical multiplication 
and division of transfer functions by means of phase-margin diagrams 
may be carried out by procedures analogous to those used for multiplica- 
tion and division of transfer loci. It is desirable, however, to use the 
phiise-angle reference axis rather than the phase-marpm reference axis. 
Then, if' the phase-margin curves representing the different transfer 
functions are plotted, the phase-margin curve representing their product 
can be obtained by adding the ordinates (gain in decibels) corresponding 
to a particular value of w on the two curves and, similarly, by adding the 
abscissas representing phase angle. This procedure carried out for the 
necessary range of values of co provides the data for the over-all phase- 
margin curve. The same information may be obtained more easily, 
however, from the decibel-log oo curves. 

The operations required for graphical computation of the 

This conclusion follows from the rolirtioiis cstahlishcd by liode betweem the gain 
and phase functions of niiniinum phase systems. Sec H. W. Bode, “llclations 
between Attenuation and Phase in Peedback Amplifier li>esign,'' Bell System lech. 
Jour.j 19, 421-454, July 1940. 
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function from the feedback transfer function can also be carried out with 
the phase-margin diagrams. The procedure is directly analogous to that 
involving families of circles corresponding to constant |9o(iw)/0i(jw)| 
ratios and constant phase relation between S, and Si. The same data 
[amplitude ratio and phase of S„(jo)}/E(ja)j represented in plots of these 
circles as transfer loci on a complex plane may be used in plots upon a 
phase-margin diagram. The resultant curves are no longer circles, but 
they may serve the same function as before. Each curve in one set 
corresponds to a constant ratio l9o(iM)l/l^<(i“)l- Each curve in a second 
set corresponds to a constant phase angle (/> equal to arc ^o(jw) - arc 6i(j<o). 
The intersections of these curves with the phase-margin curve represent- 
ing any given system provide the data for determining the amplitude 
and phase response curves for Sa(joi)/Si{ju).'- 

The other graphical method described in the early part of this section 
for computing S,{j(it)jdi(ja) and E(ju)l6i{ja) functions from KG{p) can- 
not be applied to decibel frequency diagrams, since the method involves 
addition of vectors and not solely multiplication or division. Logarithmic 
plots do not provide any equivalent for addition other than previous 
addition of the magnitudes themselves, since on a logarithmic diagram 
addition of curves is used to represent multiphcation of the original 
functions. 

^ Charts for carrying out this method may be found in Vol. 25. 
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SERVO THEORY : EVALUATION AND CORRECTION 
OF SYSTEM PERFORMANCE AND SPECIAL PROBLEMS 

By G. L. Kkeezek and I. A. Geeenwood, Jr.^ 

EVALUATION OF SYSTEM PERFORMANCE 

Once the performance properties of a given system have been deter- 
mined by such methods as are reviewed in the preceding chapters, there 
arises the question of whether or not the performance meets specifications. 
Th(i present section is concerned with ways available for thus evaluating 
a system. The notion of evaluation implies comparison of a test object 
with standards. Since no conventional set of standards of servo-system 
performance seems to have been set up, the standards adopted depending 
ratlier on the nature of the specific problem, the discussion may be limited 
to a brief survey of the kinds of performance property that are important 
and to an itemization of different ways of making the comparison of 
performance with a standard. These procedures are fairly obvious and 
may be reviewed briefly. Three methods may be mentioned: evaluation 
of the system on the basis of response curves, evaluation on the basis of 
a set of specifications of required performance properties, and evaluation 
by way of a single figure of merit for the entire system. 

11-1. Response Curves. — On the graphical plot of the error or output 
time functions, lines or curves may be drawn indicating the allowable 
range within which the response curves may lie, thus making readily 
periH^ptible in just what region of the curve the standards of performance 
ar('i not met. It may be specified, for example, that the transient or 
steady-state error for a given type of input should not exceed 1 per cent 
of the input after a given interval of time. Horizontal lines drawn at 
appropriate distances above and below the time axis of the error curve 
will show at a glance if this requirement is met. Similar procedures may 
be used to represent graphically other specifications of the required 

11-2. Specifications for a Set of Performance Properhes. The 

required performance, instead of being represented on a graph, may be 

’ Sec 11-12 is by I. A. Greenwood, Jr.; the rest of Chap. 11 is by G. L. Kreezer. 
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formulated numerically in terms of the important properties of perform- 
ance, classifiable under the heads of stability and accuracy. 

Stability . — A servo system is said to be unstable if it shows oscilla- 
tions that do not finally damp out.^ This condition might be represented 
either by constant amplitude oscillations or by oscillations of steadily 
increasing amplitude. In any physical system the latter condition can- 
not continue beyond a cei'tain point. After the amplitude passes a cer- 
tain magnitude, regions of nonlinearity or approach to cutoff points will 
be reached in one or more of the system elements and the amplitude of the 
oscillations will fail to increase further. This transition to a nonlinear 
region will not, however, be indicated by the mathematical solution of a 
system assumed to he linear. Even though a system is found to be 
stable, in the sense specified above, its performance may be unacceptable 
if there are positively damped oscillations present that die out too 
slowly. 2 The specifications with respect to stability may be given in 
terms of the allowable number of oscillations or “overshoots” before 
the oscillations fall below a given amplitude; in terms of the magnitude 
of the real part of the complex root, which determines the rate of damp- 
ing; in terms of the logarithmic decrement shown by successive cycles; 
or in terms of the damping ratio f for certain types of system. From 
the point of view of the frequency approach, stability requirements may 
be specified in terms of phase and gain margins. 

Accuracy . — The allowable transient error may be specified in terms of 
the interval of time within which the error must fall to a given absolute 
magnitude or to a certain percentage of the input signal or in terms of the 
required time constant. The latter specification is equivalent, in the case 
of a simple exponential error curve, to the requirement that the error 
fall to 36.8 per cent of its initial value in the time specified for the time 
constant. 

Under the head of steady-state errors, those of most interest are the 
displacement or static error and the velocity lag error. The standards in 
these respects may be given simply as the maximum allowable magnitudes 
of these two quantities. 

11*3. Unitary Figures of Merit. — Some attempts have been made to 
provide some unitary measure of the “goodness” of a servo system in 
order to indicate its over-all value without restriction to a particular 

1 la mechanics the designation of a system as unstable is limited to those which 
give rise to oscillations or phenomena of progressively increasing magnitude. Such 
phenomena, in a linear system, correspond to a characteristic equation with roots that 
lie in the right half plane. In physical servo systems, it is customary to designate as 
unstable systems exhibiting oscillations of constant amplitude, even though in a strict 
mathematical sense they might be regarded as stable. 

2 This question of the rate at which oscillations damp out might possibly be con- 
sidered more properly a problem of the transient error rather than of stability. 
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type of input function. Thus Hazen^ and Brown^ have proposed ways 
of obtaining such over-all ratings of the system. More elaborate mathe- 
matical procedures have been discussed by Phillips® and by HalP on the 
basis of the minimum integral squared or mean squared error. In 
terms of this criterion, the best system or adjustment of a system is 
considered to be that which makes the following function of the error 
curve a minimum: 


I 


/. 


[E(t)]^ dL 


( 1 ) 


CORRECTION OF SERVO-SYSTEM PERFORMANCE 

On the basis of the principles covered to this point, one may deter- 
mine the response of a given system to various types of inputs and 
determine how this response compares with standards or specifications. 
Suppose the computed performance is deficient in some respect. How 
can the system be adjusted or corrected so as to eliminate these defi- 
ciencies? The present section of the chapter will deal with this question 
of servo-system correction. The problem can often be conveniently 
fractionated. One may determine first the types of device that can be 
used to eliminate a particular type of deficiency and then go on to deter- 
nrine the quantitative adjustments necessary in a given device so that the 
system will meet specifications. We shall be concerned with both types 
(d* problem. The transient method of analysis is often better adapted 
to the first type of problem, helping to give one an insight into the appro- 
tiriateness of a particular kind of corrective network; the frequency 
method of analysis, on the other hand, is usually more effective in the 
problem of specific design. We shall have occasion to make use of both 
methods; no attempt will be made to carry both through completely 
ou all problems. Interest will center rather in illustrating the ways in 
which each method can contribute to the general question of system 
eorrec'.tion. The survey of system deficiencies will deal with the same 
performance properties itemized in Sec. 11-2. Corrective procedures for 
stabilization will be considered first, followed by procedures for improve- 
ment of system accuracy. 

‘ H. L. Hazcn, "Theory of Servo-mechanisms,” Jour. Franklin Inst., 218, 3, 322^., 
Septcmiber Transient Behavior ami Design of Servo-mechanisms, privately 

orintcHl Massachusetts Institute of Technology, 1^43 and 1945 p_14. 

3 R.’ r PhiUips, "Servo Mechanisms,” RL Internal Report No. 81-6, May 11, 

194VPP^^1“32.i, Synthesis of Limar Servomechanisms, Technology Press, 

Massacdui setts Institute of Technology, 1943, pp. 19 27. 
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Stabilization Peocedubes 

Mathematical analysis or empirical test may show the servo system 
to be unstable or to possess an insufficient stability margin. How can 
its stability be increased? Three methods have been found particularly 
useful: (1) introduction of phase advance^ or a derivative error controller; 
(2) feedback of the derivative of the output signal, a method commonly 
known as tachometer feedback ; and (3) the use of oscillation dampers. 
We wish to determine, in terms of the methods developed in the sections 
on transient and frequency analysis, why these devices are effective and 
how the correct parameters for a given device may be determined. 

11-4. Derivative Error Controller (Phase Advance). Transient 
Analysis . — The simplest type of continuous controller is one in which the 
transfer function is a constant, as in the proportional servo. This type 
of system has been analyzed in Sec. 9*8. If the performance require- 
ments are not too stringent, this simple system may prove satisfactory. 
In certain applications, however, it shows defects that require the devel- 
opment of a more complex type of controller. 

The defects arise from the following two circumstances: 

1. In the proportional controller the parameter that is effective in 
preventing oscillation, if it is sufficiently large, is the viscous fric- 
tion /. But this parameter also involves the dissipation of 
energy in the system by heat. Unlike inertia or elastance param- 
eters in the output load, it does not merely involve temporary 
storage of energy which is subsequently returned to the system. 
Consequently, if this damping term must be large in order to 
stabilize the system, on account of the other special properties 
of the system (such as a large inertia / or a large gain factor /ro), 
then there will be a large power loss that will be of use only for 
stabilizing the system. This loss is not serious, however, for small 
instrument servos. 

2. A second type of defect arises when one needs to utilize an f of 
appreciable magnitude for damping the system and yet needs to 
bring the velocity lag error under a given level. The magnitude 
of the velocity lag error is proportional to / as shown by Eq. (3). 
It is impossible, therefore, both to increase f for damping purposes 
and to keep the velocity lag error from increasing. These rela- 
tions are summarized by Eqs. (2) and (3). Equation (2) shows 
that the damping ratio t increases directly with /, but Eq. (3) 
shows that the velocity lag error 6v does so also. 

^ The terms “phase advance” and “phase lead” are used interchangably. 
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r = 


dv 


f 


2 VW’ 
/ 


Jco 




( 2 ) 

(3) 


where N is slope of input ramp function. 

The so-called derivative error controller has been developed in order to 
provide for a damping term in the characteristic equation of a servo 
system that will not have the disadvantages just enumerated for the 
viscous friction parameter /. Equation (4), the error equation of a 
proportional system, shows the presence of a term/s in the characteristic 
function. 


E{e) 


Js^ + fs 


di{s). 


(4) 


Js^ fs 4- ko 

The first two terms of the characteristic function are due to the denomi- 
nator of H(s ) ; the last to C (s) . Without the fs term in the characteristic 
function, the system would be oscillatory.^ In this instance this term 
is provided by the viscous friction present in the output load. If a term 
of like nature could be provided by means of the C(s) member and the 
fs term then reduced to zero by making the viscous friction / equal to 
zero or negligible, we should have a means of stabilizing the system with- 
out the defects enumerated above. This result is achieved by construct- 
ing the controller member so it operates on the error in the manner 

indicated by Eq. (5). 


Tc(t) = koE{t) 4 - ki 


dE{t) 

dt 


(5) 


The transfer function of the controller is readily obtained.^ 

= C(s) - A-o 4- kis. (6) 

E{s) 

If in the denominator of Eq. (4) the new value of C(s) is substituted for 
A'o, and the fs term originally provided by His) is reduced to zero, we 

obtain ^ „ 

The characteristic equation, Eq. (8), now has a damping term if is, which 
does not depend on viscous friction; consequently, the defects introduced 
by an fs term will be eliminated. 

J s^ 4 “ kiS ko = 0. ^ ' 

■ See, for example, the solution of the equation of a system in which / is equal to 
zero in Sec. 9-8. 

2 The method has been given in Sec. 9-3. 
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In addition to the introduction of a term corresponding to the first- 
derivative of the error, controllers have been proposed that introduce, 
in addition, a term corresponding to the second derivative of the error. 
It may have either a positive or negative sign. If the sign is positive, 
this new term has the effect of increasing the inertia of the system; if it 
is negative, of decreasing the effective inertia and hence of contributing 
to system stability. For discussions of this type of controller from the 
transient point of view, the reports of Minorsky,^ Brown, ^ and Harris'”* 
should be consulted. 

The method described above may be used as a basis for formulating 
a general procedure for determining the form of the controller transfer 
function required to correct a given system. The steps required may be 
outlined as follows: 

1. Write the equation of the error function E{s), with the controller 
represented by C (s) . 

In the problem above, with / assumed to be zero and 0, (^) a 
step function, 

+ C(s) Js^ + C(sy 

2. Decide on the form of the error function or, more specifically, of 
the characteristic equation necessary to produce a time solution 
with the required properties. 

In the present problem, the characteristic equation must have 
the form given by Eq. (8), with a sufficiently large damping param- 
eter A*!. 

3. Write the transfer function C(s) in a form that meets the i*equire- 
ments of Step 2. 

In this problem, it is necessary in Eq. (9) that C(s) — /cq -J- /cxS, 
as should be apparent from comparison of Eq. (8) with the char- 
acteristic equation of Eq. (9). 

4. Design a physical controller that will have the transfer fiinct-ion 
specified for C(s). 

In this problem, the required controller is provided approxi- 
mately by the networks of Fig. 11-3. 

It will be found that this same general procedure can be aiDpliod 
to meet other special requirements. 

IN. Minorsky, " Directional Stability of Automatically Steered Bodies," Jour. A. m. 
Soc. N aval Eng., 34, No. 2, 280-309, May 1922. 

2 Brown, op. cit., pp. 17-26. 

Analysis and Design of Servomechanisms," NDRC Report 

1942, pp. 19-22. 
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Frequency Analysis . — Let us consider now how the problem of system 
stabilization is attacked on the basis of the frequency approach, more 
particularly through the use of the transfer locus method of representa- 
tion. Curves A, B, and C of Fig. 11-1 represent the loci of a propor- 
tional servo system with progressively decreasing values of gain K. 
The Nyquist criterion immediately shows that the system represented 
by A is unstable since locus A encloses the critical point ( — 1,0). What 
corrective measures are possible? Inspection of the figure suggests two 
alternative procedures. The gain of the 
system may be reduced to give stable loci 
such as B or C. Or the whole locus or 
the part of it in the neighborhood of the 
critical point may be rotated in a counter- 
clockwise direction so that the critical 
point will no longer be enclosed and the 
locus will show the proper phase and gain 
margins. 

System stabilization through a reduc- 
tion in gain seems an attractive pro- 
cedure, since it is relatively simple to 
carry out physically and, except for 
special types of system,^ it should, if 
carried far enough, always be effective in 
producing stabilization. For as gain is 
reduced, the locus contracts until it finally 
no longer encloses the critical point.*'* Unfortunately, gain reduction can- 
not be relied on as a generally satisfactory procedure for stabilization, 
since it will also reduce the accuracy of the system by increasing the 
steady-state and transient errors. It may be used, therefore, only up to 
the point permitted by specifications of required accuracy. An early 
step required of the designer, therefore, is to compute the minimum gain 
required to meet accuracy specifications. Let us suppose that after this 
has been done, the gain requirement is such as to give rise to a locus of the 
form of A in Fig. 11 T and that stabilization by further reduction in gain 
is therefore not feasible. We must therefore consider the second pro- 
cedure proposed above. 

1 It cannot be depended on to produce stabilization in systems with loci of the type 
found in conditionally stable systems and in cases in which the physical nature of the 
components are such as to prevent gain reduction to be carried beyond a given point 
without introduction of new disturbing factors. 

^ Or alternatively, as suggested in Sec. 10-5, one may think of only the G{jo)) part 
of the feedback transfer function being plotted and the gain K represented by the 
scale value. As K decreases, the critical point will move to the left on the negative 
real axis and thus may be shifted to the left of the locus. 



gain on transfer locus of unstable 
servo system. 
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To rotate all or parts of a locus, sucli as curve A in Fig. 11*2, in a 
counterclockwise direction, it is apparent that the given locus must be 
multiplied by one with leading phase angles, such as given by Curves J5, 
C, and D in Fig. 11-2. As indicated in Sec. 10-5, multiplication of two 
loci at any specific frequency means multiplication of the corresponding 
vectors, and this operation consists of addition of the phase angles and 
multiplication of the lengths of the vectors. Hence, to reduce the abso- 
lute value of any of the negative 
phase angles of Curve A, they 
must be added to positive phase 
angles, such as are provided by 
loci B, C, and D. Multiplication of 
D the unstable locus A by phase-lead 
loci B, C, and D leads to loci B', C', 
and D', respectively. Kryquist’s 
criterion shows immediately that 
the systems represented by the 
latter three loci will be stable. 

At this point it is of interest to 
compare the results derived from 
the transient and from the fre- 
quency approach to the present 
problem of system stabilization. 
On the basis of the transient ap- 
proach, it was concluded that an 
unstable proportional servo system 
could be stabilized by means of a 
derivative error controller, one 
with a transfer function of the 
form given by Eq. (6) ; on the basis of the frequency approach, it 
was concluded that the system could be stabilized by introducing in 
cascade devices possessing loci with a suitable range of positive phase 
angles as in loci B, C, and D of Fig. 11 •2a. Are these two proposals two 
ways of saying the same thing, or do they point to different kinds of 
corrective device? An answer can be obtained by expressing both prin- 
ciples in the same terms. Let us plot the transfer function of the deriva- 
tive error controller as a transfer locus. Substituting jco for « in Eq (6) 
we obtain 



KG(ju)) p 



Real axis 


(a) 



Fig. 11-2. — (a) Different types of phase- 
lead loci and their effect on the locus A of an 
unstable system; (6) transfer locus of a 
derivative controller. 


T(jo>) 

EUco) 



( 10 ) 


This transfer function can be plotted by inspection to give locus b of 
Fig- 11-26. At £0 = 0, the transfer vector equals /ro; at co = 1, it equals 
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^0 4“ jiki/ko); and so on. We see that locus b of the derivative error 
controller is identical in form with phase-lead locus B of Fig. ll*2a. The 
two approaches thus lead to consistent results. The frequency approach, 
however, suggests the suitability of a wider class of corrective devices 
(such as those corresponding to loci C and D of Fig. ll*2a) than has the 
transient approach. Locus h, orresponding to an ideal derivative net- 
work, can be considered a special case of the general class of loci showing 
a range of positive phase angles. 

Can loci of this class be physically realized? It is commonly known 
that an exact synthesis of a derivative network is not possible. No passive 
network can be made to yield an output proportional to the mathematical 
derivative of the input, for all types of input. Consequently, a network 



Fia. 11-3. — Circuit diagrams of (a) basic and (6) compound lead controllers. 

cannot be built that will have a locus like that of B (Fig- 11 •2a) . Physical 
networks can be constructed, however, that will correspond to the other 
loci I'epresented, such as C and D. Such loci can be used to bring about 
a counterclockwise rotation of the unstable locus (as A) in the region 
in which we are primarily interested, the neighborhood of the critical 
point. Networks capable of approximating a derivative network, in 
the sense that they provide for positive phase advance, can thus be 
realized and used as a basis for stabilization adjustments. 

Circuit diagrams of physical networks that can be used for ttos 
inirpose are given in Fig. 11-3. The circuit of Fig. ll-3o, designated by 
Hall as a basic lead controller, shows a passive network very commonly 
used for obtaining the approximate derivative of a signal, m cascade 
with an isolating amplifier. It corresponds to a locus of type D m Fig. 
11 •2a. Figure 11-35 shows a compound lead controller. Its transler 
function is represented by a locus of type C in Fig. 11 •2a. This ^ 
controller is capable of providing a greater maximum phase advance 
than the basic lead controller and approximates a second derivative error 
controller. For a discussion of the factors to be taken into account 






S2S SERVO TREORV: EVALUATION AND CORRECTION [Sec. 11-4 

in the selection of a particular type of lead controller and of methods for 
adjusting its parameters to produce the necessary amount of phase 
advance, the detailed report by Hall should be consulted.^ 

The stabilization principles discussed above in relation to the transfer 
locus may be reformulated for use with the decibel-log frequency plots and, 
decibel phase-margin diagrams. It will be sufficient here, in view of the 
detailed treatment of the decibel method in the previous chapter, to 
show how a typical phase-advance controller is represented on a decibel 
plot and the effect of incorporating such a controller in a sample system 
Let us take the basic lead controller of Fig. 11-3 as our example. 
It IS readily shown by the method described in Sec. 9-3 that the transfer 
function of the controller is given^ by Eq. (11). 


KaGais) 
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where Td = RAC^/iRi -f- Rf)^ the network time constant, and 

■^1 + R2 


( 12 ) 
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R, 


the attenuation constant. Equation (12) gives the transfer function 
ot the phase advance controller in a form suitable for plotting by the 
decibel approximation method previously described. Considering only 
the frequency dependent part, it is given as a frequency transfer function 


jcoZ d -f- 1 


(13) 

The constant kjaa will merely shift the gain curve upward by an amount 
equal to the constant, in decibels. A brief examination TeT (“s 
permits us to plot it by inspection. We note, first of all, that as 


CO 


0 . 


O7 [<Zd(ico)jdb 

The low-frequency asymptote will therefore coincide with the 0-db axis 

greater than 1, aaTd > Td, thus indicating that the corner point corre- 
^ Hall, op. ait, pp. 89-127. 

® Hall, op. cit, pp. 95j^. See also Harris, op. cit., pp. 
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spending to l/aaTa occurs first, i.e., at the lower frequency. When 
the low-frequency asymptote reaches this corner point, with increasing 
frequency, it will slope up at 6 db per octave corresponding to the factor 
in the numerator of Eq. (13)] until it reaches co = 1/T,, at which point 
it is added to a slope of -6 db per octave (corresponding to the denomi- 
nator term), thus resulting in another horizontal line with a net slope of 
0 db per octave. This gain curve is plotted as Curve A in the lower 

part of Fig. 11*4. t- j.u 

The upper gain curves of Fig. 11*4 show the effect of cascading the 

phase-lead controller with a proportional servo system. The broken line 
starting at w = l/oidTd shows how 
the gain curve of the servo system 
(B), represented by the solid line, 
is altered by introduction of the 
lead network. The effect is to 
reduce the average rate at which 
the gain level falls with increasing 
frequency. This effect is impor- 
tant, since, as Bode^ has empha- 
sized, the magnitude of the phase 
lag is directly dependent on the 
rate of attenuation, increasing as 
the rate of attenuation increases. 

The phase-lead controller, by 
decreasing the average rate of 
attenuation in the frequency range 
in which gain level is greater than 

. >1 Tr 
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Fia. 11-4. — Effect of adding decibel gain 
curve (A) of derivative i^etwork to that of 
proportional servo system (B). 


in whicn gain levei is greiai/oi wia-xj. 

zero, decreases the net phase lag and so permits the gain crossover to occur 
before the phase lag has fallen to 180“. Consequently a system that 
might otherwise be unstable becomes stable . In general, the introduo ion 
of a phase-lead network decreases the rate at which the phase curve 
approLhes the phase crossover point by decreasing the average attenua- 

tion rate of the gain curve. x - 4 . 

11*6. Derivative (Tachometer) Feedback. In many systems i < may 

be inconvenient to insert a network at a point lying between the error 
detector and the servomotor for the purpose of taking the derivative o 
the error, or the nature of the physical signal at accessible points may be 
such that a suitable differentiating device may not be constructed easily. 
In such cases, it is often possible to achieve the same effect ^ 7 ^ device 
inserted at some other, more accessible .point. Ingure 11*5 is a block 
diagram of a servo system characterized by what is commonly ca ec 
1 H. W. Bode, '‘Relations between Attenuation and Phase in Feedback Amplifier 
Design, Bell System Tech. Jour., 19, July 1040. 
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tachoifd&t&ir feedhcicl^. Th© tachoni©ter feeds back to the input of the 
amplifier an electrical signal proportional to the rate of motion of the 
output displacement. If the sign of the feedback signal is positive, 
this signal will help to oppose the effect of any viscous friction present; 
if negative, it will supplement or substitute for viscous friction and 
thereby help to stabilize the system. How are these effects to be under- 
stood in relation to our previous analysis of the factors determining 
stability ? 

Consider first the error equation of a proportional servo system ats 
given by Eq. (14), 


E{s) = 


Js^ + /g 

_j_ ^0 


di{s). 


(14) 


As pointed out in Sec. 9-8, if a term of the form of fs is absent from the 
denominator, the system will show oscillations of constant amplitude. 

kQ 


Ceis) 


Potentiometer 


-1 


-1 

Fig. 11*5. — Proportional servo system with tachornctor f(KMU)u<*k. 


Tc(ii) 


\ 






Controller 


Load member 





The damping out of these oscillations can come about either through the' 
presence of viscous friction /, which provides a term fs in the charac,- 
teristic equation, or a network that takes the derivative of the error to 
provide a term kis of the same form. Similarly, a device that follows 
the output do and feeds back a signal proportional to its derivative may 
also be used for the introduction of a term of this form. 

This result is readily demonstrated analytically. The relevant-, 
transfer functions and the symbols for signals at various points are shown 
on the block diagram. The diagram represents the same proportional 
servo system considered previously, with the addition of a feedback 
link from do to the amplifier input. The over-all gain factor ka is regarded 
as broken up into kp, the conversion factor of a potentiometer for con- 
verting error angle into error voltage, and ka, the conversion factor of the 
amplifier-motor combination. The dimensions of kp will be volts per 
radian error and of ka, torque in pound-feet per volt error. It will be 
noted that the feedback transfer function represents a devicte tliat taken 
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the derivative of do(t). 

/jN 7 d 6 o(^^ 

ewit) = ^d—^; 

ejF-(s) = kdsdo(s). 


(15) 


This operation is readily performed by a d-c electrical generator which, 
when mounted on the output shaft of the motor, will deliver a d-c voltage 
proportional to the shaft angular velocity. A (— 1) conversion factor 
has been introduced after ep to symbolize the fact that the feedback link 
is connected so that Bf will be subtracted from Bf rather than added to 
it. Some means are provided to control the size of the proportionality 
factor /cd. 

Let us now find the feedback transfer function do(s)/E{s). The 
necessary component equations are 


eM = jjtVtS 

Tc(s) = — ejp’(s)], (17) 

eM = kMs), ( 18 ) 

Bpis) = kds6o{s). (19) 


Substituting epis) and BfCs) as given by Eqs. (18) and (19) into Eq. 
(17), and substituting Tc(s) as given by Eq. (17) into Eq. (16), we obtain 

6o(s) = -7-Ar-F i^akpEis) - kakdSdo(s)]. 

J 


Solving for eo{s)/Eis), 


dM 

E{s) 


kakp 


ko 


Js^ + (/ + kakd)s Js^ ■+■ (/ + kakd)s 


(20) 


(Comparison of this equation with the feedback transfer function given 
by blcp (9-21) shows that (/ + kakd) here plays exactly the same role as 
/’does in the system without tachometer feedback. This fact indicates, 
lirst of all, that the transient and frequency analyses given in Secs. 9-8 
and 10-3 for a system with viscous friction will hold here top, with the 
new term substituted for /. It indicates, second, that we might permit 
the viscous friction / to equal zero and its role in stabilizing the system 
to lie taken over by Klca. Since K, the gain of amplifier-motor combina- 
tion can be assumed to be given, k, is the only parameter that would 
need to be controlled. It can be selected so that the product kja -mil 
be equal numerically to whatever value of / is found necessary to suitab y 
damp the system, since / and frjfs have exactly the same dimensions 

(torque per radian-per-second) . 

The fact that the term (/ -f kM in Eq. (20) plays the same role as 
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/ alone in the equation of a proportional servo (one with viscous friction 
in the load and no tachometer feedback) means that this term will also 
take the place of / in the equation for the velocity lag error. 'This error 
will consequently be given by 


/ + kakd jyj 

ko 


( 21 ) 


instead of by (f/ko)!^, as in Eq. (9-70). A simple method to prevent 
the tachometer feedback from contributing to the velocity error is to 
place a condenser in the feedback path between the tachometer and 
amplifier. The condenser may, in physical terms, be regarded perhaps 
as blocking the low-frequency signals that contribute to the steady- 
state velocity error and passing without interference the higher-frequency 
signals that help to stabilize the system. A more detailed discussion of 
the role of tachometer feedback loops in stabilizing a servo system may 
be found in Harris,^ Williams, ^ and Jofeh.^ Oscillation dampers, to be 
discussed in a later section, are also of interest here, sin(^e it c.an l)e shown 
that such dampers have exact analogues in different types of feedback 
network. 

11*6. Oscillation Dampers. — ^A third method of stabilization useful 
in some systems makes it possible to change the relative amf>unts of 
inertia and viscous friction present in the load member tlirougli the 
medium of a special type of oscillation damper. This device, whi(;h 
may be of the tuned or untuned type, consists of a shell providing some 
additional inertia and an internal flywheel coupled to the sh(dl by means 
of the viscous friction of the oil in which the internal flywheel is immersed- 
The shaft connected to the outer shell is coupled rigidly to tlu' shaft of 
the load member. The damper as described above is of the untuned 
type. If, in addition, a spring is introduced to retard the movement of 
the internal flywheel relative to the case, the damper is said to l)e of tlie 
tuned variety. Although flywheel dampers have been widely used for 
stabilizing mechanical systems, the use of such dampers for |)urposes of 
servo-system stabilization is apparently due to the MIT Servomechanisms 
Laboratory. An analysis from the transient point of view has Ixuni given 

by Jofeh.4 The frequency approach may also be used. Botli points 
of view are considered below. 


1942^p^6^72 and Design of Servomechanisms,” NDRCl Report, 

T-1505 ^ 'Automatic Following Mirror Systems,” THE Iteport No. 

4 T ■ Aircraft,” Report No. 100, A. C. Cossor, Ltd. 

No Coss^^QW- vf Damper to Servo-mechanism.s,” RL 

AusubTIqu ’ WA-271324, Report No. MR-141, A. C. Cossor, I.td., 
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Untuned Damper: Transient Analysis . — Figure 11*6 shows the block 
diagram of a proportional servomechanism equipped with an untuned 
damper. The following four symbols have already been defined in the 


Load with damper 



Fig. 11-6. — Block diagram of servo system with untuned viscous friction flywheel damper. 


section on transient analysis, namely, 6o{t), E{t), and ko- The fol- 

lowing additional symbols will also be used. 

ddit) = position of the damper flywheel relative to bearings of out- 
put shaft, i.e., measured from the same reference position 
used in measuring Qo, 

Jl — moment of inertia of the load without the damper attached, 
Jx. = viscous friction of the load without damper, 

Jf 8 = moment of inertia of the damper shell, 

fs = any additional viscous friction operating on initial load due 
to attachment of damper (this can ordinarily be assumed to 


equal zero), 

= moment of inertia of internal flywheel of damper, 

^*2 = viscous friction between outer shell of damper and inner 
flywheel, 

Jx — By means of this equation we can lump the inertia 

of original load and that added by damper shell. 

=. j X fs. Similarly we can lump the viscous friction existing 

between output shaft and bearings of output shaft. 

The following three equations describe the dynamics of the separate 
units of the system, namely, the error detector, controller, and load with 


damper, respectively. 


Tcit) 


E(t) = diit) - doit). 

Tcit) = 'k^Eit). 



d^Od 

dt^ 


( 22 ) 

(23) 

(24) 


Equations (22) and (23) are merely a repetition of the relations with which 
we are familiar from our analysis of the proportional controller. Equa- 
tion (24) represents the equilibrium of torques involved in the loa 
member. The equation states that the applied torque Tdt) equals e 
opposing torques due to acceleration and velocity of different parts of 
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the load. This opposing torque is made up of two parts: that provided 
by the part of the load which is rigidly coupled to the output shaft and 
that dependent on the internal structure of the damper. The first por- 
tion is represented by Jx{d'^Go/dt^') +/i(d0oM) just as in the case of a 
load without an attached damper, but with the parameters of the damper 
shell lumped with those of the initial load. The second factor in the 


opposing torque may be represented by 



the opposing torque 


due to the acceleration of the internal flywheel. The viscous friction 
existing between the flywheel and the outer shell may be regarded as 
merely providing a coupling connection by means of which motion of 
the outer shell is transmitted to the inner flywheel and does not enter 
into the equation. The angular position of the inner mass will be less 
than that of the shell, lagging behind it by an amount — fld), repre- 
senting the forward slip of the shell relative to the flywheel. If we con- 


sider the torques acting on the flywheel alone, we can write 


^ d\e^{d) - r dHa.{i') 

Tt 


(25) 


This equation states that the torque applied to the inner flywheel is 
provided by the viscous friction existing between output shaft or shell 
and the flywheel and that it is opposed by the equal back torque asso- 
ciated with acceleration of the flywheel. This equation will be useful in 
permitting us to eliminate 9d from our over-all servo equation. 

On the basis of Eqs. (23) and (24) the transfer functions of the con- 
troller and output members may be obtained and combined to give the 
feedback transfer function. From it the error transfer function csax be 
derived. The error function will provide the point of departure for the 
transient analysis considered below, while the feedback function may be 
used as the starting point of the frequency analysis. From Eq. (23) we 
obtain 

E{s) ~ C26) 

in torque units per radian error. This is the conversion factor of the 
controller, which here consists of error potentiometer, amplifier, and 
motor, in cascade. From Eq. (24), we obtain 

Tc{s) = (/is^ fis)do{s) Jus^ddis). (27) 

To eliminate dais) from Eq. (27) we make use of Eq. (25). Taking the 
Laplace transformation of this function and solving for dd{s), we obtain 

jJX- U 


Bd{s) = 


(28) 
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Substituting for dais) in Eq. (27), we obtain 

T,(s) = Sois). (29) 

After some simplification we get 


2'o(s) = 
fl.(s) 

r.(s) 


+ (/ 1/2 + hJi + + fiU , 

TiJTA 

/2S -¥■ f 2 

s[j iJ 2 S^ + (fxJ 2 4" /2«7 1 + fiJ 2)5 + / 1 / 2 ] 


Multiplying Eqs. (26) and (31) there results 

00 (s) A‘o(<7 25 ~t~ /a) 

E{s) s[J iJ 2 S^ + {flJ 2 + / 2«/ 1 + / 2 / 2)5 + / 1 / 2 ] 


(30) 

(31) 


(32) 


This equation represents the feedback transfer function KGis). By 
applying Eq. (9*12) and a little algebra, we obtain the error transfer 

function E{s)/di{s): 


E(s) _ 1 

07 (s) T JCojJ^S +/ 2 ) 

S[JlJ2S^ •+• {flJ 2 -t- hJ 1 + fiJ 2)5 + /1/2] 

JiJns ^ -+• (fiJ 2 H~ fiiJ 1 4 - f^J 2)5^ + fifjS 

"" /1J2S® H- (/l^2 + /2/1 4-/2J2 )s^ 4 - (/1/2 + ^oJ2)s 4/2^0 


(33) 

(34) 


ICcpiations (32) and (34) can be written in terms of relational parameters 
by means of the following relations, the first two of which wm be familiar 
from our treatment of the proportional servo system in Sec. 9*8:^ 


ii 

b 

Ji 


= 2o:i 


^io» 


h 

./a 

Jx 


2a:2, 

n, 


fi = J i2ai, 
ho — J iCOxoj 
fz — = 2 J ina2, 

and Jz = J 1 ^- 


(35)2 


> The relational parameters defined in Sec. 9-8 have the following relations to 
« and as may be easily verified by inspection of the definmg equations. 


T = 


2a’ 


OJri = WlO. 


* The symbols used in defining this set of relationships ^he’^svi^b^te 

scquently, however, in the representation of response relationships, the symbo 

introdxiced in the discussion of quadratic factors will be use . 
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If we make use of the relations given in the right-hand column, substitut- 
ing them for/i, / 2 , fro, and /2 in Eq. (32), all the original physical param- 
eters are readily eliminated, giving the transfer function in terms of 
relational parameters, 

^o(^) _ <^10^ + 2 o; 2 coio . 

i57(s) -[- 2[cxi -)- “i- l)]s^ -|- 4a'ia:2S 

The error transfer function, in terms of the same parameters, can be 
obtained by the usual procedure [i.e., application of Eq. (9T2)], 

E(s) _ -h 2[oii -h q; 2(?^ 4~ 1)]^^ ~t~ 4Q:iQi2S 

6i(s) -[- 2[a'i H- a^in -|- l)]s^ -f- (4 q;iq: 2 + wfo)^ 4" 2 q:2Co|o 

Equations (36) and (37) provide a basis for selection of appropriate con- 
stants for the damper in a given problem. 

As Jofeh points out, two familiar types of problems may arise. One 
is to determine the response of the system, given the parameters of the 
system and the damper; the other is to determine the design parameters 
of the damper, given the parameters of the system without damper and 
specifications of required performance. The treatment of the first 
problem is straightforward and may follow the method described in the 
sections on the transient approach. It will be noted that the charac- 
teristic equation of Eq. (37) is a cubic. It may therefore be factored in 
the manner proposed by Liu and Evans [see Eq. (9-74)]. The character- 
istic equation of Eq. (37) can thus be represented as 

(s -f- ^C 0 na)(s^ + + W^g) = 0. (38) 

If the parameters of this equation are known in terms of the given param- 
eters of the system, the response characteristics can be found. The 
values of and and a set of nondimensional charts for the quadratic 
will give the response characteristics corresponding to the quadratic 
factor, and the real root will specify the characteristics of the expo- 
nential component. It becomes necessary then to determine the values 
of i'g, ccnq, and in terms of the physical or relational parameters of 
the original system and damper. This may be accomplished by the 
familiar procedure of matching coefficients of two equations regarded as 
equivalent. Thus if the factors in Eq. (38) are multiplied out, we obtain 

S® + ^^^(1 -|- 2^q^)s -f = 0. (39) 

If the coefficients of this equation are set equal to the corresponding 
coefficients of the characteristic function in Eq. (37), the following set of 
equalities is obtained. 
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+ I) = 2 [q:i -j- (1 -t- 71)0:2], ^ 

C0^«(1 + ^^qO ~ 4:Q:iOi2 + Cofo, 

= 2Q;2Cofo- 


(40) 


All the parameters on the right-hand side of these three equations will 
be known from the data given concerning the system with damper; the 
left-hand side contains a total of three unknowns, fg, and oonq. Since 
there are three equations, the values of the three unknowns can be found 
and hence the response characteristics of the system. 

The second type of problem, that of determining design parameters 
for the damper, can be solved in a similar manner. In this case, the 
parameters of the original system and response specifications are given. 
Let us suppose that data on the original system are given in terms of 
physical parameters Ji and fi but that gain ko is left unspecified. One 
relational parameter 2(xi can be obtained from the ratio of /i to J 1 . 
The specification of required response properties can be given in terms 
of parameters ta, and ^(a^q, since, as pointed out, specific response 
< 5 omponents correspond to these parameters. Referring now to the 
three ecpiations in (40), we note that there will be four known parameters, 
the set just mentioned and three unknown parameters, namely, co 10 , 
0 : 2 , and n. Consequently, the three simultaneous equations may be 
solved for these three unknowns. If we refer now to Eq. (35), it wilL 
l>e noted that the parameters thus solved for will determine the physical 
parameters of the damper and the constant-gain factor ko, for the 
three relational parameters coio, « 2 , and n are defined, by way of three 
ecpiations, in terms of four physical parameters, ko, J 1 , J 2 , and / 2 .' 
One of these, Ji, is one of the known properties of the original system. 
Hencie the values of the other three physical parameters ko, J 2 , and fi 
can be computed. The problem of determining the design parameters for 
the damper is thus completed. 

Tuned Damper: Transient Analysis . — ^An exactly parallel treatment 
can ho carried out for the tuned damper. The detailed steps rnay be 
omitted and only the chief results given. The error-transfer function for 
the tuned damper is found to be 


+ Uih + j^fi + + , — . 

(Ji/2H- J2/i+-/2/2)s’^+ {fif2-hS2Ji-hkQJi)s^+ {S2fx-hkof2)s-hkoSi 

(41) 


where the only new parameter is the elastance of the damper spring 
S-, This equation is converted to one written in terms of relational 
parameters exactly as before. The only new relational parameter 
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involved is wfo, defined as S^/Jn. 

E{s) ^ 

di{s) 

+ 2[oil + (^ H- 1 ) 0 : 2 ]^^ H~ (4q!iQ'2 4~ ~I~ 2q:iC»j|o^ 

S^-l-2[Q:i+(n+l)Q:2]s®+(4o:ia:2H-w|o4'C»^io)s^H“ (2o:iCt20~l~ 2o:2CO];o)^>‘+Wio^lo 


The characteristic equation is now a quartic instead ol a cubic. It may 
be factored into two quadratics in the manner proposed by hiu tor toiirtli- 
degree equations (see Sec. 9-9). 

(S^ + 2faC0noS + + 2f6C0«bS + (43) 

If the two quadratic factors^ are multiplied out and coefficients equated 
to corresponding terms of the characteristic function (i.e., that in the 
denominator) of Eq. (42), four simultaneous equations are obtained: 

^aOina “}“ ^bOinb == CKi + (tI 4" l)o:2, 

4:^a^b03naO}nb + = 4q:iQ! 2 + Cofo "h wfo, 

t*Jno^nZ>(^ci^fiif> I ^b^f^na) CijCOgo | OizC^^xO) 

= Wio'^io- 

The left-hand side contains parameters that indicate, in conjunction 
with nondimensional quadratic charts, the response properties of the 
system, while the right hand side contains the parameters ai, as, cofo, 
cofo, and n which are defined in terms of the physical properties of the 
system and damper. One may thus use these equations in the same 
manner as described for the case of untuned damper to solve either the 
^‘response problem’" or the “design problem.” The only difference is 
that four simultaneous equations will be involved here instead of three. 
That is, given parameters olx, a^, cofo> <^lo, and n, parameters derived 
from the physical parameters of the system, the set of four equations 
may be solved to give the four response parameters U, ^h, 
and thus the solution of the response problem. Or, given the param- 
eter representing the load member of the original system, <xi, and given 
the response parameters fa, fb, Wna, and co«6, then the set of four equa- 
tions can be solved for the four unknowns <X 2 , <j^ 20 i and ?i which 

represent the design parameters of the tuned damper and the gain con- 
stant of the system. 2 

1 The symbols of Brown and Hall are used here rather than the symbols used bv 
Liu in Eq. (9-5). 

2 In the case of both the untuned and tuned dampers, the two types of problem 
considered may often be simplified by assuming that /i = 0, since fi will generally 
be small, and this approximation will therefore usually yield results sufficiently 
accurate. 
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The transient analysis of the damper has been considered in some 
detail, since it provides a good illustration of the method for treatment 
of higher-order error equations proposed in Sec. 9-9 as well as a satis- 
factory basis for utilization of a useful device. The feedback transfer 
functions of untuned and tuned dampers, given by Eqs. (36) and (45) 
respectively, might also be treated by the methods of frequency analysis 
as described in earlier sections, and the solution of response and design 
problems obtained in this way 

^o{s) ^ + 2oc2(»iioS + coio^^io /Ans 

E{s') Ar 2[o'i -f- (^ + 1 )q!2]s^ + (4q:iQ'2 + H” 2<xico2qS 

This latter approach becomes increasingly useful relative to the tran- 
sient approach in case the servo system without damper contains addi- 
tional energy storage or delay components. These would raise the 
order of the transfer function and make the transient analysis increasingly 
difficult. The treatment of these higher-order functions by the fre- 
quency method has already been discussed in considerable detail (Sec. 
10-3), and its application to the transfer functions of the untuned and 
tuned dampers should offer no special difficulty. 

Before closing this section, reference should be made to the analogy, 
already mentioned, that has been found to exist between the oscillation 
damper and special types of negative feedback network. Thus Harris^ 
points out that a feedback network characterized by the transfer function 

( 46 ) 

is the control analogue of the type of damper designated above as an 
untuned damper. Here R is the ratio of damper inertia to output 
shaft inertia, and A is the ratio of damper inertia to viscous friction 
coefficient between the two inertias. In terms of the symbols used 
earlier in this section. 


and 




Harris points out that this transfer function [Eq. (46)] is obtained elec- 
trically by differentiating a velocity signal in the type of network that 
also provides a time lag. Jofeh^ also stresses this analogy, showing 

^ Harris, op. cit., p. 72. 

^ Jofeh, op. cit. 
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explicitly the equivalence of the equations representing the two types 
of oscillation damper and two corresponding types of feedback network. 
The error equation for the untuned damper is shown to be equivalent 
to that of an electrical servo system in which a voltage proportional 
to the derivative of the output is fed back to the input of the amplifier 
through a condenser-resistance coupling. The error equation of the 
tuned damper is shovm to be equivalent to that of an electrical system 
in which the tachometer voltage is applied to a circuit consisting of a 
condenser in series with a resistance shunted by an inductance, the 
voltage across the L-R combination being the input to the amidifier. 
He suggests that the analogues may be of practical value by making it 
easier to determine whether or not servo systems originally designed to 
work with negative feedback may be modified readily to work with 
oscillation dampers. 

Improvement of Accuracy 

11-7. Correction of Transient Error. — The duration of the transient 
error may be given in terms of the time required for the error response 
curve to fall to less than a specified absolute value or to less than a 
specified percentage of its initial value. Or if the response is given in 
terms of output, a comparable definition is readily formulated in termvS 
of the difference (or ratio) of the response at any instant and its final 
steady-state value. It is obvious that the specification of maximum 
allowable duration of the transient in such terms calls for a knowledge 
of the form and magnitude of the transient response, to be obtained 
either directly by way of transient analysis or experimental t(\st or 
indirectly from frequency-response properties that may l)e correlated 
with the transient response. In case a comparison of the transient of 
a given system with specifications has been made on the basis of any 
one of these methods and its duration has been found excessive, its 
reduction then becomes necessary. 

The type of corrective network appropriate for the reduction of the 
transient has been known for some time. It turns out to be th(‘ same 
type of device that was found effective in system stabilization, namely, 
one that takes the derivative of the error signal, i.e., one that intro- 
duces phase advance into the system. The association I'xdrwecm deriva- 
tive taking and reduction of transient time is fairly clear, sincte the 
taking of the derivative can be regarded as a way of anticipating future 
response and thus making possible more rapid error conxudlori. ''rhc; 
association between stability and small transient error is also readily 
made plausible by recalling that the system components that servt^ 
to delay the response of a network and thus increase the duration of the 
transient are thereby introducing time lags that predispose to insta- 
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bility. The equivalent of long time lags in the time response is phase 
lag in the frequency response, a phenomenon that, as we know, tends 
to produce system instability. Considered from the point of view of 
the Fourier analysis, a long lasting transient, or slow response, is equiva- 
Ituit to a spectrum in which the higher frequencies are attenuated. The 
trequency ol the resonant peak of the do(jo:i ) / response curve will, 
therefore, be low. The introduction of a phase-advance network will 
raise the frequency of the resonant peak, thus increasing the transmis- 
sion of tlie higher frequencies. The equivalent time response to a step 
function will, therefore, be sharper. 

I'lie l)asic procedures for representing and designing phase-lead 
Jietworks have already been considered in Sec. 11*4. It is unnecessary, 
t.licirefore, t.o repeat this material here. What would be desirable at 
t.liis point, however, would be a simple and direct method for relating 
the recpiired reduction in the duration of the transient to the specification 
of tlie de.sign parameters required in the phase advance network. Unfor- 
tunately, no such direct method seems to be available for any but the 
simplest systems. The most extensive attempt to develop design prin- 
ciples <iirccted especially to transient reduction seems to be that of HalU 
based on the transfer locus approach. The procedures for matching 
the corrective network to the system to be corrected may become quite 
involved; hence the original account should be consulted. Relevant 
principles formulated in terms of other points of view may be found 
in Draper and Bentley,^ Brown,* Harris,'^ Ferrell,* and McColl.® In 
any (*.ase, thc^ final test of whether or not the correct parameters have 
V)ecn chosen must be based on a new determination of the transient 
resi)ons(^. A mathematical cut-and-try process thus seems to some 
extent unavoidable. 

11*8. Correction of Steady-state Errors. — As has been pointed out in 
previous s(H‘,tions, a number of different kinds of steady-state error may 
be defined, depending on the nature of the input test function. Pro- 
eed\ires for compensating for steady-state errors of different order are 
Hitniiar. • It will therefore be sufficient here to limit ourselves to a dis- 


A. C. Hall, Analysis and Synthesis of Linear Servomechanisms, Technology Press, 
MaHHaclniscttH Institute of Technology, 1943, “Theory of Phase Lead Controllers,” 

Chap, (i, pp. 89—127. it-. 

2 C!. 8. Draper and G. P. Bentley, “Design Factors Controlling the Dynamic 

Performance of Instruments,” Trans. ASME, 62, 428J7., July 1940. 

:‘G. S. Brown, op. ciL, pp. 14, SQff. o + 

^ U. Harris, “The Analysis and Design of Servomechanisms, NDRO Report, 

1942 , pp. 15, 17, 20, 24, 32-42, 5#. » o TT?jr 

f* F. B. Ferrell, “The Servo Problem as a Transmission Problem, t'roc. itcJi, 

November 1945, pp- OiT. of reprint. 

® L. A. McColl, Servomechanisms, Van Nostrand, New York, 1945, pp. 41, 104- 
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cussion of procedures for compensa/tioii of the velocity liiig eiioi. this 
typ© of steS/dy-state error is the one which is geneiSilly of nio&t impor- 
tance in servo-system correction. It will be of intei’est to consider the 
nature of both the transient and frequency approaches to this problem. 

Velocity-lag Error: Transient Approach . — The need for correcting 
servo systems for effects due to coulomb friction and constant torcpie 
loads applied to the output member has led to the development of tlie 
so-called integral controller. The need for integral controllers to coun- 
teract constant output torques was demonstrated by Minorsky^ in 1922. 
Brown and Hall have recently analyzed the problem anew and reach 
the same conclusions. ^ They represent their analysis as an illustration 
of a general method for the design of controllers to meet specific condi- 
tions of excitation and performance. This method consists ol first 
examining the error equation to see “'what properties it must have to 
yield the solution desired’^ and second in “manipulating it mathe- 
matically to give it these properties. The manipulations c.onsist in 
adjustment of th^ characteristics of the C{s) operator in the error eciua- 
tion until this equation has the required properties. One may then 
attempt to synthesize physically a controller that can be repnisented 
by the expression finally derived for C{s). In the present chapter, this 
general procedure was summarized in Sec. 11*4 in relation to the deriva- 
tive error controller. In the case of the integral conti’oller, the applica- 
tion of this general method indicates that the required form for the 
transfer function of the controller is 

Cis) = ^ = i-. + « (47) 

where ko is the proportionahty factor for proportional control and n is 
the proportionality factor for integral control. The integral CHiuation 
for the controller corresponding to the transfer function of (47) is 

Tc{t) = koE(t) + dt. (48) 

If a controller of this type is introduced into a system with a (diar- 
acteristic equation of any given degree, the effect will be to iru‘rea.s(‘ tlu^ 
degree of the characteristic equation by one, as already shown in Se<-. 
9-8, for a system with a second-degree equation. Ways of solving suedi 
higher-degree equations have also been considered. Browir* and Brown 

IN. Minorsky, “Directional Stability of Automatically Steered liodies,” Jour. 
Soc. Naval Eng., 34 , No. 2, 280-309, May 1922. 

G. S. Brown and. A. C. Ball, ^Dynamic Behavior and Design of Servo lueehjsi— 
nisms,” ASME Preprint, November 1945, pp. 14-20. 

* Brown, op. cit., pp. 26-36. 
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and Hall^ carry out such solutions for a number of sample systems and 
discuss the effect of various relations among the parameters on the final 
form of the solution. What is of particular significance for us here is 
first the fact that a form for the controller transfer function can be found 
which will eliminate the steady-state velocity error due to various factors 
in the system and, second, the question of how integral controllers may 
he designed so that the over-all system will show the required perform- 
ance properties. At this point it becomes desirable to shift to the fre- 
quency method of analysis, since such problems of design are more 
etTe(dively carried out by this method. 

Vdocity-lag Errors: Frequency Approach . — In an earlier section, the 
relation l)etween zero steady-state errors and the nature of the transfei 
locus as the frequency approaches zero was pointed out. Here, we may 
attempt to make use of these correlations in the design of servo systems 
with the required zero or minimal velocity-lag errors. Like principles 
arc operative in adjusting systems for other types of zero steady-state 
errors, such as displacement errors and acceleration errors. 

'^bo sliow a zero velocity-lag error, the transfer function do/ E {jcF) 
must have a second-order pole or greater at w = 0, and the locus niust 
approach co along the negative real axis. To achieve this condition, 
ways must be found of making the locus conform to this requirement 
T\w obvious preliminary steps will be to plot the locus of the proposed 
syst<mis, without any special adjustment or corrective device for velocity- 
lag control, and then determine the type of locus that must be multi- 
plied with the locus of the given system to make it conform to the 
l-etiuircd (‘.ondition of approach to - along the negative real axis as co 


^^"Ttr;ris g^en by Curve A of Fig. 10-20 (Sec. 10^5) regarded as 
representing a given servo system. This locus approaches oc by v ay 
£ 111^11 native imaginary axis. To meet the required conditions the 
.. monoy po^ must be rotated by -90= so that it run to » 
lonL X neltive real axis. Hence the given locus must be multaphed 
by a locus of the type represented by Cu^e ’B- ^Xl^enrof the 

r'"""' mak:\heUXrunstable 

ril "‘XC fXXcfend. The product of Curve A hy corrective 
h>'cus’'ll rtsults in Curve C, which meets ^“47)" 

.ero vclocity-lag error. If now, the 

10 '20. d'hus two different approaches have led t 


' Brown and Hall, op. cit-, pp- 17 21. 
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controller with a locus of the nature of B is required for correcting a 
system with an initial velocity-lag error. 

Can physical controllers be built that are represented by this type 
of transfer locus? Since the form of the locus implies infinite gain at 
zero frequency, it is necessary to use a regenerative amplifier.^ A block 
diagram of such a controller is shown in Fig. 11-7. Flail has dis(*.ussed 
the adjustment of the parameters of this network and demonstrated that 
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Fig. 11*7. — Block diagram of regenerative feedback amplifier. 

for certain values of the network parameters, it will realizes the transfer 
function given above for the integral controller. He points out, how- 
ever, that one particular parameter h, in the circuit transfer function 
(49) below, must equal one, exactly, in order for this equation to reduce 
to the transfer function of the integral controller. 


Id" RCs 

- r + RCs - 


h 


Precise adjustment is often not possible, due to accidental variation of 

circuit parameters, so that thiw 
network usually approxinuites an 
integral controller but do(‘s not 
realize it exactly. If h < 1, the 
controller is called an undercorn- 
pensating integral controller; if 
^ > 1, it is called an overctorn-* 
pensating integral controller. 
The loci corresponding to theses 
two types of controller are shown 
as the right and left half-c-ircdeB 

^ , n of Fig. 11*8, and an ideal integral 

controUer corresponding to = 1, by the line. Under- and overcorn- 

designated as minimal velocity error systems, 
smee the failure of the parameter h to equal one exactly gives rise to 

Tt “ . velocity-lag errors can bo made as small as 

treatmen’^- eliimnated entirely. For detailwl thcor<,tical 
treatment of these systems, HalPs paper should be consulted. 

1 Hall, op. dt, p. 66. 



Fig. 11-8. — Transfer loci of various types of 
integral controllers. 
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Before completing our brief survey of the integral controller, it should 
be noted that if a particular application permits the use of an under- 
compensating integral controller, the regenerative type of controller is 
not necessary, and this minimal velocity error controller can be physically 
realized by a filter (with the response characteristic of Fig. 11 -Oa) in cas- 
cade with an amplifier. This circuit is shown in Fig. 11-96. Its locus 
and the general form of its transfer function are the same as that of 
the undercompensating regenerative integral controller. ^ 



Fiu. 1 1-9. — (a) Amplitude response of undercompensating integral controller which may 
1)0 reproduced by passive filter circuit (reproduced from Hall, op. cit., p. 86); (b) non- 
rogenorative circuit having response curve shown in o. 


SPECIAL PROBLEMS 

11*9. Changes in Loop Gain. — In some servo systems, the special 
problem arises of stabilizing a system that is characterized by the equiva- 
lent of a variation in the loop gain. An example is the Arma-resolver 
servo system described in Sec. 14-3. In this system, the equivalent of a 
variation in loop gain is produced by the physical device used for error 
detection, an Arma resolver. This unit, a two-coil selsyn-type of device, 
can bo regarded for present purposes as equivalent to an ideal error 
detector (used to determine the difference between input and output 
angles) in cascade with a converter (for converting angular error to an 
a-c‘, voltage) in which the conversion factor varies in time under the 
influence of the input signal.^ The nature of the application was such 
that tlie conversion factor changed during the course of a certain tactical 
optu-ation. The problem arises then of how such a system may be 
stalnlized, since standard servo theory assumes the constancy of all 
parameters. 

For purposes of theoretical analysis, the system can be represented 

1 Hall, op. cit., pp. 87#. . ■ 

2 The error detector also contains a small nonlinear factor, since the error voltage is 
proportional to the sine of the angular error rather than to the angle itself. For 
small values of the angular error this difference may be neglected. 
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by the block diagram, of Fig- 11 '10. To consider questions of stability 
it is convenient to determine the feedback transfer function^ ^ We may 
assume that at a given instant, a, ka, and km are constants. then 

KGis) “ = Mja(s). (50) 

At a given instant, <xkakm will represent the servo gain K, and the system 
might be stabilized at any particular value of K on the basis of piocediiies 
already described. But at another instant, a and there! oie K may be 
greater and the system may no longer be stable ; in any case, the phase mar- 
gin will have decreased. Conversely, a and therefore K may have become 


Error detector 



Fig. 11*10. — Block diagram of a servo system -with variable loop igaiu. SyiaholH: 
oi is error detector conversion factor ceCs) /E(,s) in. a-c volts per radian error, ka is gain of 
electronic amplifier eotjes in numerical units, km is motor conversion factor /««(«) in 

torque units per volt applied, and H(s) is transfer function of output motnbor, in this vnm* 
the motor load. 

smaller. The transient response will consequently be slower and may 
not meet specifications. What means are available for avoiding these 
undesirable effects? 

The problem can be simplified by first assuming that values for the 
amplifier gain and over-all gain have been selected to meet performanf‘«’t 
specifications over the full range and the system is to be stabilized for 
these conditions. Thus, for some representative value of a:, a value of 
ka may be selected to give an acceptably small static error, and a value- 
for the over-all gain K to provide a sufficiently short transient. lJnd<-r 
these conditions an appropriate stabilizing device can l)e dcisigned, if 
needed, to provide a sufficient stability margin by procedures alr(^a,<ly 
described. We may thus think of a stabilizing unit introdiicsed at somc^ 
point in our block diagram of the system. 

The problem is now reduced to finding ways of preventing insta- 
bility when K increases owing to an increase in a and of avoiding tlie 
effects of a decrease in over-all gain X when a decreases. A review of 
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the standard principles for system stabilization outlined in previous sec- 
tions suggests the following possibilities: 

1. Initially stabilizing the system for the maximum value of K 
expected to occur, as when a. has its maximum value. The system 
will then be stable for all smaller values of a and K.^ 

2. Maintaining over-all gain K constant as a varies by automatically 
changing one of the other factors in the gain, such as ka, or km, to 
compensate for changes in a. This scheme would thus require 
some method of automatic gain control. 

3. Allowing the over-all gain K to vary with a, but automatically 
adjusting the stabilization network to produce a greater degree 
of correction as K increases and a reduced amount as K decreases. 

4. Allowing the system, if nonlinear, to oscillate as a and K increase 
but setting the other factors in K so high that the frequency of 
os(‘illation will be high enough and the amplitude low enough so 
as not to exceed the allowable margin of error. 

Method 1 may be considered the most conventional, and amounts to 
designing a nonadjustable system that has sufficient margins of safety 
to meet the worst conditions to be expected in practice. Methods 2 and 
4 have both been tried and found satisfactory. ^ Method 3 has not, to 
the author's knowledge, been tried, but there seems no fundamental rea- 
son why it should not be feasible. If, for example, in the basic type of 
pliase-advance circuit shown in Fig. 11-3 were decreased as a increased, 
siHih a decrease in Ri would have the simultaneous effect both of reducing 
the ov(^r-all system gain and of advancing the phase, effects that would 
suppkiinent each other in counteracting the effects of an increase in a. 
In any automatic adjustment scheme, it will, of course, be necessary 
to utilize some signal dependent on 6i{t) or on a to control the adjust- 
ment. The selection of suitable circuits will depend on the nature of 
the physical components of the system in any given case. 

11-10. Filtering and Data Smoothing in the Servo Loop.— The previ- 
ous discxission of servo theory has been based on the assumption that 
the performance recpiired of the output of a servo system is, within 
c;ertain limits of tolerance, that of duplicating the form of the disturb- 
anc^e /(/-) imposed on the input (or some specific function of this input). 
Under operating conditions, however, the problem may be complicated 
by tlie fact that there may be superimposed on the correct signal f(t) 

1 1'luH Hcluane would not work for a conditionally stable system, as is apparent 

from the discussion in Sec. 10-4. -i i . 

» A. H. Frodric.k at the Radiation Laboratory found that it was possible to 
use Method 4 offtHUively in the adjustment of nonlinear systems. Further details 
arts given in Sec. 12-24. 
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an extraneous or undesired signal g{t), either applied at the input or 
arising at some other point within the servo loop. This unwanted 
signal may be referred to as ‘‘ noise. It may arise in a number ol 
different ways; noise phenomena in vacuum-tube amplifiers, the chatter 
of gears, static friction effects in motor loads, interference effects in radar 
signals, and the like. If small enough, these noise effects may be 
neglected. At times, however, they may be great enough to exceed the 
acceptable tolerance of error in servo performance. The servo error 
must now be considered to be made up of two factors, a factor repre- 
sented by poor following of the correct signal f(t) and an additional 
factor due to good following of the noise signal g{t). To eliminate this 
additional source of error, it is necessary to find some way of making the 
servo discriminate between the correct input function f{t) and the 
incorrect one g{t). The problem imposed on the servo is to follow /(/) 
even though a function f{t') -T git) is imposed on the input. This is a 
problem of filter design. The servo system may thus be regarded as a 
special type of filter, and we may require the servo to satisfy c^ertain 
filter specifications as well as the requirements of stability and accurac^y 
considered in previous sections. 

It will not be possible in the space available to go into this problem 
in detail. We may, how’-ever, review briefly the lines along whi(;h the 
problem may be attacked and indicate some of the sources where a morc^ 
exhaustive treatment may be found. 

Three types of approach have been followed or proposed. 'Thti rnor(‘ 
obvious and common approach has been based on the realization t.hat a 
servo system (i.e., one containing mechanical elements) can be r(‘garded 
as a low-pass filter. The amplitude transmission curve shows a certain 
range of transmission in the low-frequency region, followed by more- or 
less sharp attenuation as the frequency increases. If the noise signal 
g{t) is represented by a Fourier spectrum that lies above tlie fnaiucuicy 
range which must be transmitted to realize the acceleration reciuirernents 
of our servo system, then it should be possible to design the servo system 
so that its cutoff point lies below the frequency range of the noise signal. 
If such a design can be realized, the servo will be able to discriminate 
between the correct signal and the noise. 

It is in this context that the problem of so-called data smoothing 
may be regarded as a special instance of a filter problem. In data- 
smoothing problems, we are interested in following the trend or av(n’ag(^ 
of a sequence of measurements or magnitudes rather than tin- instan- 
taneous values, which will show more extreme fluctuations. Sima* 
these instantaneous fluctuations occur at a higher frequency tlian those 
of the averaged curve, the instantaneous fluctuations may be regarded 
as a high-frequency effect superimposed on the low-frequency variations 
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present in the average curve. A servo system that is not capable of 
following the high-frequency fluctuations will thus have the effect of 
averaging out these fluctuations and hence of “smoothing the data.” 

In terms of the discussion of the preceding paragraphs, methods for 
filtering out the high-freciuency noise sequence g(t) or smoothing a given 
time sequence /(O + gij) will be directed to reducing the higher-frequency 
response of the servo or, in filter terms, reducing the frequency of the 
cutoff point. There must be an increase in the inertia of the servo load 
or an equivalent change in the parameters of electrical networks. Such 
an increase in inertia will be accompanied, however, by an increase in the 
phase lags of the system and hence reduce the instability margin. It will 
therefore be necessary to introduce additional factors tending to increase 
damping factors or produce phase advance. 

The approach just discussed might be designated, for brevity, as the 
“inertia method.” It depends essentially on the common experience 
that mechanical or electrical inertia will have the effect of reducing the 
speed or frequency of response of a system and hence smooth out higher- 
frequency disturbances. It does not take into account the detailed 
nature of the two time functions to be separated or give any assurance 
that a given physical system designed on this basis is the best one for 
performing such a discrimination. A number of authors have recently 
proposed methods based on a more sophisticated mathematical back- 
ground. A method proposed by Graham^ for reducing the effects of 
signal noise uniformly distributed in frequency involves adjustment of 
the system so that it will show a transmission spectrum corresponding 
to the Fourier spectrum of the input signals expected to occur in prac- 
tice. The method seems to involve some such sequence as the following. 
One first determines a time function that can be regarded as repre- 
senting the input signals to which the system will be required to respond. 
This time function is then represented as a frequency function by Fourier 
or Laplace transformation methods. Corrective networks are now 
incorporated in the servo system so the system as a whole will show fre- 
quency-transmission curves like that of the assumed signal. The system 
will thus pass signals of the specified form with a minimum of attenua- 
tion and all other signals, such as those involved in noise disturbances, 
with greater attenuation. Undesirable effects accompany the substi- 
tution of a limited pass band for a broader unselective pass band. These 
effects consist primapally in the introduction of considerably increased 
time lags in the transient response. Just how great an increase in the 
duration of the transients can be tolerated for the sake of greater freedom 
from disturbing noise will depend on the specific application. A practical 
R. E. Grahiun, “Linear Servo Theory,” IMl System Tech. Jour., 26 , 616-651, 
October 1946. 
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diificulty in the application of this or any other method of analysis of the 
noise smoothing problem may consist in the difficulty of selecting 
standard time functions /(O and g(t) as representations of the input and 
noise signals, respectively. The problem is of great importance in the 
design of automatic following radar equipment such as the SCR-584. 

A more elaborate mathematical theory, originally proposed by 
Wiener^ and supplemented somewhat by Daniells^ and Levinson® seems 
to offer a more general basis for treatment of problems of this sort. 
The theory is not formulated specifically with reference to servomecha- 
nisms, but rather in relation to the more general problem of the design 
of filters and predictors for operating on a given time sequence f(t) which 
may or may not be contaminated by a noise signal ” g(t). It is pointed 
out, however, that servomechanisms fall within the scope of the theory. 
For the reader interested primarily in the possibilities for practical appli- 
cation of the theory, the report by Daniells and Levinson's second paper 
will probably be found most useful. These authors disclaim any attempt 
at mathematical rigor but aim rather to present the basic ideas in a way 
that will facilitate their practical use in engineering problems. The 
paper by Wiener and Levinson’s first paper will be of more interest to 
the professional mathematician. 

11*11. Nonlinearity in Servo Systems. — Practically all of the material 
available on servo theory is based on the assumption that the system 
being considered is linear, in the narrow sense already mentioned: that 
it can be represented by a linear differential equation with constant 
coefficients. These constant coefficients constitute the physical param- 
eters of the system, such as J, f, r, and S; the assumption of linearity 
implies that such properties of the components may be regarded as con- 
stant, regardless of the magnitude of the forces applied or of the responses 
resulting. And yet, it is questionable whether any physical system is 
strictly linear, particularly when the events within the system exceed 
very small magnitudes. Why then has it been customary to analyze 
such systems by means of linear theory? 

The reason, essentially, is that linear methods are available whereas 

^ N. Wiener, “The Extrapolation, Interpolation, and Smoothing of Stationary 
Time-series,” OSRD Report No. 370, February 1942, pp. 176, available as IT.S. Dept. 
Commerce Publication Board No. PB39700; abstracted Bih. Sci. Ind. Reports, Dept. 
Commerce, 3, Nov. 8, 1946. 

2 P. J. Daniells, “ Digest of the Manual on The Extrapolation, Interpolation and 
Smoothing of Stationary Time-series With Engineering Applications by Norbert 
Wiener,” (British) OSRD ref. no. W-386-1, Mar. 25, 1943. 

3 N. Levinson, “An Expository Account of Wiener’s Theory of Prediction,” 
NDRC Applied Math. Panel Note No. 20, June 1945; “The Wiener RMS Error 
Criterion in Filter Design and Prediction,” Jour. Math, and Physics, 25, pp. 261-278, 
Jan. 1947. 
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nonlinear methods are not. There are no general methods for solution 
of nonlinear differential equations. Special methods that are available 
are relatively cumbersome and difficult to apply. Methods for analysis 
of linear systems are, on the contrary, usually comparatively easy to 
*^Pply and turn out in practice to give results that are sufficiently accurate 
for engineering purposes. Predictions of system response are likely to 
fall within the limits of experimental errors of measurement; specifications 
of design parameters are likely to fall within the limits of precision of 
<‘.ommercially available components. Final, small adjustments may then 
l)e made experimentally. 

Yet cases do occur in which linear theory falls short — the system 
when built may show oscillations not predicted by theory, or it may 
tiot be possible to design a system that will meet the most stringent 
specifications on accuracy, for the assumption of linearity represents 
essentially an idealization of the physical system and therefore affords 
solutions that are only approximations. In cases in which the degree 
of nonlinearity of certain components is extreme or in which the response 
of a given component covers a considerable range, the approximation 
may be unsatisfactory. Nonlinear theory then becomes necessary. It 
would seem necessary, too, if we are to assess the proper scope of linear 
theory. For even in cases in which linear theory now seems adequate it 
liardly seems possible to determine the magnitude of the errors of approxi- 
mation involved unless exact results may be obtained to check the 
iipproximations. Finally, development of a theory of nonlinear systems 
«eems necessary in order to permit overt use of nonlinear components in 
achieving engineering objectives. Special phenomena arising in non- 
linear systems have already led to some useful applications on an empirical 
basis. If a suitable theory for predicting the effects of nonlinear com- 
ponents were available, much more extensive use might be made of such 
components in servo design. 

It will not be possible here to consider the problem in any detail. 
We shall limit ourselves to recording the chief units of the system in 
which nonlinearities of different kinds may occur, to pointing out the 
explicit attempts that have been made to deal with such nonlinear rela- 
tions mathematically, and finally, to calling attention to the work going 
on in the more general field of nonlinear mechanics that provides a 
source of material for attack on the more special nonlinear problems of 
servomechanisms. 

Following is a list of some of the units or parameters of a servo 
system in which nonlinear relations may occur: 

1. Nonlinearity in stiffness or torque /error ratio. 

a. On-off control or relay servo systems. In such systems, torque 
is applied by the motor to the load only when the error exceeds a 
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given threshold. Then the maximum torque is applied and 
remains constant until the error falls below this or a related 
threshold. A graph of the torque-error relationship is not a 
straight line; the relationship is, therefore, designated as 
nonlinear. 

h. Torque saturation in motor. Any motor has a maximum avail- 
able torque, regardless of the magnitude of the error. Thus 
the output torque of the motor (as measured, e.g., with an 
opposing torque made large enough to stall the motor) may 
be proportional to the error up to a certain point and then 
approach a limiting value as the error is increased. The motor 
may therefore be considered a linear device until the error 
exceeds a certain critical value. For signals greater than this 
critical value, it will be operating as a nonlinear device. 

2. Nonlinearity in frictional or dissipation parameters. 

a. Coulomb friction. Coulomb friction may be defined as a fric- 
tional force or torque the direction of which is always opposite 
to the direction of motion of the responding component. It 
thus depends on a property of the response; it is therefore to be 
considered nonlinear. 

h. Nonlinear viscous friction. A nonlinear viscous friction param- 
eter may be indicated by a nonlinear torque-speed curve. 
As explained in Sec. 13-2, the decrease in torque as the angular 
velocity of the motor increases may be represented as due to 
an opposing frictional force that increases with the velocity. 
The slope of this line provides a measure of the magnitude of 
the viscous friction parameter /. If the slope is not constant, 
then / is not constant but is itself a function of the absolute 
velocity of the motor shaft. It must therefore be considered 
a nonlinear parameter, analogous in character to the nonlinear 
resistance of an electric circuit. 

3. Nonlinearity in inertia and other load parameters due to backlash. 
Backlash in gear trains has the dynamic effect of a removal of the 
load on the driving shaft when this shaft reverses in direction or 
deaccelerates. At a given point, the parameters of the load are 
reduced to zero (in their effect on driving shaft) to resume their 
original magnitudes when the dead space between the gear teeth 
has been traversed. The magnitude of the load parameters thus 
depends on the nature of the response of the driven member in 
relation to the driving member and must consequently be con- 
sidered nonlinear. 

4. N onlinearity in amplifiers. As is well known, the parameters of 
a vacuum tube ix, and are not constants; yet they are com- 
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monly assumed to be constant in circuit computations, an approxi- 
mation that is justifiable only while the tube is operating over a 
relatively narrow region and in the straight-line part of its char- 
acteristic curve. The magnitude of the tube parameters varies 
with the current through the tube and hence represents nonlinear 
relations between plate current and grid voltage or plate current 
and plate voltage. Such nonlinear effects in the amplifier of a servo 
system may show up in the behavior of the total system as the 
signals increase in magnitude. 

5. Nonlinearity in carrier conversion units. Modulators and detectors 
may be used in servo systems to permit use of a-c amplifiers in 
place of d-c amplifiers. The modulator can be regarded as a 
component for converting a signal with a zero frequency carrier 
to one with a carrier of finite frequency. The detector later 
performs the reverse operation. The signal is represented by the 
form of the envelope. The conversion factor or ratio for either 
of these types of units is, as is well known, not a constant for all 
levels of signal but varies with the level. These units are thus 
inherently nonlinear . 


To what extent have mathematical procedures been developed for 
analysis of servo systems involving such nonlinear relations? Unfortu- 
nately, the work so far reported is extremely meager. The number of 
papers published explicitly on nonlinearities in servo systems does not 
exceed six or seven. ITazen,^ in his pioneer paper on the theory of 
servomechanisms, gives a graphical, step-by-step analysis of an on-off 
or relay type of servo system. Brown, ^ in his 1941 paper, gives a brief 
treatment of coulomb friction in servomechanisms. Minorsky,'^ in 1941, 
gave a brief review of nonlinear control problems, treated analytically. 
Harris,'^ in 1942, discussed the nature of some of the nonlinearities that 
may occur in servomechanisms and possible methods of treatment. 
Hurewic'z and Nichols® in 1944 presented an analysis of servo systems 
with torciue saturation. This account includes a brief treatment of 
mathematical procedures for dealing with nonlinear speed-torque curves. 


1 H. 1j. HaKeii, '‘Theory of Servomechanisms,’' Jour. Franklin Lnst., 218 , No. 5, 
287-313, November 1934. 

2 G. S. Brown, o?). cit., pp. 27i/. 

» N. Minorsky, “Control Problems,’' Jour. Franklin Inst., 232 , 63, 451-487, 519- 
551, December 1941. 

‘‘H. Ilurris, “The Analysis and Design of Seiwomechanisms,'' NDRC Report, 
1942 pp, 60-64. 

®W. Hurewicss and N. B. Nichols, “Servos with Torque Saturation," Part I, 
RL Report No. 555, May 1, 1944; W. Hurewicz, “Servos with Torque Saturation," 
Part II, RL Report No. 592, Sept. 28, 1944. 
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Fmally, McColl,^ in 1945, gave a treatment of the on-off servomechanism 
based on what has been called a topological method of plotting curves 
representing the differential equation of the system in phase space. We 
may perhaps add to the list a preliminary attempt by Nichols and 
Kreezer,^ in 1946, to utilize the decibel-frequency approach in repre- 
senting the' effects of backlash in servomechanisms. 

As examination of the references cited will show, nothing of tlie 
nature of a general approach to the handling of nonlinearities in seuwo- 
mechanisms is available. The work so far reported tends to be intro- 
ductory in character, involving special methods for each ot the special 
types of nonlinearity and special assumptions that tend to restrict the 
range of application of the results. It is apparent that only the biirest 
beginning has been made in this field and that the bulk ot the work 
remains for the future. On the other hand, it is conceivable that no 
single or general approach can be found owing to the large variety ot 
ways in which a system may fail to meet the requirements for linearity. 

In attempts to develop suitable methods, some help may be obtain- 
able from the fields of nonlinear mechanics. This may l)e defined as 
the branch of mechanics that deals with the solution of the differential 
equations of nonlinear physical systems. It may be thus thought of as 
the more general field in which the theory of nonlinear servomechanisms 
would form a special part. This reference to the more general field does 
not imply that one may find there general methods for handling non- 
linear differential equations. The methods reported in the framework 
of nonlinear mechanics tend to have the same special character men- 
tioned above. In this broader field, however, one finds a much greater 
wealth of literature than represented by the relatively few papers cited 
above which deal explicitly with servomechanisms. One finds, too, an 
effort being made toward a more general approach, as illustrated perhaps 
by the work on topological methods, and by Kryloff and Bogoliuboff’s 
method of successive approximations. In the greater wealth of material 
available, one may hope too to find physical systems treated that (ixhibit 

^ L. A. McColl, Fundamental Theory of Servomechanisms, Van NoHtrnnd, N< hv York, 
1945, pp. 107-125. 

2N. B. Nichols and G. L. Kreezer, Analysis of Servosysteins Containing Back- 
lash,” unpublished, 1946. The procedure consists in assuming a sinusoidal OKcillation 
imposed on the input of the system and determining the amplitxide and phase of the 
first Fourier component of the nonsinusoidal output response. By assuixiing that this 
Fourier component can be used to represent the output respons<^, to a first Jipproxima- 
tion, the ratio of output to error signal may be dealt with as descrilxcnl in Bee. lO-Il for 
strictly linear systems. The error of approximation can be chec.kcd against a st(‘p-l)y- 
step solution of the nonlinear differential equations of the system, 'riie. of tln^ 
first Fourier component to represent the nonsinusoidal response is similar to tlic proce- 
dure employed by Kryloff and Bogoliuboff in their method of treating nonlinear 
systems. 
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nonlinearities analogous to those found in servomechanisms. Thus con- 
siderable work has been done on the solution of the second-order differ- 
ential equations of a single-mesh electrical circuit containing a nonlinear 
resistance. Such a nonlinear resistance would seem to be directly 
analogous to a nonlinear viscous friction. There should consequently 
be a carry-over from one problem to the other. As a matter of fact, 
practically all the methods so far introduced for treatment of nonlinearities 
in servomechanisms are found applied in a more general setting, in the 
field of nonlinear mechanics. To aid in the acquisition of a background 
in this latter field, a selection is given below of references to a number of 
useful review papers, taken from a bibliography compiled by the author 
of recent publications in the field of nonlinear mechanics. 


Kryloff, N., and N. Bogoliuboff, Introduction to Nonlinear Mechanics (translated 
by S. Lefschetz), Princeton University Press, Princeton, N. J., 1943. 

Mandelstam, L., N. Papalexi, A. Andronow, S. Chaikin, and A. Witt, '‘Expos6 des 
recherches recentes sur les oscillations non-lineaires,” Tech. Phys. U.S.S.R., 2, 81-134 


Von Karman, T., ‘'The Engineer Grapples with Non-Linear Problems,” Bui. 
Am. Math. Soc., 46, pp. 615-683, August 1940. (Good bibliography). 

IVIinorsky, N., Introduction to Nom-linear Mechanics^ Part 1, Topological 
IMethods,*’ Report No. 534, December 1944 j Part 2, Analytical IVIethods of Non- 
linear Mechanics,” Report No. 546, September 1945; Part 3, Non-linear Resonance, 
Report No. 558, May 1946; Part 4, “Relaxation Oscillations,” David Taylor Model 

Basin, 1947; Edwards, Ann Arbor, 1946. ^ ... 

Kellar, E. G., Mathematics of Modern Engineering, Chap. 3, “Nonlinearity in 

Engineering,” Wiley, New York, 1942, pp. 201—304. ... 

LeCorbcillcrj IjCS Bysterries cuiitoe^itretemies et les osc'dlaUons de relaxation^ Libraire 

Scientifique, Hermann & Cie., Paris, 1937, pp. 46. xr-n 

Preisman, A., Graphical Constructions in Vacuum Tube Circuits, McGraw Hill, 


New York, 1943. . ^ 

Van der Pol, B., “The Nonlinear Theory of Electric Oscillations, Proc. 

22, No. 9, 1051-1086, September 1934. 


IRE, 


11-12- Miscellaneous Accuracy Considerations. Gear Ratios. An 
important consideration in the design of servos is the balancing of factors 
affecting the choice of gear ratios. It is desirable from the standpoint 
of smoothness and stability to have a large reduction between the motor 
and the output device. From the standpoint of speed of response, 
maximum speed, and maximum power transferred to load, relatively 
lower gear ratios are desirable. The exact requirements may be more 
exactly stated if position servos and velocity servos are discussed sepa- 
rately. For velocity servos, the lowest speed at which the motor will 
run smoothly as a servo motor divided by the desired minimum output 
speed sets a lower limit on n, where l/n is the gear reduction. The 
highest speed at which the motor may be run with a reserve of torque 
for acceleration, divided by the desired maximum running speed of the 
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output, sets an upper limit on n. If it is necessary also to slew with the 
motor, the top speed of the motor divided by the desired output slewing 
speed sets another (and usually lower) upper limit on 7i. In order to 
meet these conflicting requirements, it may frequently be necessary to 
use a low value of n to allow rapid slewing and to rely on tachometer 
(velocity) feedback and high amplifier gain to lower the minimum smooth 
speed of the motors. Minimum smooth motor speeds as low as 4 rpm 
can be obtained in this way. For integrator applications, electrical 
means for removing the errors caused by rough operation at low speeds 
may be used (c/. Chap. 4). These conflicting requirements also hnid 
the designer to favor motors with high top speeds, provided the minimum 
smooth speed is not sacrificed. 

In a position servo, the requirements are much the same. The lower 
limit on the gear ratio is the smallest increment that the motor may be 
made to turn, or the amplitude of its ^'jitter,’’ divided by the ma.ximum 
position error allowable from these causes. As above, the conditions 
for minimum and maximum smooth operating speeds and slewing speeds 
also apply. 

A very important consideration when dealing with servos Avhere ra.i)id 
response is required is the maximum load acceleration Tins is given 

(neglecting friction) by 


az 


nT 

J J L 


m) 


where 1/n = gear reduction from motor to output, 

T = motor torque, 

Jm = motor inertia, including gears on the motor shaft, 

Jl = load inertia, measured at the load. 

By differentiating with respect to n and setting ecnial to zero, there 
results 

( 52 ) 


This teUs us that for maximum acceleration of the load, the inertia of the 
load as seen at the motor shaft, J z/n^ should be matched, to the motor inertia. 
This IS also the condition for maximum power transfer to the load arnl 
IS analogous to impedance matching in electrical and acoustical problems. 
The maximum acceleration measured at the load is 


^ I/max 


2 ‘\/ J J 


(53) 


' ^though derived mdependentiy by the author, this treatment has sul.neiiu.'.itly 

Sert Iron, AWIDK .lated 

pt. 9, 1942, entitled A Note on Gear Ratio Value in Servo Systonus." also 

p ' T Mechanisms for Instrument and l>uwer I )riv(‘H ” 

Product Eng., 17, No. 4, 332, April 1946. 
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For maximum, acceleration in the presence of load friction or load 
torque, the gear ratio n should be increased somewhat. In the usual 
instrument servo, is so large that the inertial load at the motor is 
essentially that of the motor armature and the first few gears Jm- 

This treatment leads to a number of simple criteria useful in choosing 
motors for high acceleration servos. Where freedom to choose gear 
ratios exists, the best motor from the standpoint of acceleration at the 
load is that motor having the highest value of T/\/Jm- The T/Jm 
ratio is frequently erroneously taken as a figure of merit. This ratio 
can be changed merely by adding a gear to the motor! However, if for 
any reason the gear ratio n between 
motor and load is restricted to a 
value large enough so that the motor 
inertia as seen at the load is large 
compared with the load inertia, then 
the criterion for maximum accelera- 
tion at the load is that T/Jm be 
maximum. Where 7i is such that 
the motor inertia as seen at the load 
is small compared with the load 
inertia, the criterion is maximum 
T. Intermediate cases may be 
evaluated by substituting values 
in Eq. (51). 

Frictimi . — It is necessary in most servos that operation at low speeds 
be smooth. A brief consideration of the factors determining whether 
or not smooth operation will prevail and what can be done to improve 
low-speed operation may therefore be of interest.^ 

We begin by defining terms. ^‘Stiction’’ or “static friction’’ is the 
torque necessary just to initiate motion from rest. “Coulomb friction” 
or “dynamical friction” is that friction torque which opposes motion 
of the output and is independent of the output velocity. “Viscous 
friction” is a torque that opposes motion and is roughly proportional 
to tlie velocity of the output member. Figure 1 1 T 1 shows a diagrammatic 
represcmtation of these types of friction. “Lumpy friction” is a torque 
varying with time and due to imperfections in gears, bearings, etc. 

1 Most of this discussion is based on the following British reports which have been 
generously made available: F. C. Williams, “Automatic Following Mirror Systems,” 
TRIO Report No. dT505, Part I, pp. 8-9; I.. Jofeh, “The Effect of Stiction on Cyclic 
Control Bystenns,” A. D. Cossor, Ltd, Research Department Report No. MRllO; 
and N. R. Eyres, J. Hewlett, J. Michel, and A. Porter, “A Theoretical Investigation 
of the ICffect of Stiction and Coulomb Friction on the Minimum Smooth Running 
Speed of a Metadyne Controlled Motor as Incorporated in A.F.l,” ADRDE Report 
No. 180, 
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Fig. 11-11, — Diagrammatic representation 
of types of friction torque. 



358 


SERVO THEORY: EVALUATION AND CORRECTION [Skc. 11-12 


Tile effects of these various types of friction in the case of proportional 
or proportional plus derivative servos may be summarized as follows. 
Stiction produces a ‘‘dead zone,” that is, a range of input that produces 
no output motion. For a simple proportional servo, the total width 
of this dead zone is 2S/k, where S is the stiction and k is the gain constant 
relating error and torque produced. 






Coulomb friction F is usually less than static friction. I'he difference 
between the two, S — F , may cause jerky operation at slow speeds. 
Once the output motion has stopped, ezTor or misalignment c incrtutscH 
until the value S/k is reached, at which time the torque ka is etpial to 
Motion then starts. Immediately the accelerating toi'que jumps to 
~ causing the output member to be accelerated in the direction 
that will reduce the error. As the velocity builds up and the error c is 
reduced, the accelerating torque ke ~ F -fddo/dt falls toward zero and 
may reverse sign. In this expression, / is viscous friction, and dS^/dt is 
the output velocity. Where the values are such that the acc.eleration 
reverses sign, the resulting deceleration may cause the velocity of the 
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output to fall to zero. Once this happens, stiction again rules, and no 
further motion will take place until the error again increases to S/'k, 
giving jerky motion. “Lumpy” friction also produces jerky operation 
at low speeds, the process being very similar. 

The literature on these effects is apt to be confusing. Both Williams^ 
and Jofeh^ make the mistake of assuming that motion will stop if e 
becomes less than F/k. For a system with inertia this is not the case. 

In Fig. ll-12a, reprinted from the ADRDE report,® a case is illustrated 
where e becomes less than F/k but stopping does not occur. Figure 
11-125 shows a case where stopping does occur. The main conclusions 
of the AIIRDE report, based on a differential analyzer investigation of 
a particular system, are 

1 . The critical value of iS — F is a function of K, f, and do/ dt, 

2. For given values of / and k, the minimum smooth running speed 
of the motor is directly proportional to {S — F), 

3. For given values of {S — F) Sbiid ddo/dt, the viscous friction/ must 
increase with the “stiffness” k, and 

4. For given values of / and ddo/dt, k must be decreased as {S — F) 
increases. 

Williams'^ points out that for best low-speed operation it is desirable 
to achieve a large inertia/torque ratio, where the “inertia” may be either 
mechanical or electrical, and to incorporate a large amount of output 
velocity feedback coupled by a high-pass filter to retain d-c loop gain. 
This is helpful in reducing the effect of lumpy friction. He states as a 
(K)nvenient criterion of design that the feedback should be such that if 
the motor is suddenly stopped from the lowest running speed required, 
full torque is applied. 

Backlash . — Because it is a nonlinear problem, backlash is difficult to 
deal with theoretically. This accounts for the great scarcity of theo- 
reti(;al information on the subject. A few simple generalities may, 
however, be given. The problem is of major importance only in position 
servos. In velocity servos, the load is usually large enough so that the 
gears run loaded, therefore eliminating the effects of backlash. At very 
low speeds, backlash does compete with stiction as a source of rough 
operation, although the effects are different, stiction causing jerky running 
and backlash causing oscillation or reduced stability. 

In Fig. 11T3 is shown a schematic gearing diagram for a typical 
servo. This shows the three principal sources of backlash errors, namely, 

^ Williams, op. cit. 

2 Jofeh, op. cit. 

» ADRDE Report No. 180. 

^ Williams, op. cit. 
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the gearing or couplings between -4, input shaft, and data input device; 
jB, output shaft and data output device; and C, motor and output shaft. 
The backlash requirement of each point must be considered sepiirat,ely. 

Backlash at A causes errors in the output of exactly the value of the 
backlash, with appropriate factors for gear reductions applied. Backlash 
at this point has no effect on stability. Backlash at B causes errors in 
the output equal to the backlash as measured at the output shaft. In 



addition, this backlash contributes to instability, for it allows the motor 
velocity to build up before a reverse error signal can be applied. Back- 
lash at C does not cause any errors in the output but contributes to 
instability. The output error due to the instability effects of the total 
backlash at B and C is reduced by increasing the fraction of this total 
occurring at C. 

Based on the above considerations, standard practice is to use spring 
loaded or precision gears at A and B and reasonably good but not neces- 



sarily precision gearing at C. 

A possible alternative to the 
arrangement illustrated is to g(uir 
*or connect the data output devices 
to the motor rather than to the 
output shaft. This is usually not 
preferred, since the output is them 
in error by the backlash errors of 
C, these usually being larger tdian 
those of B because heavier tor(|iu»s 
must be transmitted by C. 


Fig. 11-14. — -Error signal vs. motor position 
with, backlash present. 


All U.-U ueia-cont-rouea motors. 


with backlash present. n j. • » 

. It neld hysteresis errors arx^ pix'stuit, 

they act in a manner similar to backlash at point B. This faid, should 

be kept m mind when designing or choosing a motor, particularly for 
position servo applications. 


following heuristic explanation of the effect of baokla.sh may 

7r?. tlie instability caused by backlash. Figur'e 

11-14 should be consulted. A fundamental explanation of the damping 
of a tr^sient is that the energy dissipated by the system in a cycle of 
oscillation is greater than the energy gained in a cycle. The greater 








CHAPTER 12 

CHOICE AND DESIGN OF COMPONENTS 

By L a. Geeenwood, Jr., S. B. Cohen/ D. MacRae, Jr., J. R. Rogers, 
W. D. Green, Jr., W. Goodbll, Jr., and W. Roth 


DATA INPUT AND OUTPUT DEVICES 


12*1. Data Input and Output Devices: Introduction. — It is a fuiHla- 
mental feature of servomechanisms that a null or balance is sought by 
such systems. The principal purpose of data input and output devi(‘es 
is to furnish the necessary null or error signal to the amplifi(‘-r arul pow<‘r- 
control devices or to furnish signals from which the eiTor sigiml may 
be derived. Usually this involves a change of data representation as 
well as a discrimination, subtraction, or comparison of some kind. By 
way of illustration, a typical servo problem will be consid(u*etl from 
the standpoint of these data devices. Input data are available as a (an*- 
tain representation, say shaft rotation, di. Output data in the form of, 
say, shaft rotation are desired. In some manner, the output data mUvSt be 


compared with the input data, and an error signal derived representing 
the difference between the desired output (as a function of the input) and 
the actual output. This error signal may then be fed into the servo- 
amplifier and used to actuate a motor or other power device in sueh a 
sense as to cause the error signal to be reduced by motion of the output. 
The first and second synchros in Fig. 8-1 are typical data inptit and 
output devices, respectively. 

Data input and output devices may be conveniently divided into 
two general types, depending on the manner in which error signals are 
derived. The first type supplies an error signal directly. Tlie synchro 
data system of Fig. 8-1 is such a system, for the signal from the second 
synchro directly represents the error in the position of the output. 
second type yields two separate signals that must be compared (dis- 
criminated) in some way in order to obtain an error signal. 

It is not always necessary that both a data input and a data output 
device be present, since sometimes input or output data may l)e in a 
form suitable for direct use in the control circuits without furtlier changes 
of representation. For example, in supplying an error signal to a scu*vo 
motor positioning a shaft such that its rotation is proportional to a 


^ Sections 12-1 to 12-8, inclusive, are by I. A. Greenwood, Jr., and S. B. ( 'ohen 
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voltage derived from a preceding computer element, this computer 
voltage may be used directly in the same way as a voltage derived from 
an output data device such as a potentiometer, no input data device 
being required. 

In choosing an input or output device, one should apply the list of 
design factors of Chap. 19. Factors that are particularly important 
with regard to input and output devices include resolution, speed of 
rotation, mechanical loading, electrical loading, accuracy, a-c or d-c 
operation, frequency of alternating current, life, interaction of units 
operated in parallel, size, weight, complexity of associated equipment, 
and range of operation. 

When an input or output device with poor resolution, such as a coarse 
potentiometer, is used in a servo following a smooth, small velocity input, 
an interesting type of jerky operation may occur. This is illustrated 
in Fig. 12-1. The lack of smoothness, measured quantitatively by the 
percentage variation in instantaneous velocity, has been shown to be 
inversely proportional to the mean velocity of rotation and the number 
of discrete steps per degree. In- 
creasing the damping ratio re- 
duces the jerkiness somewhat. 

For constant damping ratio and 
constant number of steps per de- 
gree, the speed at which a given 
percentage variation in velocity 
obtains is directly proportional to 
the undamped natural frequency 
of the servomechanism. While 
jerky operation due to this cause is to be guarded against, use of ordinary 
high-resolution potentiometers is usually sufficient to make the effect 
negligible. Errors of approximately the magnitude of the resolution will, 
of course, be introduced in positioning servos when devices such as poten- 
tiometers are used as data input or output devices. 

Sveed of rotation affects life and quality of moving contacts. Mechan- 
ical loading may be an important factor in the choice of a data input 
device. For very lowest loads, instrument Magnesyns, Microsyns, 
Telegons, Microtorque potentiometers, and other similar devices are to 
be recommended. These are discussed below. Accuracy is usually 
expressed as an angular limit error for synchros and other similar cyclic 
devices and as a percentage independent linearity limit error^ for poten- 
tiometers and other similar devices. 

1 The term ''independent linearity error” refers to deviations from the best fit 
straight line for the plot of output voltage or percentage of total resistance vs. shaft 
rotation, both slope and zero being adjusted in the fitting process.. 



Fia. 12-1. — Characteristics of jerky motion 
caused by insufficient resolution. 
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Interaction of 'parallel units^ is of importance, particularly in the case 
of synchros, where conditions may lead to anything from negligible errors 
to prohibitive errors. The principal factors are electrical loading and 
rotor design. This subject will be discussed below in more detail. 

12-2. Synchros and Related Devices. — Synchros are among the most 
common and most important data input and output devices. They may 
be characterized by low mechanical loads, long life, suitability for parallel 
operation if not excessively loaded, moderate to high accuracies ^.5® to 
0.1°), continuous rotation, a-c operation, and in some sizes light weight. 
Their theory of operation has been discussed in Vol. 17 of this series. 
As has been pointed out, synchros provide direct error signal, no com- 
parison of signals being necessary. 

In servo systems, synchros are used as (1) generators, (2) control 
transformers, and (3) differentials. Their use as synchro motors will 
not be treated here. XJsed as control transformers in a servo system, 
synchros are considerably more accurate than as synchro motors. Several 
synchro control transformers may be used in parallel driven by a single 
synchro generator. The errors of such a system are minimized by (1) 
light electrical loads on the control transformer rotors, (2) use of dis- 
tributed-winding type rotors, and (3) operation of all rotors at or near 
null. If the latter condition obtains, larger electrical loads are permissible. 

Navy type synchros^ are designated by a number 1, 3, 6, 6, 7, or 
8 which indicates the size and is roughly equal to the weight in pounds. 
Size 5 is the most common size 60-cycle synchro and is the largest-size 
synchro motor. Errors for this series may run from 1,5° for Size 1 to 
0.5° for Size 5. A particularly accurate, small, and light series of 400- 
cycle synchros for airborne use is sold under the trade name of AY-100 
series Autosyns.^ Such a synchro is shown in Fig. 5- 12. Accuracies of 
these synchros may run from t° to yV®. 

The Magnesyn^ is another type of data input device. In servos it is 
usually used with a synchro control transformer. Because it has no 
brushes or slip rings the Magnesyh is particularly useful for applications 
where the mechanical load introduced by the data device is required to 
be extremely small. Its use is illustrated in Fig. 12-2 and also in Fig 
12-64, Sec. 12-23. 

The Magnesyn consists of a laminated core on which a toroidal coil is 

^ See Vol. 18 of this series. 

^ Army type synchros, although similar in characteristics, were not classified by 
any such simple system. 

3 Manufactured by Eclipse-Pioneer Division of Bendix Aviation Corn., Teterboro. 
N. J. V , ; 

^R. S. Childs, Magnesyn Remote Indication," Trans. AIEE, 63, 679-83, Sep- 
tember 1944. IMagnesyn is a trade name of the Eclipse-Pioneer Division of 
Bendix A-viation Corp. 
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wound. The rotor is a small permanent magnet. The coil is excited 
by 26 volts ol 40()-cycle power. The constants of the S 3 ''stem are so 
chosen tliat tlui core will be completely saturated at each peak of the 
excitation (Uirrent. Owing to the unsyrnmetrical saturation of the core 
when it is inagnetically liiased by the flux of the rotor, alternating 
voltages ol second and liigher even harmonic frequencies are set up at 
the three take-off points ol tlie coil. The relative values of the voltages 
at these points clcrpcnd on the position of the rotor. Leads from the 
three points are connected to the three stator windings of an Autosyn 
a sirecial translormer canceling voltage components at the 
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Fxg. 12-2. — Uho of Maf^nesyn in servo loop. 
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exciting frcciueiicy. The Autosyn is operated as a control synchro in the 
usual maniwu'. The pliase detection of tlie eiTor signal from the Autosyn. 
is, of course, done at the second harmonic frequency. Torque required 
to turn ti IMagncsyn varies widely but is at least an order of magnitude 
smaller than the 0.04 in.-oz of the Autosyn-type synchros. Accuracies 
of approximately ± i-° are obtained. 

A Mugiiesyn has been used to advantage as the data input device 
in a sci’vo follow-up actuated b^'^ the low- -torque output shaft of an air- 
speed meter and lias also l)ccn used frerjiiently in other similar applica- 
tions. A consitleriilile number of Magnes 3 ms were used in conjunction 
with Rendix (lyro Tluxgate compasses as input elements in follow-up 
systems using compass data, an important example being in the north- 
staliliy.af iou of tlie AN/APS-16 radar plan position indicator. ^ 

Anotluw data input or output device of interest is the MicrosynP' A 
Micros.yu is an electromagnetic device which has a specially shaped two- 
pole, soft iron rotor and a four-pole stator. Coils are wound on each 
stator pole. Tlie characteristics of the unit are determined by the type 
of windings find connections used and liy the shape of the rotor. The 
basic*. Micros\’'n ean lie so designed and connected as to provide (1) an 
a-c voltage vapying linearly in amplitude with the product of the exciting 


’ ScHi Vol. 22 for flctn ils of PPT north stabilisation. 

2 TTio M i<!rosyn was (:l(>vcloped at the MIT Instiaimentation Laboratory but is not 
yet availalcle csoininercially. 
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current and the angular rotation of the rotor from a null or initial posi- 
tion, (2) a torque output that is proportional to the square of a d-c 
input current or to the product of the currents in two exciting windings 
but is essentially constant over a reasonably large angle of rotation of 
the rotor, or (3) a torque output that is proportional to angular rotation 
and varies with the square of the exciting current. The connection 
shown in Fig. 12*3 corresponds to Case 1. The output is alternating 

1 current, and its I'elative phase 



Fig, 12*3, — Schematic diagram of Microsyn. 


changes by 180° as the rotor goes 
through the null position. 

As used for a data input or out- 
put device for servo use, the 
Microsyn is not itself positioned 
for minimum voltage, but rather 
the output unit positioned to give 
a voltage of opposite phase and of 
magnitude equal to that of the 
voltage from the input unit. '^Fhe 
algebraic sum of the two voltag’es 
is then near zero and constitutes 


the error voltage input to the servo amplifier. A Microsyn is normally 
used only over a limited angular range. 

Because each Microsyn is separately excited, it is possible by the us© 
of high-impedance comparison devices to position several units so as to 
follow an input unit or to make a series of units position in (i{isc.a<l(>. 
Microsyns require controlled exciting current for some applications; for 
other applications it is sufficient to pass the same exciting current through 
both the input and output units. 

An important advantage of the Microsyn lies in the fact that, like 
the Magnesyn, it requires no slip rings for the rotor and therefore its 
torque load is only that of the shaft bearings, which may be made very 
small. One small Microsyn unit has an outside diameter of alxxut 
2 in. An amplitude vs. shaft rotation plot of the output is linear to 
about ±0.08°, and two units will track together in a null-l){ilancing 
circuit to within ±0.06° for angles up to ±7^°. Null operation witli 
somewhat reduced accuracy is possible out to 12^^° either side of the; 
zero position. Normally the exciting windings are low impedan(;(‘, of 
the order of 10 ohms at 400 cycles, and the output windings liave an 
effective impedance of the order of 2500 ohms. 

The TelegorP is another member of the synchro family. Tly virtue of 
a unique type of construction, it, like the Magnesyn and Microsyn, has 


^ Telegon is a trade name of the Kollsman Instrument Co 
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no moving contact. This results in a minimum of radio and other 
electrical interference, long life, and extremely light torque load. 

A Telegon includes two stator coils, as in an ordinary synchro. The 
rotor consists of a shaft turning in jewel bearings and carrying two 
soft iron vanes. The rotor is magnetically excited by an a-c coil con- 
centric with its shaft. The vanes serve to distort the field produced by 
the rotor excitation coil such that a maximum flux linkage with the 
stator structure occurs in a plane containing the vane axis and the 
shaft. This plane, of course, rotates as the rotor is turned, thereby 
causing induced voltages in the two stator coils to vary nearly as the 
sine and cosine of the rotor angle. Since Telegons are normally used in 
pairs, it is not essential that the 
stator voltages vary exactly sinu- 
soidally with rotor rotation but 
merely that the variation be iden- 
tical for units used together. 

Telegons are available for 400- 
cycle, 110- and 26-volt excitation 
and for 700-cycle, 85-volt excita- 
tion. Their average weight is ap- 
proximately 4 oz. 

The physical arrangement of 
parts is shown in Fig . 1 2 -4 . Wind- 
ing M is the concentric rotor-ex- ^ ^ 

citing coil, while windings F and ^ , . . „ 1 fn...... 

Fi are the stator coils. The axes test/ of Kollsman instrument Co.) 

of the three windings are mutually 

perpendicular. Part K is the rotor with its soft iron vanes, the remainder 
of the flux path being completed by a soft iron shell S, which also serves as 
a magnetic shield. 

12*3. Potentiometers. — ^Although having some disadvantages as 
compared with the devices discussed above, potentiometers as input or 
output devices are often more practical because of their small size, 
small weight, low cost, ready availability, low power requirements, 
possibilities for d-c operation, and adaptability to specific systems. 
Disadvantages of potentiometers as data input and output devices some- 
times encountered are mechanical loading, electrical loading, speed 
limitations, short life, resolution, and insufficient accuracy. This list 
of possible shortcomings of potentiometers should not be interpreted as 
a blanket indictment of all potentiometers, for there are a number that 
do not fall down on any of these counts, and there are many applications 
where some of these characteristics are of no importance. Potentiom- 
eters are treated in detail in Vol. 17 of this series. This discussion will 
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be limited to those characteristics particularly important when poten- 
tiometers are used as data input and output devices. 

A potentiometer is generally lighter and smaller than a 60-cps synchro 
capable of doing the same job but is about equivalent in size and weight 
to a number of 400 cps devices such as Autosyns, Telegons, etc. In 
servo applications, potentiometers are usually, but not ahrays, operated 
as high-resistance (say 20,000 ohms) potential dividers and hence require 
little power for energizing. In comparison, synchros draw considerably 
more total power, although this may be directly from the a-c line and 
therefore not particularly difficult to obtain. 


Potentiometers are suitable for use with both direct and a-f alter- 
nating current. They are particularly flexible, since they can be used 
in a variety of electrical combinations as either variable resistors or 
potential dividers. They are particularly useful as output devices, 
allowing servos to follow input voltages of any desired nature. In 
general, potentiometers require more torque than synchros, 1 to 3 oz-in. 


being typical. Special potentiometers have been built witli very low 
torque however, an example being the Microtorque potentiometer^ having 
a load of only 0.003 oz-in. 

A frequent restriction on the use of a potentiometer may l)e the 
requirement that it feed a low-impedance load. Normally, this intro- 
duces a loading error which may be quite serious. However, if one 
potentiometer is matched against another, the electrical loading of a 
balanced servo input circuit connected between the tw^o arms will not 
cause any inaccuracy in the null point. The speeds at which potentiom- 
eters may be used vary widely; in general the maximum speeds are 
appreciably less than the maximum speeds for s^mchros or condensers. 
The speed problem is discussed in Vol. 17. Intimately related to speed 
is the useful life of a potentiometer. Life is an important consideration in 
the choice of an input or output device. From this standpoint, synchros, 
condensers, and other types of slip ring or no-moving-contact devices 
are preferred to potentiometers, particularly for the higher-speed applica- 
tions. Considerable progress has been made in the design and c'.onstruc- 
tion of potentiometers for long life; if a potentiometer is properly made 
and is not operated at excessive speeds, a useful life of the order of 
millions of cycles is possible. 

The accuracy and resolution of a potentiometer is also a vcvry imptn- 
tant consideration as regards its use as a data input or output devicc. 
Where desired, the resolution and accuracy of a i3otentiomet<!r may l)e 
made very high; for example, in the 10~turn Holipot“ or Mi(0‘opot=* type^ 


^ See Vol. 1.7. Made 1)y (3. M. Giaiioijii 
dena, Calif. 

^ Trade name of the Ilelipot Corporation, 

® Trade name of Thomas B. Gibbs and Co 


and Co., 161 East CVdifornia St., 

1011 Mission St., South l^isadcna, 
., Delevan, Wis. 


Ihisa- 

Galif. 
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of construction, accuracies of 0.02 to 0.10 per cent independent linearity 
limit error and resolutions of one turn of wire equal to 0.01 per cent of full 
scale are available in 20,000-ohm potentiometers. In the IlL-274 and 
RL-270^ single-turn potentiometers, accuracies of approximately ±0.07 
per cent and resolutions of 0.03 per cent of full scale are obtained. 

Accurate, low-resistance potentiometers and variable resistors were 
designed and manufactured in small quantities by the Minneapolis- 
Honeywell Regulator Company. 

12*4. Condensers. — Condensers are usefid for data transmission and 


particularly as data input devices because of their low torque loads and 
the high speeds at which they may be used. Condensers for high-speed 
applications are generally built without moving contacts, and therefore 


only the frictional torque of bear- 
ings need be overcome in rotating 


the shafts. The low torque char- 
acteristics of a condenser data 
input device have been used suc- 
cessfully and to great advantage 
in the MIT differential analyzer.- 
It is extremely important in the 
operation of this machine that the 
data take-off which transmits the 
motion of the output disk of each 
integrator impose a minimum me- 
chanical load on the disk. In this 
application tlie condenser is of the 
rotating dielectric type. A pair 
of condensers whose capacitancies 
ai‘e varied as the sine and c-osine 



Fia. 12-5. — XJho ol’ condenseny mb data input 
and output devices. 


of the input shaft rotation constitutc^s a transmitting or receiving element 


of this data-transinissi(,)n system. 

Figure 12-5 sliows anothei- common ai;)plication of condensers as data- 
transmission elenients, in which a bridge (urcuit is used to ol:)tain an error 
voltage, d'his circuit, ol coiirsci, has the restri(*.ti()n fliat only the lange 
of do,ta covered by tlic limited range ol operation ol the conclensei can 
l)e covered, cyclic opHrration being impracticid. As in most a-c biidgci 
circuits, it is ne<‘essary to take precauitions about ground capacities, etc. 

Another application of a rotating condenser is found in the Tele- 
plotter ec|uix)meMt.'* In this a>pi)lication a beat-1 requcuic.y type ol circuit 


1 Desigiic^d by liiidiiiboii bai)orntory iuul inanufMciurcd liy the ]<’iur(diild Vanuu-a 

and Insirmuerit (’o. ;ui<l t.lin (borp. 

'•! V. Budi and B. Cald\v(dl, “A Now th’pci of 1 )ilT<;r<vnt,i!i.l Analyzor,” Jour. Franklin 

Inst., 240,4, OctolKW 19:15. 

® Brown Instruixicnt Co., 4428 Wayno Avo., J*hilaidclphia 44, Pa. 
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is employed, in which each condenser input and output is part of the 
tuned circuit in a very stable oscillator. When the input and output 
positions are identical, other constants in the circuit are so adjusted 
that identical frequencies in each oscillator circuit are produced. A 
selective filter produces an error voltage proportional to the beat fre- 
quency that is present if the condensers are not in corresponding positions, 
and this error voltage is used in the usual manner to position one of the 
condensers so as to reduce the error signal. This method is advantageous 
for radio or wire transmission of data to remote points, the frequency of 
the input condenser oscillator being the data representation in this 
case. 

The accuracy of phase-shifting condensers is an important consid- 
eration in their choices as data input and output devices. The best 
condensers available to date have peak errors of approximately 1° and 
are available^ in three- and four-plate styles for use with three- and 
two-phase oscillators, respectively. For further details see Vol. 17, 
Chap. 9. 

12*6. Miscellaneous Data Input Devices. — There are an endless 
variety of input devices that may be used to transform physical measure- 
ments into electrical or mechanical forms suitable for use in instru- 
ment servos. Detailed discussions of this subject may be found in the 
literature of process control.^ 

12*6. Time -derivative Data Input and Output Devices. — The use of 

time-derivative reference devices in velocity servos is discussed in detail 
in Chaps. 4 and 14. In choosing an output device for a velocity servo 
the usual list of design considerations of Chap. 19 should be kept in 
mind. However, the following characteristics are of particular impor- 
tance: weight, accuracy, life, voltage, scale factor, a-c vs. d-c operation, 
variable vs. constant frequency if alternating current, and means for 
controlling the voltage scale factor. For d-c circuits several d-c gen- 
erator type tachometers are available or in development.^ Condenser 
tachometers have also proved themselves valuable for some applications. 
A condenser tachometer has the advantage that its output may be the 
product of an input d-c voltage and the speed of rotation of its shaft. 
Alternating current tachometers are generally desired with constant 
frequencies. These may be obtained by exciting one winding of a two- 
phase induction motor type device with a constant-frequency alter- 
nating current, obtaining a voltage proportional to speed of rotation 

^ P. J. Nilsen Co., Chicago, 111. 

2 See, for example, E. S. Smith, Automatic Control Engineering, McGraw-Hill, 
New York, 1944; Eckman, Principles of Industrial Process Control, Wiley, New York, 
1945; and R. R. Batcher and W. Moulic, Electronic Control Handbook, Caldwell 
Clements, 1947. 

® See Vol. 17 of this series. 
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from, the other winding. The Kollsman^ and Arma^ drag-cup generators 
are examples of the better devices available for this use. 

Alternating current tachometers generating variable-frequency alter- 
nating current may also be used, generally in conjunction with an input 
device or signal characterized by a frequency that is to be matched. 
This scheme is particularly useful where it is desired to maintain accu- 
rately a fixed speed of rotation. An example of such a circuit is a Bell 
Telephone Laboratory crystal-controlled motor. Variable frequency a-c 
tachometers might also be used in conjunction with frequency-measuring 
circuits, but this is seldom done. In some applications it is necessary 
to have the velocity servo operate for only a short period of time; in such 
cases it may be advantageous to use a potentiometer with direct current 
across it as the output device, differentiating the output voltage from the 
arm of the potentiometer by means of a network to obtain a voltage 
proportional to velocity.’^ 

Time reference devices may be used in positioning servos as sta- 
bilizing devices, since a voltage proportional to speed added to the normal 
error signal in a linear system is equivalent to viscous damping applied 
to the motor. This stabilizing technique is widely used, both with d-c 
and a-c velocity references in d-c and a-c servos, respectively. For this 
application the accuracy of the velocity reference device is relatively 
unimportant. When d-c velocity feedback is used for stabilizing pur- 
poses, a large condenser is often inserted in series Avith this feedback 
to avoid the increase in velocity error due to the viscous damping effect 
while still retaining the stabilizing action at the higher frequencies where 
such ac.tion is needed. The stabilization of servos by means of velocity 
feedback is discussed in Chap. 11. 

Occasionally a voltage proportional to the second derivative with 
respect to time of the output or input is desired. Possible but not 
common applications might be for extra stabilization of velocity servos 
or in servos where output data proportional to the second derivative or 
integral with respect to time of input data is desired. One method of 
obtaining such voltages is to differentiate the voltage obtained by use of a 
velocity device; however, this is usually not very satisfactory because 
of its tendency to exaggerate commutation noise. The subject of higher 
time derivative elements is discussed in Chap. 4. Mechanical devices 
taking advantage of the relation F = ma are sometimes used as accelera- 
tion-measuring devices . ^ 

1 M()d(‘ls 1)1 5-11-04 602 and 868-04302, Kollsrnan Instrument Division of Square D 
Co., 80-08 d.lth Ave., Elmhurst, N.Y. 

Anna Corp. , 254 36th St., Brooklyn, N.Y. 

See Chap. 4. 

^ See, for example, C. S. Draper and W. Wrigley, “An Instrument for Measuring 
Low Frequency Acceleration in Flight,” J. Aero Sci., 7, 388—401, July 1940. 
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12’7. Nonlinear Positioning. — It is often desired that the output 
motion of a servo system be some nonlinear function of the input data; 
this situation is frequently encountered in comi^uters. In a serA-^o loop 
the nonlinearity may be introduced in either the input or the output 
device. The input or output dcAuce may be nonlinear or may be non- 
linearly connected to the input or output data. An example of the 
former method might be a nonlinear potentiometer; an example of the 
latter method might be a linear potentiometer connected to the output 
shaft by means of nonlinear gears. The techniques for producing such 
nonlinear transformations of data have been discussed elsewhere;^ how- 
ever, a few general considerations that affect over-all seiwo loop per- 
formance are of interest here. 

If the nonlinearity is introduced in the input device or in the con- 
nection between the input data and the input device, then the servo 
system is not subject to change of gain and nonlinearity in the servo 
loop. If, however, the nonlinearity is introduced in the output device 
or in the connection between the output data and the output device, 
then this nonlinearity becomes a part of the servo loop and affects its 
analysis from the standpoint of change of gain, nonlinearity of loop, 
or both. 2 Thus, one important conclusion may be immediately drawn: 
If a choice is possible, the nonlinearity should he introduced at the input 
element or between the output data device and the load; i.e., outside the feed- 
back loop. 

In Tig. 12*6a a linear potentiometer is used as an input device and a 
resolver as an output device, yielding a servo loop in which the sine of 
the output is proportional to the input. In Fig. 12-66 the functions of 
the input and output devices are reversed, resulting in a system Avhose 
output is proportional to the sine of the input. In the first system, the 
loop gain varies; in the second system, the loop gain is constant. 

12-8. Single-speed vs. Multispeed Data Transmission.'*’ — In systems 
where the accuracy of data transmission required is greater than can 
be conveniently obtained Avith synchros operating as shown in Fig. 8-1, 
it is common practice to use a second synchro channel operating at a 
higher speed relative to the first channel, such as 36 sj)ced. The error 
signals are then taken from the high-speed synchro channel. This 
method has two advantages: It reduces the effect of synchro inaccuracy 
the speed of rotation is multiplied and results in an increase 
of servo gain proportional to the multiplication of speed. (3f course, 
means must be provided for controlling from the output of the 1-speed 

^ See Chap. 5. 

2 C7. Sec. 11-11 for a discussion of the effects of nonlinearity of different types on 
servo performance and analysis. 

=> C/. Sec. 2-11, 
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synchro channel until the right revolution of the higher-speed synchro 
lias been reached, i.e., the systems must be synchronized. In some 
systems, such as the British remote-reading aircraft compass, the func- 
tion of the 1-speed element is fulfilled by other means. In the case of 
the remote-reading compass this is by voice communication over an 
interphone system. The major disadvantage of the multispeed data- 
transmission system is, of course, the additional complexity and equip- 
ment involved. 




Fio. 12-G. — Examples of variable-Kain type nonlinear servo loops. 

The choice of the exact speed of the high-speed element depends, 
among other things, on the relation between the accuracy of the high- 
speed element and the ovei'-all accuracy required, and on the relation 
between the velocity of the 1-speed element and the maximum speed 
allowable for the high-speed element. As an example of this limitation, 
synchros are usually rated at 1000 rpm, except for Sizes 1 and 5F, which 
are limited to 400 i-pm. 

By way of illustration, consider a system using synchros with accu- 
racies of If 111 addition to a 1-speed synchro channel, another 

synciliro channel were added at 36-speed, the error of following (measured 
at the 1-speed shaft) due to the synchro errors would be reduced to 
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only 0.014°, and the gain of the servo system would be increased by a 
factor of 36. Figure 12*7 is a block diagram of such a 1- and 36-speed 
servo system. Block A in this figure conta ns the data input devices, in 
this case 1- and 36-speed synchros. These drive 1- and 36-speed synchro 
control transformers in block B. The control transformers are lined up 
so that the electrical zero position of the 1-speed device coincides with 
an electrical zero position of the 36-speed device. As indicated, the 
rotor outputs are fed to a single-pole double-throw relay. The normally 
open position of the relay connects the 36-speed information to the 


A B 



servoamplifier. The 1-speed error voltage is fed to an amplifier that 
closes the relay only if the error voltage from the 1-speed control trans- 
former corresponds to more than a 5° angular position error. If more 
than a 5° error is present, the servoamplifier is operated from the 1 -speed 
error voltage. As soon as the servomotor has decreased the error of 
following to less than 5°, the relay will open and the 36-speed synchro 
control transformer will again take control of the servoamplifier. Thus, 
the servo will always operate in the correct sector with no ambiguity. 
In Fig. 12-8 is shown an amplifier circuit suitable for this type of servo 
operation. As the 1-speed error voltage increases, a value of grid 
voltage of the first tube is reached at which the plate current closes the 
relay, connecting the 1-speed error voltage to the input of the servo- 
amplifier. A number of alternate schemes for this type of operation of 
multispeed systems have been developed. Some of the simpler circuits 
use series or parallel addition of the two synchro rotor voltages with, 
contact rectifiers, diodes, or neon lamps to limit the voltage from the 
high-speed data synchro to a value which insures that the 1 -speed 
synchro will assume control for large errors. 
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l^io. 12-8. — Amplifier and relay for synchronizing multispeed servo system. 

AMPLIFIERS, MODULATORS, AND PHASE DETECTORS^ 


12*9. General Considerations. — The circuits considered here are those 
which change the voltage that represents the error signal from alter- 
nating to direct voltage, or vice versa, or change the voltage scale factor 
of the error signal. Together with networks and devices for servo 
stabilization they constitute the remainder of the servo system after the 
motor, power-control element, and data devices have been selected. The 
design of the amplifier is related to that of the stabilization networks to 
such an extent that the amplifier cannot usually be designed entirely 
independently. One important reason for this interdependence is that 
gain must usually be sacrificed in stabilization networks; this necessitates 
higher amplifier gain. Also, the amplifier is often the most logical loca- 
tion for certain stabilization networks. 

Loop Gain . — The over-all accuracy requirements determine the loop 
gain that the servo must have, and these, together with the properties 
of the control element, data input device, and stabilization networks, 
doteimiine the gain necessary in the amplifier and associated circuits. 

Once a particular value has been assigned to the error that may 
result from finite loop gain, the necessary gain can be calculated. The 
usual recpiiremerit is that the gain be sufficient to prevent any error 
larger than the tolerable amount from remaining uncorrected under the 
given input conditions. If it is necessary to use a d-c error signal, the 
most critical loop gain factor is usually the drift in level of the first d-c 

1 Sections 12-9 to 12-12 inclusive, are by D. MacRae, Jr. 
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tube. Error specifications usually require that the drift in the amplifier 
over any period of time during which it is expected to operate witliont, 
recalibration must correspond to less than the maximum sj^ecifitid error. 
Thus, various characteristics of the elements chosen for tlie servo did, er- 
mine the minimum loop gain that can be used, and this dcterniiiuis the 
minirmiTYi gain that the amplifier and the detector, modulatoi-, and sta- 
bilization networks (if any) together must have. 

Frequency Response . — The frequency response of the amplifier and 
phase detector contributes to the over-all frequency response of the 
loop and influences the stability and transient response of the sim’vo. 
The most important frequency-response characteristic wlKai a pliasc^ 
detector is used is that due to the filtering or ‘‘smoothing’’ ncdAVork 
which follows the phase detector. Choice of phase detector filter cliar- 
acteristics is a compromise between desired attenuation of riiiple fre- 
quencies and undesired attenuation in the (lower) f:reqnen<\y ri'jgion that, 
controls the servo stability. The amount of smoothing or filtin’ing 
necessary is often determined by a vacuum-tube stage to wlriifli tlie 
filtered output is fed; the alternating component should not. driv(‘ tli<' 
tube out of its linear region. This may necessitate a smoothing 
constant greater than the period of the carrier. If a low ca.i'rim* fre- 
quency is used — 60 cycles, for example — considerable care in dc’sign u,nd 
networks more complicated than single RC low-pass filttu-s may her 
necessary. 

Instead of cascading frequency-response corrective mfl. works and 
amplifiers, one may often combine the networks and a.mi)lifi(‘rs. Soim*- 
times a desired frequency characteristic may be obtained liy us<^ of a 
feedback amplifier with networks in the feedback circuit. Wu<':Ij a. eii'cuit 
can usually use smaller ph^^-sical components than the cascaded ludavork 
and amplifier that it replaces. The amplifier may also be used as a 
noise filter to reduce the effect of the noise and high-fr('<|uc‘U(*y com- 
ponents in the error signal. The theory of corrective tiud smoolhing 
netAvorks has been discussed in Chaps. 9 to 11. 

Factors Determining Type of Circuit Used . — The choice of modulator or 
phase detector circuits to be used depends largely on tlie form in which 
the error signal comes from the data input device and on tlu' tyqx* of 
input required by the control element. The general circuit tiyjx'S may 
be classified as shown in Table 12-1. 

In cases Avhere there is a choice between d-c and a-c amjilification. 
it is usually desirable to use a-c amplifiers because of tlu' additional 
design freedom resulting from the use of condensers and th(‘ conscHpumt 
ease of setting d-c levels. It is partly for this reason tliat a,-(* ralhm* 
than d-c amplifiers are used in Cases 2 and 3 of Table 12-1 . In ( ‘ns(‘ 3. 
however, a much more important reason for amplifying tlie alternating 
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voltage before rectifying is the reduction of the effect of d-c drifts. If 
the phase detector introduces a given d-c drift, this corresponds to a 
much smaller error if a-c amplification precedes the detector. If the 
amplifier has gain G, the effect of d-c drift in the phase detector will be 
less by a factor 1/(7 in the case when a-c amplification is used. 


Tab^e 12-1. — General Circuit Types 


Case No. 

Input 

Output 

Circuit types 

1 

A-c 

A-C 

A-c amplifier 

2 

D-c 

A-c 

Modulator and a-c amplifier 

3 

A-c 

D-c 

A-c amplifier and phase detector 

4 

D-c 

D-c 

D-c amplifier; or modulator, a-c amplifier, and phase 
detector 


In the choice between d-c amplifiers and modulation-demodulation 
systems (Case 4), the latter are preferable, both because of lower drifts 
and because the difficulties of maintaining levels in a high-gain d-c 
amplifier are eliminated by the use of a-c amplification. The advantage 
of d-c amplifiers is economy of parts. 

A further consideration in the design of these circuits is the effect 
of noise or signals other than the desired error signal. This may influ- 
ence the choice of data input devices in so far as they determine the 
signal-to-noise ratio when the servo is near equilibrium. If large unde- 
sired signals containing harmonics of the error signal frequency are 
introduced into a phase detector, erroneous output voltages usually 
result. 

12'10. Ampliflers. — A detailed treatment of d-c amplifiers is given in 
Vol. 18. The design of a-c amplifiers for servos may be done according 
to well-known methods of audio-amplifier design.^ Methods of gain 
control in amplifiers are of special interest to the servo designer. In some 
cases, such as a i-csolver servo, the loop gain varies with the input data 
to the device using the servo; with tlie aid of some signal also dependent 
on the input data, automatic gain control may be achieved. An impor- 
tant use of gain controls in. servos produc^ed in quantity is to allow near 
optimum gain adjustment even with large component tolerances or to 
compensate for varying conditions under which the servos may be used. 
If tube changes or tube aging produce so large a change in gain that it 


See for example: F. E. Ikinnan, Radio E-riginoers^ Handbook, 1st ed., McGraw- 
Hill, New York, 1943; Radio Engineering, 2d ed., McGraw-Hill, New York, 1937; 
H. J. Reich, Theory and Applicalion of Electron Tubes, 1st ed., McGraw-Hill, New 
York, 1939; W. L. Evcritt, Communiaaiion Engineering, 2d od., McGraw-Hill, New 
York; and F. L. Smith, The Itadiotron Designer’s Handbook, 3d ed.. Amalgamated 
Wireless Valve Company, Sydney (RCA Mfg. Co.), 1941. 
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cannot be provided for in the design, an adjustment is usually incor- 
porated so that from time to time the gain may be adjusted for optimum 
performance. It is sometimes convenient to use a standard servo design 
with a variety of loads; in this case a gain control may make reasonably 
satisfactory but not optimum performance possible for a wide range of 
loads. Gain controls in experimental models are, of course, essential if 
servos are designed by experimentation, an occasionally justifiable 
practice. 

The usual method of gain control uses a potentiometer to attenuate 
the signals fed to the grid circuit of one stage of an amplifier. Automatic 
gain control may be achieved through the use of variable-gain tubes, the 
gain being electronically controlled by the grid bias voltage. Sometimes 
controlled limiting is used as a form of gain control; here also the control 
may be electronic and automatic. The over-all gain of a servo may be 
varied by operating on the motor or power control element. While the 
principal gain control methods have been listed, others will suggest them- 
selves in special applications. 

A balance control” is often inserted in the servo loop to ensure that 
for zero error signal the output signal to the motor is zero. A common 
method is to insert a potentiometer between the cathodes of a differential 
amplifier or phase detector, the cathode resistor being connected to the 
movable contact of the potentiometer. An adjustment may then be 
made in the servo loop. Where feasible, it is preferable to omit the 
balance control, using instead a loop gain high enough so that the expected 
unbalance requires a compensating error of a magnitude that is small 
compared with the allowable error. 

12*11. Modulators. The Use of Modulators in Servos. — A modulat- 
ing device used in a servo must provide an alternating output voltage that 
indicates the sense as well as the magnitude of the input signals; if the 
polarity of the input changes, corresponding to a change in the sign of the 
error, this must be indicated in the output. The most common method of 
indicating change in input polarity is an inversion of the output wave- 
form. This symmetry condition somewhat restricts the class of modu- 
lator to be considered in connection with servos.^ The conditions will 
also be imposed that output amplitude be roughly proportional to input 
amplitude, at least in the vicinity of zero error signal, and that for zero 
d-c input, there be zero a-c output. While the input signal to a modu- 
lator device may be a single-ended d-c error signal, it is more commonly 
two d-c signals whose difference represents the error signal. The clai 
of circuits most frequently used as modulators uses elements that act as 
switches: diodes, crystal rectifiers, triodes used as clamp tubes, mechanical 

1 For a more general discussion of modulator circuits, see Vol. 19 of this series, and 
Secs. 3-10 and 15-4 of this volume. 
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contactors, etc. The general property of such circuits is that during 
one portion of the cycle of the carrier certain switches are closed and 
others are open whereas during the remainder of the cycle the switch 
positions are reversed. In the circuits using two- terminal devices (e.g., 
diodes, crystal rectifiers) as switches, both the modulating signal and the 
carrier in general influence the time at which the switches may be con- 
sidered to open and close ; but if the carrier amplitude is large, as is usually 
the case, the opening and closing times may be considered functions of the 
carrier waveform alone. 

Analysis of Switch-type Modulator and Phase Detector . — It may be 
shown easily that any modulator of this type may also be used as a phase 
detector. Suppose the circuit consists of double-throw switches that 
have one position during one part of the carrier cycle (the part having 
duration tf) and another position during the remainder (of duration tf} 
of the cycle. Assume further that the switches are ideal” and that 
during either interval h or h the circuit may be considered a linear resis- 
tive network. A modulator of this type can then be described as a device 
that produces an output ca which varies as a function of the input ex in 
the following manner: 

e% — AiCi during the interval h, 

62 = A 261 during the interval t^. 


If 01 is a slowly varying voltage over the interval h -b U, the device then 
acts as a modulator; the output will be an alternating voltage of rectangu- 
lar waveform whose peak-to-peak amplitude is Aiex — Azcx- The output 
therefore has the desired property of inverting when ei changes polarity. 
A device described by these equations can also be used as a phase detector 
if the input is a periodic waveform of period ti 4- t2- If the waveform 
Cl varies in amplitude but maintains its shape, it can be described by the 


expression 


= C/(0, 


( 1 ) 


and C is a real quantity that varies slowly over the interval ti -b ^2 and 
can be positive or negative. If the average values of f(t) during the 
intervals and t2 are fx and ^2 respectively, then the average output 


voltage of the circuit is 
over the interval h, and 


02 = AiCfi 


02 


== A2C/2 


( 2 ) 

(3) 


over the interval /,2- 
entire cycle will be 


Consequently the average output voltage over the 


02 


c 


Aifiti H" A 


t\ -b /2 


2/2/2 


(4) 
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and the average output will vary with C if the quantity in brackets does 

not vanish. _ 

Practical Circuits . — An excellent example of this type of circuit is the 

mechanical switch, ^ wliii^h may be 
used either as a moduhd.or or as 
a phase-sensitive demodulator. If 
the switch siiort-circuits the signal 
to ground during the interval to a 
good approximation, one may write 
for conventional modulators 



(a) 

Half wave 
switch - 
shunt 
connection 


w 

Half wave 
switch - 
series 
connection 


tx 
A I 

A, 


A, 

1, 

0 . 


(•'5) 


Fig. 12-9. 


-Typical switch 
circuits. 


(c) 

Full wave 
switch - 
single ended 
to differential 
output 


(d) 

Full wave 
switch ‘ 
differential 
to single 
ended output 

modulator 


The output waveform is a re(‘tangu- 
lar wave witli peak-to-pinik ampli- 
tude eipial to the input cy. If the 
same circuit is used as a, demodu- 
lator, 

== C'/u ((>) 

The avcra,ging process to separate 
62 from liigher-fretiut'ucy com|)on- 
ents may be done with a. simple /fC 
low-pass (liter or ot/lun’ typtt filter. 

Tour typii cal ci rca i i ts ii s i n g 
switches for rnoduhition arc' shown 
in Tig. 12-9. dlie oiitiiut wave:- 
formsof the slmiit a.nd series c.inaiils 
(a) and ( 6 ) are equivalent; as the waveform photograiih ( Tig. 1 2 * 10 ) sliows, 
the output is at ground potential on alternate hall cy(d(>s ol tlu^ earner. 
If the output impedance of the 

source is high, circuit (a) is prefer- / 

able; if it is low, circuit (b) can be " / ^ 

used. C rcuit type (c) produces a 
push-pull modulated output. Cir- 
cuit (d) converts a push-pull or dif- 
ferential signal to a single-ended 
output; it is particularly useful, 
since the comparison of two d-c 
voltages is usually necessary and most of the a-c arnpliliers use<l foi* tin 
modulated carrier are single-ended. 


k «•*» «wt 






/ 


\ 


Fia. 12-10. Waveform of .swit<'h motiu- 

lutors of lli-e a and h. 


^ See Chap. 16 for more details on switch modula,tors. 
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Several other modulator circuits of the switch type are shown in 
Fig. 12' 11. In the first three, diodes or other two-terminal unilateral 



(a) Two-diode modulator (5) Four-diode modulator (diamond) 



(c) Bridge-type modulator (d) Double-triode clamp as modulator 

Fto. 12-11. — Switcih-typc modulators that may also be used as phase' detectors. 


impedances (copper oxide, selenium, or germanium rectifiers, for example) 
may be used. In the fourth the two triodes together constitute the elec- 
tronic ecpiivalcnt of a switch.^ 

1 Other switch-typo modulator circuits are shown in F. E. Terman, Radio Engineers’ 
Ha 7 idhook, Mcdraw-llill, Now York, 1943, p. 553. See also Vol. 19 of this series. 
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The two-diode modulator of Fig. 12- 11a effectively clamps the output 
to ground every other half cycle. When the voltage at the upper end 
of the transformer is positive, both diodes conduct, the curient through 
them being limited by the resistances Rx. If <3C K, the output c., will 
be nearly zero during this interval. When the carrier has the opposite 
polarity, the diodes are effectively open circuits and = ci. The prin- 
cipal errors in the operation of this circuit result from the fact tluit the 
diode characteristics are not ideal and identical. Ihe departure of 
diodes from the ideal characteristic is treated in detail in Vol. 19. Asym- 
metry may cause sharp positive or negative spikes” to appear in tlu^ 
output waveform and obscure the null that should be produced when tlu'. 
d-c input is zero. The reduction of heater voltage produces improve- 
ment in some cases at the expense of shortened tube life. Ihe four-diode* 
modulator ('‘diamond”) shown in Fig. 12-116 shows less dependence on 

diode characteristics. During the 
half cycle when the upper end of the 
transformer secondary is i^jositive, di- 
odes Vx and Fa conduct while Fa and 
F4 are cut off, and ca ci On the op- 

posite half cycle, Vi and Fa are cut ofT 
and Fg and F4 coniKW-t the output to 
ground through resistors Rx. Tins 
has the advantage that the null point 
of the modulator is determined by the 
diode Fs and F4 at only one part of their characteristics; in Oircuit 
(a) symmetry was required over a considerable range Of the conducting 
regions. 

The circuit of Fig. 12- 11c is the same as Circuit (a) of Fig. 12*9, 
except that a four-diode bridge is used in place of the mechanical switeli. 

Most of the modulator circuits of Fig. 12-11 may also be us(h1 when 
the difference of two d-c voltages is the modulating signal. In this carsc*! 
one of the inputs is at the same input terminal as in Fig. 12-11, and the 
other is at the ground terminal. Circuit (a), for example, might assume 
the form shown in Fig. 12-12. The additional input has now betm adde<l 
effectively at the center tap of the transformer. In case thci transformer 
winding is not center-tapped with sufficient symmetry, or if a trans- 
former has no center tap, a potentiometer in parallel with the transformer 
secondary may be used as shown to produce the same eCfec-t. When tlic^ 
transformer secondary is floating as in this case, it is desiral)le to use 5 a 
well-shielded transformer, for commercial transformers fi-(Kiuently have* 
high capacitive coupling between windings. As a result of this coupling, 
an undesired alternating voltage of the carrier frequentiy may be supc*r- 
imposed on the d-c input. This effect is particularly notit*, eal)le sit 400 



Fig. 12-12. — Modxilator comparing two 
d-c voltages. 
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cycles and higher carrier frequencies; if generators are used, their high 
harmonic content accentuates the effect. In order to minimize this 
effect, the designer should keep input impedances to ground low or 
introduce s.n RC low-pass filter in 
one or both d-c inputs. 

Modulators of other varieties 
than the switch type may also be 
used. Those employing special 
characteristics such as double 
input vacuum tubes and those 
employing signal-controlled am- 
plitude selection^ do not in their 
simplest forms provide zero a-c 
output for zero input. This can 
be remedied, however, by the con- 
struction of a balanced circuit in 
which one output is subtracted 
from another produced by a similar element with the signal or carrier 
inverted. One example of such a circuit is shown in Fig. 12T3. 

12*12- Phase Detectors. — To convert a modulated alternating 
voltage, measuring an error signal, to a direct voltage requires a demodu- 
lator that responds to the sense of the modulated wave.^ Such circuits 
are commonly called “phase detectors,’’ although in servo applications 
it usually is the variation of amplitude from positive to negative values 
rather than the variation of relative phase angle that is of importance. 
Most of the circuits shown will detect either phase or amplitude variations, 
however. Phase detectors for servos must have relatively stable zero 
points and must remain “saturated” for very large input signals corre- 
sponding to large servo errors. The circuits mentioned above, using 
switches that operate at times determined by the carrier or reference 
signal and providing no amplification in themselves, belong to the impor- 
tant and useful controlled-s witch phase detector class. Other types of 
phase detectors of importance are those in which switching does not occur 
at fixed times and those which amplify as well as provide switching. 

A phase detector in which switching does not occur at fixed times is 
shown in Fig. 12-14. It operates on the principle of adding the error 
signal to and subtracting it from the reference voltage. The two result- 
ing alternating voltages are rectified; the two d-c voltage outputs are 
equal only when the component of error signal in phase with the reference 
voltage is zero. A similar circuit is used in some f-m discriminators. 

A number of phase detector circuits that use triodes and provide 

1 These modulator circuits are treated extensively in Vol. 19. 

2 See Vol. 19. 
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amplificatioii are shown in Fig. 12-15. In each ol these circuits, two 
triodes are balanced against each other to give symmetrical opei-ation. 
It is necessary to use either a push-pull sig'nal or a push-pull relereu(*e 
voltage (carrier), for if the signal is zero, the average currents through tlie 


triodes are the same, and cancel by subtraction; but as the error signal 
varies, the subtracted currents will then vary in opposite directions. In 
symmetrical circuits of this kind, differences in tul:)e cliai-a(*.teristiics lUiiy 
lead to asymmetry in the output at zero signal. This effect is less im})or- 
tant in phase detectors than in modulators, however, for phases detet-itors 



Fig. 12-14. — Phase detector using addition of voltaficoH. 


are usually operated at voltage levels that are high relative to the voltage 
asymmetry which may result from tube dilferences. 

Circuit (a) uses a push-pull signal at the grids of tw'o triodtvs and 
provides the two plate voltages by means of floating transformer wind- 
ings. Circuit (b) is similar but provides the plate voltagc^s by (^hanging 
the voltages of the grids and cathodes relative to the pla,tt‘s. In ( 'irc.uit 
(6) an undesired signal may result from capacitive (joiipling betwc‘(‘U the 
secondary of the transformer and ground. 

Circuit (c) resembles Circuit (5) with the exception l.lmt tlie outi)ut 
current is used directly to control relays or a motor. If t,he windings in 
which the current is used may float with respect to ground, th(‘ i-(‘f('rencc% 
voltage may be applied as shown without a transformer. Fither {a) or 
(c) may be used with push-pull plate voltages and a singl<^-('nd(‘(l signal 
which is fed to both grids; in this case a transformer is necessary to supidy 
the plate voltage. 

In Circuit (d) the switching action, or time selection, is made more 
definite by the use of a rectangular reference voltage. When the refeu- 
ence waveform is positive, the cathodes of the differentitil amiflifim* are 
raised and the tubes are cut off; during the negative part of tlu' ixf’ercuice 
waveform, the diode does not conduct and the differential amj)li(ier fiinc- 
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tions as an amplitude discriminating circuit. The common cathode 
resistor effectively provides nearly push-pull grid-cathode voltages. 
This phase detector is used in the a-c integrating servo described in Sec. 
4-10. 

Circuit (e) uses a series tube, which is effectively a switch, in series 
with a differential amplifier. When the reference waveform is positive, 
the differential amplifier functions normally; when it is negative the switch 
tube and consequently the amplifier tubes are cut off. 

Circuit (/) is similar to (d), since it is a differential amplifier whic-li 
operates normally during part of the carrier cycle. In this case an 
approximation to a rectangular reference waveform may be generated 
from a sine wave by means of the resistance-capacitance-diode c.ireiiit. 

Circuit {g) is similar to a cathode follower with alternate paths for 
the cathode current; it provides a differential current with low output 
impedance. This circuit has the advantage of maintaining its zero fairly 
well with respect to component variation. 

In the circuits using sinusoidal reference voltages and error signals, 
difficulties may arise from phase shifts of the error signal. A phase shift 
may cause a slight overlap between the reference voltage and the error 
signal in the '‘off” tube. During the interval when tlie error signal and 
reference voltage coincide, a pulse of current will flow in this tul)e; and if 
the error signal is large, the tube may be turned "full on” (driven to zero 
grid bias). If a smoothing filter is used which gives peak detection, tlui 
output of the "off” tube may be nearly the same as that of the "on” 
tube. This can result in sluggish servo action at large va-lucis of {'rror. 

The amount of filtering necessary in the output circuit of a i>hase 
detector depends largely on the nature of the circuit to wliic-li tlie output 
voltage is fed. 

MOTORS AND OTHER POWER DEVICES 

12*13. Motors.^* — The design factors listed in (Tiap. Iff ai>ply to the 
choice and design of motors. In connection with this list, attcuition is 
called to the following factors: type of power available, cominul.jitor or 
slip ring electrical noise, brush wear, output power, speed rang(‘, torcpie, 
inertia, and smoothness. 

It must be emphasized that most simple servo design problems t‘.an 
be solved with any one of a number of motors. Usually tlie choic.<‘. of one 
motor in preference to others is intimately related to the (dioicu^ of the. 
rest of the circuit, and particularly the power-control port, ion of the 
circuit. 

Commutator electrical noise is frequently a serious sourc*,e of intc'r- 
ference with other equipments. A-c devices using slip rings or dtiviees 

^ Section 12-13 is by I. A. Greenwood, Jr. 
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using no rotating contacts at all are considerably superior to d-c motors 
on this count. Commutator noise can nearly always be eliminated — ^it is 
merely a painstaking job to do this. Usually electrical noise gets out of 
the motor by radiation and by conduction on the power leads; both 
shielding and filters may be required to eliminate such motor noise 
effectively. 

The type of power available will affect the selection of a motor. It 
is necessary to know whether the power source is alternating or direct 
current and to know the voltage, the frequency, the load that may be 
drawn, and sometimes the waveform. 

D-c motors should be considered from the standpoint of brush wear, 
particularly in the case of aircraft equipment which must operate at high 
altitudes. Care should be taken to see that brush life is adequate for 
the applications and that carbon dust from the brushes does not provide 
undesirable leakage paths. Frequently a-c motors are chosen in prefer- 
ence to d-c motors just because maintenance is easier. 

Power and torque-to-inertia ratio or torque-to-square-root-of -inertia 
are very important characteristics of motors with regard to their use in 
servos. Power determines the load that can be put on a servo, while 
the torque-to-inertia or torque-to-square-root-of-inertia ratio affects the 
upper limit of the speed of response (acceleration) of a servo containing 
the motor, along with power and smoothness. It was shown in Sec. 
11T2 that where gear ratios can be changed, maximum acceleration at 
the load is produced by the motor having the highest torque-to-square- 
root-of-inertia ratio; where gear ratios are predetermined and large, the 
maximum acceleration is produced by a motor having largest torque-to- 
inertia ratio. For fastest response, specially designed squirrel-cage induc- 
tion motors, drag-cup induction motors, or magnetic-clutch devices should 
be considered. The smoothness of a motor greatly affects its \ise in a 
servomechanism, since it is a factor in determining how small a gear 
reduction can be used. Smoothness is improved by armature skewing, 
thus reducing slot lock; many armature poles and commutator bars; 
reduction of friction ; and reduction of backlash. 

It is a fundamental feature of feedback technique that over-all char- 
acteristics of a circuit with feedback are less dependent on the charac- 
teristics of the ju portion of the loop and more dependent on the j8 portion 
of the loop. In a servo system, the j(3 portion, consisting usually of data 
input and output devices and associated circuits, may be made very 
accurate, linear, and stable compared with the elements of the n portion 
of the loop. Because high-gain feedback loops are involved in most 
servos, and because the motor is part of the ju portion of the feedback 
loop, motor and motor-control characteristics are not very critical. 
There is another factor in the operation of many servos that tends to 
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make the motor characteristics less critical. In tlicse sci \ <)S (oiitii ol ot 
power to the motor is accomplished by controlling tlio Iraction ot the 
time that full power is applied to the motor rather than con tii oiling the 
amount of power applied steadily to the motoi*. ibis means thtit <.i& com- 
pared with nonservo operation of motors at low speeds the ctiectiS of 
irregular friction, slot-lock, etc., cause less variation in opeiation, sin< e 
they are acting against full motor torque, iliis typo of power control is 
available in circuits such as relay control, thyratron control, and other 
types. In circuits where genuine continuous control is used, the slighti 
changes in motion caused by the load and friction irregularii/ies list ed also 
cause short pulses of power to be applied to the motor, t.here:l)y lujikiii^ 
full torques available at low speed. By way of comparison, w'lien the 
ordinary motor is run at low speed without being part ol. a closed-cytdti 
control system, a slight increase in torque load may stall the mol-or, 
while a slight decrease in torque load will cause it to speed tq) with the 
result that operation at low speeds may be very unstable and jerky and 
completely impossible at the very low speeds at whicli servos may bc^ 
smoothly operated. This technique of applying short pulsc-ts of pow ei* 
a motor has a disadvantage that must be considered: Tlici a-c- compoiumt 
of the resulting drive waveform produces heat but no avMn’agc'i torcpie in 


those motors where the alternating current does not also act on t ins (iehL 
Dissipation of this a-c energy must be provided for. 

D-c Motors. — D-c motors in general have the adva,ntagc‘s of laving 
lighter for the same power output and of having higlior st.a,rting and 
reversing torques than a-c motors. 

Series motors have high starting torque and poor spcunl r(‘gulation witli 
torque. This high negative slope of the torcpio-spcvt'd cluira,c.tca‘isti<: 
(the latter is approximately linear) is equivalent to a high viscous damp- 
ing torque and contributes materially to servo stability' l>ut ad<ls also to 
velocity errors. Higher torques on reversal can be obta/nual with seriiVH 
motors than with other types of motor. In general, a st.i*uight,-s{vrieH 
motor has the disadvantage of being a unidirectional device tink'SH 
some type of smtching is used that reverses eitlier tln^ arnlat.urt^ or lieki 
connections but not both. Series motors with sucli (change of fi(*ld <um- 
nections made by a relay have been used in some cases to acbi(‘V(v bidirtvc'- 
tional control, an example being a radar trainer integra tor scu’vo. 'Tins 
type of relay-switched direction control is suitable for va^locit.y .servos 
where the direction is not changed frequently and where ojxa'ut ion V(‘ry 
close to zero speed is not required but would not be vxn-y snita.bk‘ for a, 
position control. 


Split-series motors are characterized by high starting torcpie and liavcv 
the advantage of bidirectional control with a small numbiuv of c.ont.i-ol 
1 See Sec. 13-2. 
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elements. In Fig. 12-16 are shown two typical relay control circuits, 
one for a separately conti-olled armature motor and one for a split-series 
motor. It is seen that only half as many relay contacts are required for 
the split-series motor. Because the split-series motor can utilize only 
one-half of the field winding space at any one instant, its design is gen- 
erally not so compact as a straight-series motor of the same rating. 
Comparing motors wound on the same frame, a split-series motor will 
have a lower field flux and a lower torque rating than a straight-series 



Relay bidirectional control 
separately controlled 
armature motor. Two relay poles 
are required. 


Relay bidirectional 
control of split-series motor. 
Only one relay pole 
is required. 


Fig, Iveduction of relay pole require- 

iriontH ]>y of wiiUt-scries niotor. 


motor. 

Shunt motors and armature-controlled motors are characterized by a 
smaller change in speed with load than series motors. Starting torques 
are moderate. Shunt motors used in servos are generally operated as 
armature-controlled motors, with 
the field windings continuously 
connected to the power source. 

When so connected, these motors 
may be reversed by reversing the 
armature current. If operated as 
straiglit shunt motors, reversal of 
the direction of rotation must be 
done by ro\'ersing armatui'e or 
field leads Ijiit not both, as witli 
series motors. By taking ad- 
vantage of the iiiterinittent duty 
ratios <.)f most servos, tlic torcpie limitations of shunt motors may be 
overcome to some e.xtent by tlie application of momentary overloads. 

Permurumi-mcupiet motors are simple and light but are subject to the 
limitation that tlie field may be demagnetized if tlie motor is badly 
overloaded. Specili(!ally, demagnetization of the field by the armature 
is likely to occur if the demagnetizing force due to armature current 
exceeds the value for which the magnet is stabilized. Frequently, rota- 
tion of tlie poles with respect to the brushes rather than demagnetization 
is observed. This limitation, once recognized, is not serious, for it is 
relatively easy to guard against the possiliility of such overloads when 
designing driving (iircuits. 

In circuit applications, permanent-magnet motors arc characterized 
by economy of drive, in tliat no power is used in the field. By reversing 
the direction of armature current the direction of rotation of the motoi is 
easily revci'sed. High torques on reversal are available. 

Ficld-cont/r oiled motors have the advantage of high-impedance drive, 
which makes them particularly suitaldc for control with small vacuum 
tubes. Ordinarily, wluui controlling a motor liy controlling its field, the 
held current must be increased for a diva-ease of speed, 'This characteris- 
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tic of motors has in. general made field control of d-c motors unpopular. 
However, if the armature current is kept reasonably constant rather than 
allowed to vary over wide limits as the armature back emf changes 
due to changes in field current, then it is possible to achieve a satisfactory 
motor control in which there is speed or torque increase with increase 



Fig. 12-17. Lightweight field-controlled d-c motor, Holtzer Cabot RBD 0808. 


of field current. Three examples of such motors ^ are the British Velo- 
dynes, the MIT Servomechanisms Laboratory 100-watt instrument 
servo motor, and the RBD 0808, a lightweight aircraft instrument motor 
designed for the Radiation Laboratory by the Holtzer-Cabot Company 

(Fig. 12T7) . All these motors may be 
controlled by vacuum tubes whose 
power ratings are small compared with 
the power of the motors; i.e., the 
motors themselves constitute power- 
amplifying devices. The inductance 
of the field of such motors is usually 
very high. In this type motor, field 
hysteresis effects must be kept to a 
minimum; otherwise serious instabil- 
ity may result comparable to that 

A-lterncUing-current Motors. — ^Alternating-current motors are exten- 
sively used in servo applications because of their simplicity, reliability, 
absence of commutator sparking, rapid response, and economy. 

Two-phase induction motor characteristics depend on the resistance 
of the conducting material of the armature. If this resistance is low, 
the torque vs. slip characteristic is as shown in Fig. 12T8 by the curve 
marked “low resistance.” The result of this type of characteristic is 
low starting torque but higher torque near top speed. This is true in 
^ See Sec. 12-19 below. 



sistance on characteristics of induction 
motor. 

arising from excessive backlash. 
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most induction motors. By increasing the armature resistance, the 
starting torque may be increased at the expense of torque at high speeds. 
This may be done by the use of such materials as zinc for conducting bars. 
Alternating-current motors for servo applications are generally designed 
so that maximum torque occurs with the motor stalled, although maxi- 
mum power is usually near top speed. As with series motors, this char- 



Pia. 12-19. — Cutaway view of a typical Diehl low-inertia squirrel-cage induction motor. 

acteristic of decreasing torque with increasing speed contributes to servo 
stability. ‘ As in the case of shunt motors torque may be increased 
merely by momentary overload up to the point where saturation of the 
iron becomes a limiting factor. 

The rapid response of some induction motor servos is due to their 
high torque/inertia and torqiie/square-root-of-inertia ratios. Inertia can 
be kept low because of the simplicity of the armature. 

In both the Diehl low-inertia squirrel-cage induction motors (Figs. 
12-19 and 12-20) and the drag-cup type induction motors, torque-inertia 
ratios may be very high, accelerations of greater than 6000 radians per 
second per second being possible with both motors. While acceleration 

1 See Sec. 13-2. 
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figures for the drag-cup type motor are somewhat higher than for the 
squirrel-cage motor, this type of motor is characterized by low torque for 
its size and weight. 

It is more efficient for the two windings of an indiicticjii motor to be 
of different impedance. The low-impedance winding is connected directly 
to the a-c power source, while the high-impedance winding is connected 
to the control circuit. Direction of rotation is changed by change of phase 



Torque in 02. in. 


Fifcr. 12-20. Chai'actoristics of Diehl I PE-25-9 low-incsrlviti sciuirrol-c'ttjfc iiicliieliou iiiotor. 

in the control winding. A phase shift of 90° must be introduced in the 
current flowing in either the line phase or the control pliase. In pi'ac/tice 
both methods are used. Some induction motors, such as the Bendix- 
Pioneer CK-5, have eddy-current damping devices built into the motor. 
This type of damping allows a-c servos to be built in wdiicli tlie (u-ror 
signal need not be converted to direct current. Stabilizing circuits for 
a-c signals are not very satisfactory unless the freciuency of tlu'. signal 
is kept relatively constant; in the applications wliere tins motor is most 
frequently desired, the required constancy of frequency would be impracv 
tical. For applications where highest accuracy is required, damping 
of this circuit is usually supplemented by feedback from an a-c tachometer. 

Synchronous motors are used mainly as a means for data transmission 
and as synchronous drives for such mechanisms as timers. They are 
seldom if ever used for servo-motor drives. 
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Universal motors are series motors that may be operated on either 
alternating or direct current. In order to achieve bidirectional control 
either the armature or field windings must be reversed but not both. 

Single-phase a-c motors reciuire special tricks in order to achieve rever- 
sal of dircM'tion of rotation. Fixed pole shading is generally used to 
.gause tlie motor to start in the desired direction. Bidirectional control 
may be achieved by using two sets of shading coils on the pole, each 
tending to cause rotation in an opposite direction, and remotely complet- 
ing the circuit of the appropriate coil leaving the other coil open-cir- 
cuited. Tills makes an extremely cheap and easily reversed motor. 

The split-phase motor is similar to the two-phase induction motor, 
in that the current in one winding is shifted in phase by a capacitor, 
usually connc(!ted in shunt with the high-impedance winding. In this 
case the impedance of the phase-shifted winding is larger than the directly 
fed winding, so that a small capacitance may be used. Unless connec- 
tions to either winding, but not both, are reversed a split-phase motor is 
a unidirectiona.l device. 

Repulsion motors resemble series motors in their characteristics, in 
that they have high stall torques and high speeds at light loads with 
full power a,pplied. Repulsion motors may be controlled for servo appli- 
cations li.y control of current in the path between the shorting brushes. 
By the use of two sets of brushes for each pair of stator poles, bidirectional 
rotation can be achieved. This type of control is used in the MIT differ- 


entia.! amilyzer. ’ 

12*14. Magnetic Clutches. ^ — The term magnetic clutch is applied to a 
family of device's used to control the coupling of torque from an input 
shaft* to a,n output shaft by means of electrical signals. The torque 
coupling may be aciuevod by contact between friction surfaces or by 
intern, ction of a magnetic field and the field associated with eddy currents 
prodiuuul l)y the motion of the first-mentioned field past a conducting 
surfac.e. Hinc.e a magnetic (dutch is required only to transmit torque 
rather than to gtnuu'ate toiaiue, it may have power and torque outputs 
that a, re la.rgc’i for t.he siii^c of tlie device’: and the power needed to control 
it. Since- the input, shaft to a magnetic clutch may run at a constant, 
rclativcdy Ifigb. s])<hm1, high rnomemtary torcpies may be made available 
to th(' clutciv by th(- simpU.' (^xpcidient ot using a large inertia on the input 
shaft. Tlu‘ r<'sult of a.ll tliis is that a small motor turning at high speed 
a large flywlaad couirled by a magnetic (dutch to a load may be able to 
impart vr-ry hirge a(*-(.‘.(de:ration to tlu- load miudi larger than is possible 
witlr just an ('kudr-ic. motor — and an eciual or somewhat larger accelera- 

^ V. BuHh iUid S. ( 'M ldwadl, '' A Now Typo of Differoutial Analyzer," Jour. Iranklin 
Inst., 240, 0('toboi‘ 1045. 

~ Seciions 12-14 to 12-1(1, inohiwivc, iiro by J. It. Rotors and I. A. Greenwood, Jr. 



394 


CHOICE AND DESIGN OF COMPONENTS 


[Sec. 12-14 


tion as compared with a hydraulic motor. For applications where very 
high accelerations or very large torque overloads are involved, magnetic 
clutches are therefore of great interest. 

There is another feature of magnetic clutches that partially justifies 
their use in some other applications, namely, the effective power ampli- 
fication that may be achieved. The practical statement of this property 
is that magnetic clutches capable of supplying instrument servo power 
may be controlled from small thyratrons or receiving-type vacuum 
tubes. 

Magnetic clutches are used in two distinct ways: as electrically con- 
trolled connections between mechanical shafts and as power devices in 
servomechanisms. The latter usage will be the chief interest of this 
section. The former usage should not be forgotten, however, for it has 
many applications in electronic and electromechanical devices, a typical 
example being its use in the MIT differential analyzer. ^ 

Friction vs. Eddy-current Types . — Two distinct types of magnetic 
clutches are recognized, those which transmit torque by the physical 
contact of frictional surfaces and those which transmit torque by the 
action of magnetic flux produced either by two sets of coils or by one 
set of coils and eddy current induced in a conducting surface by the 
rotation of this set of coils. The eddy-current variety is more common 
than the two-coil variety. It is of interest to compare the frictional 
surface and eddy-current types of magnetic clutches on the basis of wear, 
heat dissipation, ability to give proportional control, and power ampli- 
fication. The problem of wear is a serious consideration in the design 
of clutches operating by contact of frictional surfaces. Allowance for 
excessive wear may require an unduly large air gap and thus complicate 
the design of the magnetic structure. For instrument-size magnetic 
clutches, cork on steel has been found to be a reasonably satisfactory 
combination of surfaces and is probably used on more equipments than 
any other combination. For larger clutches there are available a variety 
of materials which have been developed especially as clutch faces. From 
the standpoint of heat dissipation there is little basis for choice between 
the two types of clutches. When both types are operated with the 
same slip, the heat dissipated is principally that due to the conversion 
into heat of the power represented by the product of torque and slip and 
the I^R loss in the control coil. Under the same conditions of torque 
transmitted and slippage, the two types will, of course, have equal torciue- 
slip power dissipation. The difference in FR losses is small but will be 
in the favor of the frictional surface type, for this type requires less 
power to operate than does the eddy-current type. In the eddy-current 
type clutch, some additional cooling may be achieved as compared with 
1 Bush and Caldwell, op. cit. 
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the friction surface type by the circulation of air through the air gap, 
where it may directly contact the region of origin of much of the 
heat. Forced circulation is seldom worth its cost in magnetic clutches 
designed for instrument servo applications. From the standpoint of 
smoothness of control, the eddy-current type magnetic clutch has a 
considerable advantage over the frictional surface type. Factors con- 
trolling the lack of smoothness of frictional surface type clutches are the 
difference between static and coulomb friction, the amount of ‘‘lumpy” 
or irregular friction, and the tendency of the frictional surfaces to vibrate 
or bounce. These effects are not present, of course, in the eddy-current 
type clutch. In spite of the effects just mentioned, a frictional type 
clutch may be made smooth enough for most applications. In this type 
clutch, decrease in the size of the air gap as exciting power increases 
results in a torque characteristic that increases more nearly as the square 
of the exciting current than as the first power. In the eddy-current 
type device, the magnetic air gap stays constant; but for a given value 
of slip, both the exciting flux and the flux produced by the eddy currents 
increase as the exciting current increases, with the result that the torque 
output is roughly proportional to the square of the exciting current. 
Thus, there is little choice between the two types from the standpoint of 
proportionality of control characteristics; both are sufficiently close to 
linearity in their characteristics to be entirely suitable in this respect for 
the less demanding servo applications. 

Propo 7 'tional Control. — One additional method of achieving propor- 
tional control with clutches (principally of the frictional surface type) 
which may act in an essentially “on-off” manner is through the use of 
“buzz” circuits. “Buzz” control of relays for controlling servo motors 
is discussed in Sec. 12T9. The principles discussed in this section apply 
directly to the present section. 

Moving-coil vs. Stationary-coil Types. — Magnetic clutches are made in 
both the moving-coil and the stationary-coil type. In the moving-coil 
type, the coil actuating the moving member rotates, and leads are con- 
nected to it by means of slip rings. In the stationary-coil type, an extra 
air gap is introduced, so that both the driving member and the driven 
member may rotate with respect to fixed coils. Examples of both types 
are shown below. 

Velocity, Torque, and Acceleration Co7isiderations. — In Fig. 12-21 is 
shown a gearing and inertia schematic for a typical magnetic clutch 
installation. For a given application, the gear reduction 'Uin^ is 
determined by the ratio of the speed of rotation of the motor and the 
desired speed of rotation of the output shaft. For a given torque applied 
to the load under these conditions, it is of interest to note that the rela- 
tive values of Ui and n^ do not affect the power dissipated in the clutch. 
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It will be recalled that the power dissipated in the clutch is nearly equal 
to the I^R loss in the windings and the torque-slip product. If in Ijg. 
12-21 ?^2 is increased to and nx is decreased to n[, where n^u.^ ot|uals 
UxUi, the torque that the clutch must transmit is reduced Ijy the factor 
while the slip of the clutch is increased by tlie ratit) fix/ n'x. Thus 
the product of torque and slip remains constant, and otli(u- criteria may 
be used in choosing the relative values of rixiH, given tiieir product. 
It is, of course, necessary that the torque T transmitted by tlic magnetic 
clutch when multiplied by the last gear ratio bo great enough to furnish 
the required output torque. 


Flywheel 


Gearing 



Ml 


T 


|B 
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clutch 


Load 
inertia 

-Mechanical schematic of inagnetlc clutcli drive. 


Fig. 12-21. 

The choice of the gear ratio n 2 to produce the maximum acceleration 
of the load inertia / z, will next be considered. This subject is discussed 
in Sec. 11-12. Using the methods of that section, it is easily shown that 
a maximum angular acceleration of T/2 VJM. will result when the 
gear ratio is chosen such as to make equal the inertia of the load-side 
member of the clutch as seen at the load, and the load inertia J/.. It 
will be recalled that inertia seen through gearing varies as the square of 
the gear ratio. Thus, for maximum acceleration at the load, nlJ ~ 
Consideration of the equation for maximum acceleration lea,ds to a simple 
criterion which may be used as a figure of merit in com|)aring clutches. 
This figure of merit is the transmitted torque divided by the square i*oot 
of the inertia of the output member. 

On the basis of the relations just given, a simple proc^odure can no\c 
be formulated for using the various constants invol ved. I.et it be a,ssumed 
that the load inertia Jz, and the maximum required load velcxrity coz a.re 
given and that a servo response is to be as fast as possible; i.e., th(^ load 
acceleration is to be made as large as possible. A design may l)e started 
by choosing or designing a magnetic clutch witli a value of as 

large as is possible or reasonable. The gear ratio rh is then chosen to 
match the clutch inertia and the load inertia Jx, by use of tlie relation 

= J l/J c- A motor is next chosen capable of supplying t he luau^ssary 
average power. In order that a small flywheel may l)e used willi the 
motor, it is preferable to choose a motor having a high siH'cd and low 
toi que rathei than one having the same power 1)ut with low^ and 
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high torque. The gear ratio nx is then chosen so that oix/nxn^ = coz, 
for the condition of zero slip. 


The flywheel inertia Jx which also includes the inertia of the motor 
armature is next chosen such that J xnl is large compared with 2J 
The design procedure given is, of course, only a part of the complete 
design procedure, wdiich is discussed in more detail in Chap. 8. Further 
methods and eciuations for the design of magnetic clutches are given by 
Andrews and Shanely^ and in Yol. 17 of this series. 

Typical Designs and Applications . — Magnetic clutches have been 
used extensively in servomechanisms used to control aircraft. A familiar 
example of this type of usage is the Minneapolis-Honey well C-1 auto- 


matic flight control equipment.^ 
This equipment uses a total of 
four frictional-type magnetic 
clutches, in combination with a 
differential. A motor running at 
(H)nstant speed is coupled by a 
magnetic clutch to one of two in- 
put shafts of the differential, the 
other input shaft being locked by 
means of a magnetic clutch. By 
this means, bidirectional rotation 
of the output is achieved. When 
either clutches or brakes are not 
energized, the output may be 
turned through the manual air- 
(*,raft controls without additional Ic 
is running. The frictional surface 



Fia. 12-22. — Fixed-coil friction-type mag- 
netic clutch. 


id, even though the servo drive motor 
s used in these clutches are cork on 


polislied steel. . x- 

Figures 12-22 and 12-23 show designs for small friction-type magnetic 


clutches. • , - X- j 

The clutch shown in Fig. 12-22 is designed to have a low inertia and 

has a maximum torque of 15 oz-in. Both clutches are controlled by 0 

t,o 27 volts applied to their control windings. 

12*16. Hydraulic and Pneumatic Devices. — The possibility of using 
hydraulic, electro hydraulic, pneumatic, or electro pneumatic power 
devices will often arise in the survey of a particular servo problem. e 
choice among these devices and electronic or electrical devices will, m 


iL. Andrews and F. Shanely, 
AstSociated Brake Used on Airciraft 


''One Type of Botary Magnetic Clutch and Its 
Electric Motors,” Elec. Eng., 63, 893, December 


1944. 

2 W. II. Gillc and H. T. Sparrow, 
17, 110, October 1044. 


"Electronic Auto-pilot Circuits,” Electronics, 
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general, be based both on a comparison of the devices considered them- 
selves and on the facilities and experience of the designer and producer. 

Hydraulic and pneumatic power devices have the advantage of fast 
response; in this respect they can be made to surpass the best electric 
motor drives and are about on a par with the best magnetic clutch sys- 
tems. In hydraulic systems, for example, accelerations of 100,000 radians 
per second-per-second and velocity errors of per degree-per-second 



Fig. 12*23. — Moving-coil friction- type magnetic clutch. 


have been reported.^ Conventional hydraulic servos may achieve 
accelerations in excess of 20,000 radians per second-per-second. Pneu- 
matic devices are simple and rugged and in general may be produced 
slightly cheaper than competing electronic equipment wdien large ciuantity 
production is concerned. When properly designed, little maintenance 
is required for these devices. Por these reasons, and also because to 
some extent some of the techniques of electronic control have been newer 
developnaents, hydraulic and pneumatic systems have been extensively 
used for industrial process control, vrhere they are used in systems for 
control of temperature, flow, level, and many other similar applications. 
Pneumatic servos have been used occasionally in airborne applications; 
the T-1 bombsight computer and the German V-1 control mechanism are 

^ "Fundamental Studies in Servomechanisms Rated Approximately 100 Watts," 
MIT Servomechanisms Laboratory, September 1943. 
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typical examples. One of the most serious objections to hydraulic and 
pneiiii^^fic systems is the problem of piping control or data leads long 
distances. Such an installation is inflexible; and if damaged, the entire 
sealed system may have to be removed for repair. Long piped leads 
also introduce time lags which at best are undesirable and at worst may 
seriously interfere with the response of a control system. Hydraulic 
systems are usually used for heavy loads, and pneumatic systems for the 
lighter loads. Pneumatic systems offer important anti-explosion features. 

Introductions to the conventional techniques of process control are 
found in two recent volumes by Eckman^ and Smith. ^ The first gives 
a good treatment of the characteristics of many control elements and 
includes a fairly complete bibliography. The latter includes appendices 
reviewing the mathematics of transient analysis and contains an extensive 
anotated bibliography. These books are written primarily from the 
hydi'aulic and pneumatic controller point of view and use many terms 
that will sound unfamiliar to the electronic circuit designer; in the light 
of available electronic developments some of what is described seems 
complicated or cumbersome. However, the methods presented represent 
the teclmiqucs of a large and important industry, with a long record of 
deiiendable performance, and should not be lightly regarded. 

When hydraulic and pneumatic devices are considered from the stand- 
point of their relation to the designer and producer, other factors become 
important. The first of these is the relative unavailability of ready- 
made, instrument-size hydraulic devices. To some extent, the avail- 
ability problem is less acute in the pneumatic device field. Where 
relatively small numbers of instrument servos are to be used, design cost 
and time become relatively important and will usually be higher per unit for 
hydraulic or pneumatic than for electronic devices. The principal reason 
for this is the availability and cheapness of standard electronic devices 
such as motors and vacuum tubes and the ease with which they can be 
adapted to new applications. The production facilities required for 
producing electronic servos are generally less critical than those for 
producing hydraulic or pneumatic servos. In summary, it may be said 
that hydraulic and pneiimatic devices offer rapid response and depend- 
ability, and, for some applications, economy, but may be more difficult 
to design, produce, and maintain. Their advantages for many applica- 
tions are siifliciently great, however, to offer a real challenge to the 
designer of electronic equipment. 

A recent Fortune^ magazine article on the process control instrument 
industry examines one company in detail and presents an interesting 

^ D. P. Eokman, Principles of Industrial Process Control,” Wiley, New York, 1945. 

2 TC. S. Smith, A utomatic Control Engineering, McGraw-PIill, New York, 1945. 

"Taylor Instruments,” Fortune, 34, No. 2, 89. 
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picture of the competitive conditions in the field and is recommended 
for further reading. 

12*16. Control of D-c Motors. — The purpose of the power-control 
circuit of a servomechanism is the utilization of information in the error 
signal and its derivatives and integrals to control the sense and the 
amount of the power output of the motor in such a manner as to reduce 
the error and hence the error signal. The control circuit itself may be 
as simple as a switch or relay, connecting the motor to a power main in 
the correct sense, or it may be a more complicated device siidi as a 
thyratron or hard tube circuit or a still more complicated device such as 
an Amplidyne or other controlled d-c generator. 

Relays have the advantages of being light, compact, and simpler 
The disadvantages of ordinary relays are short life and liniitcMl load- 
handling capacity. Special relays,^ such as the Western Mlectidc 
D-168479 relay with mercury-wetted contacts, have successfully stood 
up under severe service and are satisfactory for mai).y a.p|)Ii cations, 
although they cannot be operated in all positions. By the use of suit- 
able “buzz” or “flutter” circuits, relay action may be made to approach 
continuous control, in that power applied to the motor may be valued 
smoothly from maximum in one direction through zero to maximum in 
the opposite direction. In relay servos, great care must be exercised in 
the design of suitable networks for contact protection; lack of adequate 
networks may result in short relay life. The principal reason for this 
is the high inductive voltage that results when motor current is inter- 
rupted by an opening relay contact. 

Thyratrons are slightly lighter than relays but cannot control iis mucli 
current. Small thyratrons, such as 2050’s, can handle huntlreds of 
milliamperes, whereas mercury-contact relays can handler ampere's. 
Thyratrons are not so suitable as relays for control of motors dii*ecf.ly 
from low-voltage supplies because of the voltage drop across tlu^ thyra- 
tron. A thyratron motor circuit usually involves either a tramsformeu-, 
which constitutes a major part of the weight and the bulk of tlie circuit, 
or a d-c supply, which is even heavier and bulkier. 

Vacuum-tuhe drive gives the smoothest control of any type^ so far 
mentioned, but with proper design other types of drive circuiit.s are usually 
also satisfactory in this regard. In the case of field-controlled motors 
and other devices that because of their inherent power amijlifi(‘ation 
may be directly controlled with small vacuum tubes this tyix^ of (a)nt,rol 
is usually the lightest and simplest. When armature currents must bt* 
controlled, vacuum-tube control becomes comparable in weiglit and 
complexity to thyratron control but is somewhat less efficient. 


1 See Sec. 12-20. 
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Controlled generators such as Amplidynes or Ward-Leonard generators 
have been used extensively for higher-power servos; however, for the 
instniinent servo field their weight and complexity compare unfavorably 
with the simpler power-control methods discussed. 

It is often important in choosing or designing a power-control circuit 
that the motor be operated at high efficiency, for with any given motor 
and load conditions, the maximum load acceleration is directly propor- 
tional to the torque output of the motor. A change of amplifier gain 
alone, while increasing the gain of the system, will not increase the maxi- 
mum torque available at the motor but will merely allow the system to 
overload at smaller values of error, the resulting maximum acceleration 
remaining unchanged. Consequently, for maximum performance, every 
precaution should be taken to permit high power input to the motor and 
high motor efficiency. Specifically, this means that the motor should be 
designed for low core losses, should have an allowable temperature rise 
as large as possible, and should be mounted to dissipate as much heat as 
possible by conduction, radiation, and convection or forced circulation. 
For most motors, an extremely important factor in motor efficiency is 
the waveform of the control voltage applied to the motor, that is, the 
relative amounts of a-c and d-c power applied to the motor. Since only 
the d-c power can proauce useful work in armature-controlled or field- 
controlled d-c motors, the percentage of a-c power delivered to the motor 
should be kept as low as possible with these types of motors. 

It is usually desirable to reduce power at the servo balance or null 
position to the point where either a-c ripple peaks or imposed signal peaks 
provide just enough torcpie to vibrate the armature, which means enough 
to overcome brush, bearing, gear, and load friction and load inertia. A 
preferred type of operation involves alternate short pulses of full motor 
power in opposite directions separated by periods of zero power. This 
type of operation is more efficient than the type where full power is 
always applied in either one direction or the other, but the latter type is 
usually easi(ir to provide and is therefore more common. Either type 
greatly reduces the effect of starting friction and hence results in a system 
that is very sensitive to small signals. 

Comparison of Full-'wave and Half-wave Power-control Circuits. — The 
action of thyratrons and vacuum tubes used to control d-c motors from 
a-e power sources may be compared to the use of controlled rectifiers. 
Conventional contrc^lled rectifier theory applies to it with only a few 
special provi si ons. ^ 


1 P. E. Mayer, 'Cdcctronie Control of D-c Motors,” Electronics, I, 98, May 1943; 
II, 119, Juno 1943; III, 118, July 1943; IV, 133, September 1943; V, 128, October 
1943- P T Chin and C. E. Walter, “Transumt Itesponsc of Controlled Rectifier 
CircuitB,” AIEE Tram., 64 , 208-214, April 1046; P. T. Chin and E. E. Moyer, '‘A 
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Factors that must be considered in evaluating the voltage and current 
waveforms applied to the motor are a-c supply voltage, inductance and 
resistance of motor, back emf of motor, line frequency, voltage drop 
across control tube, and firing angle in the case of thyratrons. 

When a half-wave rectifier such as a grid-controlled thyratron is used 
without a large capacitance to supply power to a d-c motor, continuous 
current flow cannot be achieved, regardless of the combination ol values, 
except during transients when a motor emf of polarity such as to increase 
the flow of current is present or if a backswing damper is used. A large 
capacitance, while permitting continuous current flow, draws large cur- 
' rents for short periods from the rectifier. A backswing damper is an ele- 
ment possessing rectifier characteristic; it is connected in shunt wflth the 
motor load so that when a positive voltage is applied to the motor 
load through the controlled rectifier, the damper appears as a large resist- 
ance connected across the motor load. When rectifier current is inter- 
rupted, motor current may continue to flow in the circuit formed by the 
motor and the backswing damper in series. Backswing dampers have 
been found to be very useful and efficient in the unidirectional control 
of d-c motors from half-wave rectifier circuits. Where bidirectional con- 
trol of motors is required, backswing dampers cannot be used across any 
element in which the direction of current flow is reversed in order to 
achieve a reversal of direction of rotation of the motor. However, they 
can be used across the two halves of a split motor field where each half of 
the field carries current in only one direction. Through their use, tlie 
power that can be transferred to a motor by half-wave drives is gi-catly 
increased. An increase of a-c frequency for conditions where the current 
flow is not continuous and all other parameters are kept constant results 
in a decrease of the power that can be transferred to the motor load. 
Where current flow is continuous, change of frequency affects principally 
the percentage ripple, but not the average current. If not ol>vious, the 
explanation of these statements may be found in the paper of ( -hin tind 
Moyer previously cited. 

Full-wave control at low firing angles has much the same c.haracvter- 
istics as half-wave control. Current is not continuous, and power trans- 
ferred to the load decreases with increasing frequency. A l)ackswing 
damper may be used to get continuous flow of current where discontin- 
uous flow would otherwise obtain. As firing angle is increascul, a point 
is suddenly reached at which current flow becomes continuous. Chin 
and Moyer point out that current is discontinuous as long as the conduc- 
tion of one tube in a full-wave circuit terminates before the start of 


Graphical Analysis of the Voltage and Current Waveform of Controlled Rruitifuir 
Circuits,” AIEE Trans., 63, 501-508, July 1944. 
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conduction in the other tube. When termination of current flow in one 
tube coincides with initiation of current flow in the other tube, continuous 
current flow prevails. 

The build-up of current to its steady-state condition starting from 
zero or discontinuous flow of current has been treated by Chin and 
Walter.^ Under continuous flow conditions, the average current flowing 
in the load does not change with frequency. However, the percentage 
ripple does, ripple power decreasing as the frequency is increased. In 
full-wave control circuits, the transition from discontinuous to con- 
tinuous current flow as the firing angle is changed may result in an abrupt 
change of slope in the motor torque vs. control signal characteristics of 
the combination of motor and control circuit. When current flow is 
continuous, the presence of a backswing damper does no harm and may 
increase slightly the average current that flows, since the voltage applied 
to the motor is forced to remain positive. 

By way of illustrating the magnitudes of these effects, it has been 
found advisable to derate d-c motors used in discontinuous current cir- 
cuits by a factor of roughly 50 per cent, and those used in continuous 
current flow circuits by roughly 25 per cent of their normal d-c ratings. 

Limit Switches . — Some means is usually needed for stopping the motor 
of a positioning servo at the desired travel limits. This may take any of 
several forms but usually involves the use of limit switches operating at 
the desired limit of travel. When operated, the limit switch removes 
driving power to prevent further travel but leaves the drive circuit tor 
reverse travel connected. If no other precaution is taken, overtravel 
even with limit switches may be excessive. 

To prevent this, some form of dynamic braking may be obtained by 
the limit switch connection and perhaps by auxiliary equipment. A 
single-pole double-throw limit switch can be connected to remove drive 
power and at the same time to connect a suitable load across the 
motor for dynamic braking. For armature control, as in the circuit of 
Fig. 12-30, a rectifier of suitable capacity can be connected as a dynamic- 
braking load without changing the drive conditions for the reverse 
direction. 

Alternatively, the drive circuit itself may be reconnected by the limit 
switch so as to apply reverse power to prevent or minimize overtravel. 
With such an arrangement, the servo will then drive away from the limit 
switch until the switch is released, with the result that the servo will 


oscillate about the limit switch position as long as the servo input corre- 
sponds to an output position beyond the limit. With such oscillation, 
power dissipation in the motor will be high and may cause excessive 
heating and excessive wear on the gear train. This method is therefore 


^ Loc. cit. 
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recommended only for applications where limit input signals are usually 
avoided or where operation at the limit switch is required for short 
periods of time only. 

Practical limit switches are characterized by an appreciable operating 
differential travel. This is required in order to get snap-action interrup- 
tion of the circuit. The fraction of the servo scale that is represented by 
the differential travel is dependent on the type of actuator used and the 
mechanical design of the gear train as well as the particular switch chosen. 
The limit-switch operating mechanism should, of course, be designed to 
minimize this operating differential. For higher power drives some 
contact protection may be required even with snap-action switches. 
The principles of relay contact protection outlined in Sec. 13-20 apply here. 
Several companies make switches suitable for servo limit switching.^ 

One other method of limit protection is important. A combination 
of mechanical limit stops and a slip clutch can be iised either alone or 
with limit switches to remove motor power. A slip clutch may be 
inserted between the motor and the servo output shaft, because the motor 
may slip any number of revolutions without affecting servo operation. 

The output shaft is decelerated by the mechanical limit stop, while 
the slip clutch, stopped on the output side by this limit stop, applies a 
decelerating torque to the armature, bringing it gradually to a stop. 
The design of slip clutches is discussed in Vol. 17. This type of limit 
protection may be used in small units without disconnecting the motor 
power at the limit of travel. Because of the low power disvsipation and 
short life of small clutches while slipping, however, their use is best 
restricted to very low power applications or to those applications where 
input signal values requiring frequent slippage are not encountered. In 
other applications, limit switches should be employed to remove motor 
power at the limit of travel. 

One interesting variation of a clutch arrangement is employed in 
certain Lear motors.^ Tiere motor power is applied through a magnetic 
clutch energized in series with, the motor windings. When power is 
removed by operation of the limit switch, the driven clutch plate is 
spring-loaded in the unactivated direction to bear against a stationary 
friction surface, thus acting as a friction brake on the driven getir train 
to minimize overrun. 

1 The list includes the Microswitch Go., the Mu-Switch Co., and the Aero EhM-trio 
Co. A particularly u.seful switch is the General Electric Co. Swit<diett(^ which is 
extremely small in siije, has a hij^h current rating and a satisfactorily long lifci. A 
variety of contact arrangcnients can be obtained from all of the nianufacturers listed. 
See Vol. 17 of this series for hxrther details. 

2 L. Andrews and P. Shanely, “One Type of Rotary Magnetic Clutch and Its 
Associated Brake Used on Aircraft Electric Motors,” AIEE Trans. 63, 893, Decuunber 
1944 
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12*17. Thyratron Control.^ — Grrid-controlled, gas-filled thyratron 
rectifier tubes offer attractive possibilities for d-c motor control. Recent 
developirients have produced several inert gas-filled types that are rela- 
tively insensitive to temperature or mounting position and have average 
current ratings in the range from 75 ma to several amperes. 

Thyi'atrons permit some economy of circuit design, power consump- 
tion, size, and weight. They require a few special circuits not needed 
for bard tubes; but if the circuits are properly engineered, they are capa- 
ble of reasonably smooth, proportional control and are adaptable to a 
wide variety of operating conditions. 

Thyratron Characteristics. — A thyratron behaves essentially like a 
swit(*,h in series with a small direct voltage. The switch is closed (i.e., 
the tul'je fires) if, for a given value of positive anode voltage, the grid 
potential exceeds a critical value. Current, for values less than the peak 
emission of which the cathode is capable, is limited by the anode circuit 
load and the applied voltage minus the internal tube drop. The tube 
will not fire for any grid voltage until the anode voltage exceeds a certain 
minimum value; after it fires, the anode-to-cathode voltage drops to a 
low value — approximately 15 volts for mercury tubes and between 8 
and 20 volts for other gas tubes. Once the tube fires, the grid normally 
loses control until the anode potential falls below an extinction value that 
depends on the type of tube and the grid voltage but is usually of the 
order of 25 volts. An exception to the statement that the grid loses 
control must l)e made for special conditions where high negative grid 
voltages ( jui interrupt low anode currents. This phenomenon, however, 
is of no practical use for motor control. 

A finite time is required for deionization before the grid can regain 
(iontrol after the anode potential drops to zero. This may vary from 
20 to 100 gsec for the inert-gas tubes and from 100 to as high as 1000 
jusec for mercury vapor tubes. This deionization time increases with 
inc.reasing anode current and, for mercury tubes, with increase of bulb 
temperature. At commercial power frequencies no deionization trouble 
ia usually encountered with either type tube, except in some special 
applications such as inverters. For mechanical and thermal reasons, 
the mercury tubes are not suitable for aircraft usage. Inert gas thyra- 
trons have been used satisfactorily in airborne equipment. 

It is desiral^le to delay the application of anode voltage until the 
cathode has been heated to the point where emission is higher than needed 
f or the (*ir(;uit conditions. If tube drop exceeds a critical value in the 
neighborliood of 20 to 25 volts for mercury vapor or inert gases, as may 
happen if anode voltage is applied while emission is low or it the maximum 
safe current is exceeded, the cathode will be bombarded by positive ions 

1 Sections 12-17 to 12-19, inclusive, are by J. R. Rogers. 
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of sufficiently high energy to cause disintegration of coated-type cathodes. 
At normal tube drops, the ions have insufficient energy to cause appre- 
ciable damage. Accordingly, time delay relays or manual sequence 
controls are necessary if maximum tube life is to be obtained. 

For small servos using type 2050 or similar thyratrons it is often pos- 
sible to secure adequate tube life without time delay relays, particularly 
where the equipment is operated for relatively long periods without being 
turned off. In some cases the operation of other equipment such as 
thermionic voltage regulators may involve suitable delays for the opera- 
tion of thyratron plate power relays. Alternatively the heater warm-up 
delay of a tube controlling a plate power relay may be used, with the 
tube heater operated in parallel with the heaters of the thyratrons. Such 
thermally-controlled power circuit relays are better than nonthermal 
relays in that if power is momentarily interrupted, operation can be 
restored. However, variability and aging of tubes makes the circuit 
difficult to control accurately. 

Despite these special characteristics, thyratrons offer for many appli- 
cations the most economical control method. Low tube drop means 

1 that low transformer voltages may 

^ be used. A relatively low-imped- 

> ance (hence higher current) motor 

I can be used without excessive 

f power loss in the rectifier. Low- 

C C ° impedance motors are easier to 

■ p G A-c wind, are less apt to fail because 

C C o insulation breakdown, and are 

o — X 1 more likely to be commercially 

~ available. Any increase that 

Pig. 12.24.-Simple thyratron control oircuit. thyratron control may produce 

in drive efficiency is, of course, most significant under conditions where 
the power to be controlled is large relative to the fixed heater and ampli- 
fier power required. For example, thyratrons would hardly be enough 
more efficient than vacuum tubes for relay operation to justify their 
increased cost on the basis of efficiency alone. 

The nature of thyratron tube characteristics does require that certain 
simple circuit precautions be observed if smooth motor control compara- 
ble to the best other control methods is to be attained. 


Fig. 12*24.^ — Simple thyratron control circuit. 


By way of illustration, control with the simple thyratron circuit of 
Fig. 12-24 is of an off-on nature. If the voltage applied to the grid of 
the thyratron exceeds, at any time during the half-cycle of positi ve anode 
voltage, a critical value dependent upon the instantaneous anode voltage, 
the tube fires and conducts for the balance of that half cycle, extinguish- 
ing when the anode voltage drops below a value of approximately 20 to 
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30 volts determined by tube design. During the period of conduction, 
the internal tube drop is nearly constant at a value determined by such 
design factors as the nature of gases and gas pressure within the tube. 
Figure 12-25 shows the relation between anode voltage and critical grid 
potential for operation from an a-c anode supply. Referring to Fig. 
12-256, it will be seen that a change of d-c grid bias from the value A, 
at which the tube never fires, to the value B will result in the tube firing 
once each cycle at the time when 
the critical firing voltage becomes 


3 ust equal to the grid bias. In 
this case, the tube will fire for the 
second half of each positive half 
cycle. For a new and less nega- 
tive value of grid-bias voltage B' 
this point of intersection of the 
bias with the critical firing voltage 
will occur earlier in the half cycle; 
and by proper choice of bias, any 
value of current flow into the load 
can be obtained between half (90®) 
and essentially the entire positive 
half cycle (180®) of anode supply 
voltage. Angles of current flow 
between 0® and 90° cannot be 
secured with this arrangement, 
because a d-c bias cannot first 
intersect the critical firing curve 
later in the positive part of the 
cycle than the point of maximum 
anode voltage. Power supplied to 
the load, therefore, may be varied 
smoothly by varying the d-c grid 
bias from half to full power; but 
when the negative bias is in- 




Fig. 12-25 — Firmg characteristics of 
thyratroii circuits, (a) Relation between 
anode potential and critical grid potential; 
(6) effects of change of grid potential on firing 
point; (c) control of firing point with d-c 
plus lagging-phase a-c bias. 


creased, the power delivered 
jumps suddenly from half power to zero power. Such an arrangement 
used for servo motor control would seriously increase the difficulties of 
stabilization, because the system would have essentially an off-on type of 
control over part of its range. 

To avoid these difficulties, an a-c bias is usually superposed on the 
d-c grid bias. The special case of interest here is that of an a-c grid bia^s 
voltage that lags the anode voltage by an angle between 90° and 150°. 
Figure 12 25c illustrates the control obtained with a combination of d-c 
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bias and a-c lagging phase bias. At B no conduction occurs; at A, a less 
negative d-c bias, the critical bias is crossed near the end of the cycle, 
the tube fires, and current flows for a negligibly small angle. For d-c 
bias values increasingly more positive than A, the angle of flow increases 
smoothly until conduction occurs over essentially the entire half cycle. 
A square-wave voltage in phase with the anode voltage and superimposed 
on the combination d-c and a-c bias A of Fig. 12'25c could likewise produce 




smooth control proportional to the amplitude of the square wav(‘. 
Effectively, the same result can be secured with a sine wave error signal 
with amplitude proportional to the error and in phase with tlie anodc‘, 
voltage. In this case, the curve of firing angle against input signal 
amplitude is obviously altered, but smooth control is sec.ured l>ecause, in 
effect, the phase of the net a-c grid voltage is advanced and the n('t l)ias 
is made to cross the critical value earlier in the cycle as the control volfiagc^ 
is increased. 

Practical circuits for securing phase-shifted a-c bias are sliown in 
Fig. 12*26. The choice of circuits depends, in some measuixq on thc’; 
control circuit, on the available transformers, and on the ntiture of tlui 
power supply. In some cases, it will be necessary or dcsiral)le to int,ro- 
duce some filtering in the supply to the phase-shifted output to rculmn^ thc^ 
effects of harmonics. Circuit 12*26d is better than 12*26c in this n^spect, 
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employing the drop across C as the phase-shifted output. This lags the 
voltage applied across R and C. For pure sine wave input and a 90° 
phase shift, taking the voltage across R and reversing the phase of the 
input will be equivalent; if harmonic content is high, this will result in 
higher harmonic content of the output. 

Various other methods of controlling the thyratron firing angle have 
been proposed. One of interest^ consists of developing a pulse whose 
time of occurrence relative to the anode supply waveform is determined 
by a voltage-sensitive time-modulation circuit such as a cathode-coupled 
multivibrator (c/. Vol. 20). The output of such a multivibrator may be 
used to trigger a pulse generator, this pulse being used to fire a normally 
nonconducting thyratron. For some applications such a circuit may be 
useful ; usually it will be too complicated. 

The firing angle may also be controlled by phase shifting. This phase 
shift can then be controlled by the output of the servoamplifier, often with 
an appre(ual)le gain in power. For example, direct current driving a 
satural)le reactor may be used to provide phase control of the net grid bias, 
likewise d-c bias control of the gain of an amplifier tube in a “fed-back 
time constant’’ or Miller effect circuit may be used. The equivalent C 
thus obtained is used as part of a fixed R, variable C phase shifter. 
Difficulty will usually be found in securing a smooth control over the 
range from zero to full half -cycle conduction with devices of this type, 
and they arc not in general recommended. 

It is extremely important, if smooth and symmetrical control is to 
l)e setnu’ed, to eliminate the pickup of stray a-c voltages. One of the 
commonest sources of trouble in this regard is the fact that power trans- 
formers of (ionventional design rarely have adequate interwinding shields, 
and in i)articular, they usually have no shields between the high-voltage 
windings and the outside-wound heater windings. If a heater winding 
of siudi a transformer is used as a supply source for a phase-shifter 
circuit, enough alternating current may be coupled into the phase-shifter 
(iircuit through the interwinding capacitance to mask completely the 
tlesir(Hl phase-shifted voltage. Trouble from this source will increase 
as frecpiency of line power increases and may be serious if the a-c power 
supply has a high content of second and higher harmonics for which 
the inti'.r winding cai)acitance represents an impedance lower than for the 
fundamental- A phase-shifter circuit that can be grounded or run at 
low impedaiKie to ground is thus preferred, ihe phase shift for any 
harmonics present will be different from that for the fundamental and 
may be different for the different drive tubes. 

Several types of thyratron tubes are available, differing with regard 

I M. M. Morack, Ckm. Elec. Rev., 37, 288 (1934); H. J. Reich, Theory and Applica- 
tions of Electron Tithes, Mcdraw-Hill, 1939, Sec. 12—32. 
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to temperature sensitivity, control-grid characteristics, and suitability 
for mobile or portable applications. For average currents up to approxi- 
mately 5 amp a wide variety of tubes filled with inert gases are avail- 
able. These tubes, filled with argon, krypton, xenon, or a mixture of 
these gases, are relatively insensitive to bulb temperature, mounting 
position, and vibration, as compared with mercury-vapor tubes. The 
latter are available with average current ratings from 0.25 amp upw^ard, 
the largest sizes approaching in capacity the pool-type tubes of the 
ignitron class. 

For instrument servo applications only tubes with ratings below 1- or 
2-amp average current are of interest. Table 12*2 summarizes the most 
commonly available units. 


Table 12-2. — Important Characteristics of Thybatron Tubes Suitable for 

Operation of Low-power Servos 


Tube 

type 

Mfr. 

Max. 
anode 
voltage 
(for- 
ward) , 
volts 

Peak 

anode 

current 

(max.) 

Average 

anode 

current* 

(max.) 

Inert 
gas or 

mer- 

cury 

vapor 

Triode or 
shield grid 

Heater t)r 
filament 

GL.546 

GE 


100 ma 

10 ma 

Gas 

Shield grid 

Heater 

2D21 

RCA 

650 

500 ma 

100 ma 

Gas 

Shield grid 

Heater 

884 

RCA 

350 

300 ma 

76 ma 

Gas 

Triode 

Hoatei* 

2051 

RCA 

350 

375 ma 

75 ma 

Gas 

Shield grid 

Hcjat/cr 

2050 

RCA 

650 

500 ma 

100 mat 

Gas 

Shield grid 

Heatcu* 

3D22 

RCA 

; 650 

6 , 0 amp 

.75 amp 

Gas 

Shield grid 

Heater 

FG-17 

GE 

2500 

2,0 amp 

0. 5 amp 

Vapor 

Triode 

Fila-mcuit 

FG-27A 

GE 

: 1000 

10.0 amp 

2 , 5 amp 

Vapor 

Triode 

Filament. 

FG-33 

GE 

; 1000 

15.0 amp 

2 . 5 amp 

Vai)or 

Trioch^ 

(pos. grid) 

H(Mitor 

FG-97 

GE 

1 1000 

2.0 amp 

0 . 5 amp 

Vapor 

Shield grid 

Filament 

FG-98-A 

GE 

180 

2. 0 amp 

0 . 5 amp 

Gas 

Shield grid 

Filament 

FG-178A 

GE 

310 

0 . 5 amp 

0. 125 amp 

Gas 

Triode 

Filament 

ELCIA 

Electrons, 

IllC. 

170 

2 . 5 amp 

0 . 40 amp 

Gas 

Triode 

Filament 


Iloater 

iK)wer 


(L3v 0,2 amp 
0 . 3 V 0 . 6 amr> 

{> . 3 V 0 , {] ami> 

(> . 3 V 0 , 0 amp 
G. 3 V 0 . 0 amp 
(>.3v 2. 0 amp 

2 . r>v r> . 0 amp 
5 . 0 V 4 . 5 amp 
5 . 0 v** 4 , f) amp 

2 . 5 V 5 . 0 atnp 
2 . 5v 5 , 0 amp 
2 . r>v 2.25 am|> 
2 . 5v , 0 amp 


* Averaged over 30 sec. 

t Higher currents allowed for operation at low anode potentials. 


Two basic tube constructions, triodes and tetrodes, are availalile liotli 
in inert gas and mercury-filled tubes. With the straight triode thyra- 
trons (types 884 and FG-67, for example), a relatively high grid current 
flows even before the tube fires. If such a tube is operated from a high- 
impedance circuit, this current may cause sufficiently high voltage drops 
in the input circuit to interfere seriously with the intended operating 
conditions. Because grid current will flow anyway after the tube fires, 
a protective resistor must be used in series with the grid to limit the grid 
current. If the value of resistance used is too large, the drop across the 
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resistor caused by grid current in the nonconducting state may even 
prevent firing. 

The shield grid thyratron (types 2050, 3D22, and FG-98, for example), 
was designed to minimize this grid current previous to firing. Such tubes 
have a somewhat different control characteristic and a relatively high 
grid impedance. It is possible to use a grid circuit resistance as high as 
10 megohms with the 2060 tube, whereas the rated maximum value for 
the corresponding triode, type 884, is | megohm. 

Mercury-filled tubes will operate satisfactorily only over a rather 
limited range of temperature because of the rapid change with tempera- 
ture of the vapor pressure of mercury in a saturated system. Tubes 
filled with a mixture of mercury and one of the inert gases are somewhat 
better in this respect. Where operation over a wide range of bulb 
temperature is necessary, tubes filled with inert gases are preferred. 
Most inert gas tubes now available can be operated between —50° and 
-1-9()°C. 

A further advantage of the inert gas-filled tubes is that having no 
liquid mercury, they are not critical as to operating position and only 
moderately sensitive to vibration, but no more so than vacuum tubes with 
similar mechanical construction. For instrument servo control, gas- 
filled thyratrons of the shield grid type are therefore recommended. 

One conseciuence of the finite grid circuit impedance of thyratrons 
is that wliere two tubes are driven from a single source of moderately 
high impedance and appreciable reactance, such as a coupling condenser, 
it is |)()ssibh’i for grid current of one tube to cause a bias to build up that 
tends to prevent the other tube from firing at its normal control point. 
This effect (or similar effects caused by feedback from the fired tube to 
the amplifier input) gives rise to a peculiar servo performance in which the 
apparent balanc.e point is different for the two directions of rotation. 
As the error signal is reduced, the servo approaches a balance point that 
turns out to correspond to an overshoot and gives a reverse error. In 
driving bae.k in the opposite direction a similar effect is present. TJnder 
these conditions, a control circuit and motor may hunt with an amplitude 
that cannot be controlled by varying the amplifier gain. The remedy 
is to isolate the grid circuits of the thyratrons for both directions of drive, 
to reduce common impedances, and to increase the individual series 
current-limiting resistors to reduce grid current. In some cases it may 
be desirable to drive the tubes for each direction from a separate isolat- 
ing tiilx^ or otherwise isolate the control. For example, the circuit of 
Fig. 12-27 has separate d-c grid returns for the two tubes. Further isola- 
tion can 1)0 had by increasing the series grid resistors from 100 to 200 k 
or even higher, by lowering the output impedance of the driving amplifier, 
or by using a final amplifier stage consisting of two tubes operated with 
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grids in parallel but with separate plate circuits driving each thyratron 
from the plate of one of these tubes. The two-null condition described 
is not a frequent occurrence, but it can be very confusing when encoun- 
tered unless the designer is prepared for it. It may also occur with other 
types of servo motor controls but has been discussed here because it 
is more apt to occur with thyratron controls. 

For the reasons discussed in Sec. 12T6, the use of full-wave drive is 
to be preferred where variable-frequency power supply is a requirement. 
Operation over a range of frequency of about 2 to 1 is possible if the phase- 
shift circuit is correctly chosen. For a much wider range of frequency, 
proportional control may be lost at the extreme supply frequencies. 
This may prevent proper stabilization. 



Fig. 12-27. — Circuit for thyratron bi- Fia. 12-28. — Circuit of 12-27 u.sod with 
directional control of motor armature from a-o error signal, 

d-c error signal. 


The problem of operation with high supply frequencies is important 
for airborne equipment because of the power supply economies at higli 
frequencies and particularly when engine— driven variable-!* requemey gen- 
erators can be used. To date, the tendency among designers has been 
to avoid the variable-frequency problem, if possible, by using 400 cps 
or lower power frequencies or, if necessary, by using other types of con- 
trol (such as relay control), obtaining motor power from the 28-volt d-c 
supply of the aircraft. A compact a-c operated servomechanism that 
is independent of power-supply frequency would help considerably in 
simplifying aircraft control and navigational equipment. 

It may be desirable for some applications to operate a motoi- directly 
from a high-voltage (110 to 220 volts or higher), d-c supply. *^l''hyi*atrons 
are desirable for control tubes in such an application because of their 
low internal voltage drop and high current-carrying capacity. 15ec,ause 
the thyratron grid normally loses control over plate current wlien the 
tube fires, special provision must be made to reduce the anode potential 
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when it is desired to extinguish the tube. In practice, the use of two 
thyratrons in an inverter circuit offers the best approach to this problem.^ 
Basically such circuits operate so that when the nonconducting tube 
tires, it causes the anode potential of the conducting tube to drop below 


bias sujDply 



A-c Power 
— o 


Load 




Alternate load connections 
Fia. 12-29. — A basic thyratron motoi-control circiiit. 


the extinc.tion point and causes a transfer of load current to the first 
tube. Interconnection with suitable time constants makes the process 
automatic, ally repetitive. By injecting control signals of suitable nature 
and l)y use of auxiliary control 
tubes, the action of the inverter 
may be controlled to vary the load 
power. 

Huch devices are primarily 
suitable for somewhat higher pow- 
er appru‘.ations than those of this 
cliaiit-er. For most instrument 

servos the use of vacuum tubes, Fio. 12-30. Basic motor-control circmtmth 

, . . cathode load. 

grid controlled by a d-c error volt- 
age, will bo the best way to operate a motor directly from a high-voltage 
d-c supply. For low-voltage supplies, direct relay control may be used 
to ad V ant a, go. 

12-18. Practical Thyratron Motor-control Circuits. — Figures 12-29 and 
12-3() show the thyratron circuits on which are based most of the other 
circuits given. A relatively small change of grid voltage is sufficient to 
cover the full range of motor power for normal values of lagging a-c grid 
bias. Motor speed is controlled principally by the transformer voltage, 
gcnun-ated back emf, load friction, and the friction losses in the motor. 
If the motor load is put in the cathode circuit of the thyratron, a higher 
degree? of speed regulation is obtained, particularly if the load consists 
of only tlu? motor armature. The point in the a-c cycle at which the 

1 See, for example, Ileich, op. cit., Sec, 12-44. 
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thyratron fires will depend, on the d-c grid-to-cathode voltage while the 
tube is nonconducting; and with the motor in the thyratron cathode 
circuit, this depends directly on the generated emf, a quantity approxi- 
mately proportional to speed. Hence, the motor speed will be almost 
proportional to the error signal. This characteristic is highly desirable 
from the standpoint of both servo stabilization and the linearization of 
motor characteristics that it provides but does require high gain and swing 
in the error signal amplifier. 

Figure 12-31 illustrates two adaptations of the basic circuit of Fig. 
12-29, designed for half-wave armature control of a separately excited 
field motor with relatively high-impedance armature operated at 100 
to 115 volts direct current. The circuits of Fig. 12-31 fl,oat at the out- 



put potential of the d-c error amplifier, while that of Fig. 12-27 can be 
tied down by grounding the center of the resistor divider across the 
motor. The outstanding characteristic of circuit of Fig. 12-27 is inherent 
speed control obtained by cathode feedback of half the ai*.matiire voltage. 
If lagging grid bias is used, motor speed will be roughly proportional to 
error signal up to high speeds. This feature together with rapid response 
to changes in the error signal makes the circuit capable of surprisingly 
smooth and linear servo performance with a minimum of additional 
stabilization and goes far to make up for the disadvantages of half-wave 
drive. Reversal of rotation can be extremely rapid with this circuit, as 
armature voltage adds to the transformer voltage on reversal, providing 
extra current for stopping and reversal. Power output is about 0,003 
hp for the Elinco^ Midget B-35 or PM-l-M permanent-magnet field 
motor and 0.005 hp for the Elinco B-64 motor which has a lower-imped- 
ance armature and a 28-volt wound field. These figures are for a 400- 
cycle design, higher outputs can be secured at 60 cycles. The input 
signal for maximum speed is high, from 125 to 150 volts d-e grld-to-grid 

but this value can be obtained with 6SL7 or 6SN7 amplifiers and offers no 
serious difficulties. 

A circuit for bidirectional full-wave thyratron control of split-series 

1 Electric Indicator Co., Stamford, Conn. 
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motors is shown in Fig. 12-32. Care must be taken to prevent both sets 
of drive tubes from firing together, as the resultant field flux in the split- 
series fields will then cancel and cause the motor torque to fall to zero. 
This circuit has inherent speed control characteristics because of the 
motor armature voltage feedback to the grid circuit. This contributes 
to the stability of this servo. 


Fui. 


11 ^ 


<jismsu 


< 16.5V ?> 




[-A/V^v 


r 

B 



12-32. — Push-pull l)i(lirectioual thyratron control circuit for Elinco MS-2 or FB 

split-sories motor. 


The chief disadvantage of the circuit of Fig. 12-32 is the fact that it 
floats above ground at a potential determined by the amplifier output 
level. The motor must therefore be insulated for appro^dmately 200 
volts, and insulation failure will disrupt the drive circuit operation. 
This difficulty can be avoided either by use of a d-c amplifier with an 
output at ground potential in the absence of a signal or by the use of 
a-c amplifiers driving the thyratrons. With either of these arrangements, 
the thyratron cathodes and one end of the armature can be grounded. 
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Direct current amplifier output at or near ground potential requires a 
negative power supply and may require an appreciable gain reduction. 



error input 


Fig. 12-33. — Bidirectional push-pull thyratron luotor-control circuit with a-c error 
signal for split-series motor. Out-of-phase bias is supplied by networks N i, Ni, Ns, and 
Ni. 


Level changing circuits are discussed briefly in Chap. 3. The use of a-(^ 
error signals eliminates the problem of d-c amplifier drift and by the 



Pig. 12-34. — Unidirectional full- 
wave thyratron control of d-c motor, 
using a-c error signal. 


use of suitable transformers may be 
adapted to most drive circuits. Fig- 
ure 12-33 illustrates a-c drive to a 
push-pull circuit for split-series motor 
control. The use of transformers for 
both the error signal and the out-of- 
phase grid bias is cumbersome, and it 
is preferable to derive this bias dir-ectly 
from the high-voltage plate trans- 
former through the use of a phase- 
shifting network. 

Where unidirectional operation is 
desired, or where the motor connec- 
tions can be satisfactorily reversed by 
a switch or relay, the push-pull circuit 
of Fig. 12-34 is useful. It is suitable 
for control of series motors or for arm- 


ature control of separately excited field or permanent-magnet field motors. 
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While a variety of circuits that may be used for thyratron motor control 
have been presented and many more are possible, choice of a specific 
circuit for a particular application will be simplified by the small number 
of suitable circuits that will remain after available motors, power supply 
sources, j^ower transformers, and error signals are considered. 

Exj)ericnce shows that it is nearly always profitable to experiment with 
the filtering to the motor. With bidirectional push-pull circuits it may 
also be desirable to return the thyratron grid circuit to a tap across the 
motor armature to obtain a small amount of negative feedback. Such 
feedback, particularly if through an RC circuit, helps to make the grid 
voltage slightly more negative than normal should all four tubes fire 
for any reason while the motor is at rest, without seriously afiecting the 
control characteristics; it accordingly helps to reduce power dissipation 
in the motor for low values of error signal. 

12-19. Vacuum-tube Control of D-c Motors. — Hard tubes can be used 
for direct control of nearly all the types of instrument servo motors for 
which thyratron control is possible. Circuit details and efiaciencies are 
different for vacuum tubes, however, and it will be seen that they are 
best suited to certain motor types and operating requirements whereas, 
for other requirements, thyratrons are preferred. Several character- 
istics of vacuum tubes are of direct interest in this connection. Among 
these are the relatively high internal plate circuit voltage drop and, for 
triodes, the amount by which this tube voltage drop changes with the 
current through the tube when bias conditions are held constant. For 
control purposes the triode connection is generally used to minimize 
static plate resistance and to avoid the constant-current characteristics 
(high dynamic resistance) of the tetrode or pentode connection.^ Exam- 
ples of tubes used for d-c motor control are the triode-connected 6L6 
tetrode, which can be driven for short periods to 100 ma at a 100-volt 
internal drop if the grid is driven 7|- volts positive, giving a drop under 
this condition cciuivalent to 1000 ohms in series with the load, and the 
2A3-G and 0B4 which will have about the same voltage drop at zero 
bias. Unfortunately, these are filamentary types; and although suitable 
for stationary applications, are unsatisfactory for mobile, portable, or 
airborne eciuipment. In addition, separate filament transformers may 
be required for each tulje in some circuits, whereas heater-type tubes 
(Uin witlistand 100 volts or more heater-to-cathode potential difference 
and hence can use a common heater supply. 

One interesting tube type is the 6Y6G which has an unusually heavy 
c.atliode j\.nd will pass 110 ma when triode-connected with an internal 

' PcDiodc; drive circniits are sometimes used to reduce the time constants of high 
inductance loads. 
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drop of 100 volts with the grid about 9 volts negative. Some grid cur- 
rent flows even then, but the resulting loading is not serious. The maxi- 
mum plate and screen voltage ratings are rather low, 220 and 150 volts, 
respectively, and may prevent use of the tube where high supply voltages 
are necessary because of load impedance or generated back emf in cathode- 
lead circuits. 

A new tube type, the 6AR6, made by Western Electric, Tung-Sol, 
and Hytron, combines the high cathode current of the 6 YOG with the 
higher anode and screen voltage ratings of the 6L6 and offers good possi- 
bilities for improving both the efficiency and power-handling abilities 
of small hard-tube servo-motor controls. 

A second new tube, the RCA-6AS7-G, offers still greater possibilities. 
This tube, shown in Fig. 15-28, is a low-g power twin-triode designed 
particularly for use as a series regulator tube in power supplies. It has 
the following continuous maximum ratings for each triode unit: plate 
voltage, 250 volts; plate current, 125 ma; plate dissipation, 13 watts; 
heater-cathode voltage of either polarity, 300 volts; amplification factor, 
2.1; plate resistance, 280 ohms; transconductance, 7500 /xmhos; and heater 
drain, 2.5 amp at 6.3 volts. The plate drop for 100 mils at zero bias is 
only 30 volts. The glass envelope is the ST-16 size, with a medium shell 
octal pin base, the same size as a-6L6-G. Availability of this compara- 
tively new tube may be expected to increase greatly the use of hard-tube 
control of small d-c motors. 

A well-known characteristic of vacuum-tube control which shouhl 
not be forgotten when designing this type of circ,uit is the grid current 
that flows in power tubes such as the 6L6 when the grids are driven posi- 
tive enough to allow the tubes to pass the heavy current required for 
motor control. A second characteristic, of less practical importance, is 
the greater control-voltage range that must be used to operate vacuum 
tubes, as compared with thyratrons, if the entire range from maximum 
rated power to cutoff is to be covered. For a tube such as thc^ 6L6, for 
example, a 40- to 50-volt change in grid bias may be lUHa’issa.ry to clover 
the full current to cutoff range, whereas with a 2050 type lliyratron, a 
change in grid bias of roughly 25 volts is sufficient, the exact value Ixung 
determined by the amplitude of the a-c out-of-phase bias. It is m.t, 
important, however, that a vacuum tube be completely cut off if used in 
a bidirectional control circuit where the current flowing in another tul>e 
may counteract the effects of a tube not being completely cut off. The 
statements of Sec. 12-16 with regard to the use of rectified alternating 
current for d-c motor drive apply directly to vacuum-tube control. 

Practical Circuits for Vacuum-tube Motor Control . — A motor tliat i.s 
relatively easy to control with vacuum tubes is the split-series unit. 
Figure 12-35a shows a basic circuit for vacuum-tube, control of a split- 
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series motor from an a-c supply using half-wave rectification. Figure 
12-356 shows the same basic circuit changed for full-wave operation. 
It requires less filtering than does the half-wave circuit. If a-c control 
signals are used, they must be fed through transformers or converted to 
direct current in a previous stage. The full-wave circuit permits higher 
mechanical power output for the same motor temperature rise. 



Fig. l2-»r>. Control of Bplit-series d-c motor by vacuum tubes, (a) Half-wave drive; (b) 

fiiU-wave drive. Either d-c or a-c error signals may be used. 

Figure 12-36 gives circuit details for a velocity servo that uses push- 
pull 61 S's for the motor control. The Elinco B-50 motor is conservatively 
rated at 0.003 hp when operated at 115 volts direct current. As used in 
this cirtniit, a peak mechanical output of the order of 0.005 hp is obtained. 
It is of interest here, however, to consider the operation of the motor- 
control circuit. The high-gain amplifier and the tachometer and poten- 
tiometer input and output data devices provide a continuous d-c error 
signal to the drive circuit to bring the motor nearly to the desired speed 
rapidly and then provide drive to the 6L6’s in the form of pulses corre- 
sponding to the tachometer ripple. The amplifier is essentially saturated, 
and the drive circuit is turned full on at the peaks of these tachometer 
ripple pulses. The fraction of the time that the drive circuit is tuned 
full on depends on the voltage difference between the tachometer-gener- 
ator output voltage and the speed control or input potentiometer voltage. 
This provides effectively a proportional control circuit with the average 
motor power varying smoothly to give the desired motor speed. A note 
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of caution must be interjected here. In some other circuits, recovery 
from saturation on tachometer ripple may be too slow, with the result 
that the amplifier is completely blocked and hence becomes very ineffec- 
tive. Therefore this must be used carefully. 

It is possible to use armature control with hard tub(';s instead ol 
thyratrons in the circuit of Fig. 12-27. The inherent spinvl regulation 

1 lOv 60 cps 



obtained is poorer for the vacuum-tube circuit because f-lu^ voltage 
impressed on the armature during the driving half eyede is awa-agt'cl with 
the motor back emf during the nonconducting half cy{de and fed l)a(^k 
into the grid circuit. Since the driving voltage feedbaedv is higluu* for 
heavy loads and tends to reduce the drive, larger error signals tirc’i TKH'es- 
sary to get maximum power from the motor, and top specul drops inorc’^ 
with increasing load than for a circuit using thyratrons in whi(‘h the* 
thyratron firing point is affected only by the armature volt age just before*, 
current flows into the armature. Special a-c bias is not luu-cssary for 
smooth control. 

Figure 12-37 gives circuit details of a vacuum-tul>e motor-control 
circuit for a velocity servo used in a laboratory test inst:-ruin(‘nt. A com- 
plex limit-switching circuit allows push-button control of on-orf ami 
reversal. This circuit controls a large (for instrument use) shunt-type 
motor, the Bodine NSH-12, with push-pull parallel driv(‘ to tlu’; a,rniat,uri* 
and reverses the direction of motor rotation by reversing l)oth the motor 
armature and the tachometer-generator output, '’khe motor fitdd in 
excited from the high voltage d-c amplifier plate supply. Pa.rasit i<* sup- 
pressors such as 25- to 50-ohm resistors or small chokes sliunt t*d by 
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Fig. 12-37. — Eange-tracMng calibrator servo. 
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resistors may have to be inserted in the 6L6 screen leads to prevent 
oscillations. In other respects the control circuit offers no unusual 
difficulties. 

One point may be mentioned here which bears on the quality of speed 
regulation that can be obtained from a circuit of this type. A small 
amount of commutation and slot ripple will appear in the generator 



Fig. 12-38. — Basic circuits for bidirectional field-control of d-c motors with vntuium tubes. 

output. If the generator is incorrectly ‘‘phased” witli respect to the 
motor, its ripple voltage may combine with the variations in motor 
torque because of motor commutation and armature slot lock to cause 
periodic variations in speed. The effect is greatest at low speeds and 
is particularly bad if it is desired to operate below 25 to 50 rpm. A 
reduction of this effect by a factor of 5 or more may often be obtained 
by rotating the tachometer generator relative to the motor a few degrees 
at a time until the smoothest operation is secured. 

A difidculty that may be hard to trace is erratic operation caused by 
a slipping coupling between motor and generator. This usually causes 
fluctuations in speed or failure of the speed-control (‘ircuiit to function 
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at all, with the motor running away if unloaded. Reversal of the 
tachometer leads will also, of course, cause loss of control of motor speed, 
but this is an easy error to locate and correct. 

Another important circuit for hard-tube control of d-c motors uses 
field control of a motor having a separate field winding for each direction 
of rotation. Figure 12*38 shows the basic circuit. Field-controlled 
motors are normally characterized by increase of speed as field excitation 
drops and by reduced torque at high speed. The most practical com- 
pensation for these effects is control of the armature current by a ballast 
tube or other constant-current device. Saturable-reactor control of a-c 
power to an armature supply rec- 
tifier has been used successfully to 
secure constant armature current. ^ 

For many purposes approxi- 
mate control of armature current 
by use of a high-voltage supply 
and a fixed series resistance large 
with respect to the armature re- 
sistance will suffice, giving a grade 
of current regulation intermediate 
between that of a series ballast 
tube and no compensation. This 
arrangement, of course, is ineffi- 
cient because of the relatively 
large amount of power that is dis- 
sipated in the series resistance. 

When no compensation is used, 
the armature must be fed from a 
very low voltage supply to prevent 
excessive dissipation in the ab- 
sence of field excitation. This 
results in low maximum speed and does not normally give a usable con- 
trol. Figure 12*39 shows speed-torque curves for a typical field-controlled 
motor with and without armature current control. 

Because of the relative scarcity of motors suitable for field control 
and because of the attractive features of this method of control, descrip- 
tions of several motors together with circuit information, where available, 
are shown in Table 12*3. A Servomechanisms Laboratory report^ covers 
the factors involved in the choice and design of field-type motor control 
for servo applications in the 75- to 100-watt power output class. 

1 Fundamental Studdes in Servomechanisms, Vol. II, Part 3, MIT Servomechanisms 
Laboratory, September 1943, p. 42. 

2 Ibid. 



Torque in oz-in. 


Fi a. 1 2 • 39 . — Torque vspeed character- 
ifstics of Holtzsor Cabot RBD-()8()8 field- 
controlled d-c motor. 
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An early and successful design of a motor intended specifically for 
field control is the British Velodyne, which is a split-field motor and 
tachometer generator mounted on one shaft, designed specifically for 
velocity-servo applications. As normally used, the motor fields are 
controlled by the output of a high-gain amplifier. Input to the amplifier 

consists of a d-c voltage represent- 
ing the error in instantaneous 
speed as compared with desired 
speed or the integi'al of this ipian- 
tity. The Velodyne circuit is dis- 
cussed further in Sec. 12-13. 

Figure 12-40 illustrates the ap- 
plication of the Velod 3 me for speed 
control. 

Series armature resistanc.e is 
used to hold the armature (uirrent 
nearly constant over the range of 
speed of operation. The control 
tubes, British type VT-75’s, are 
approximately e< p i i val en t t( » 
American type 0L6 tubes, l^ro- 
Fig. 12 - 40 . — Block diagram of British tective I’csistors ot 5()()() t)lnns are 
Velodyne circuit. shunted across the field to re<luce 

the surge voltage developed when field current is cut off. 



Table 12-3 shows the most important characteristic's of several size.s 
of Velodynes and motors without tachometer generators. 

Another field-control motor that is particularly useful lor instrument 
servo applications is the Holtzer-Cabot type K.B1.)— 0808 unit, riu'cuitly 
designed for the Radiation Laboratory for airborne computer use and 
shown in Fig. 12-17. Normal full-on operating conditions are 6 rna in 
either 8000-ohm field and 28-volt armature supply with a scu-it's )>allast 
resistor to hold armature current at 0.8 amp. Xhider thes(^ c.ondithnm 
a torque output of 0.9 to 1.0 oz.-in. can be maintained up to aj)i>ruxi- 
mately 8000 rpm. At this speed, the power output is 0.007 hp, com paring 
favorably with that of the larger d-c and a-c motors. ldgur(‘ 12-30 
shows speed-torque curves obtained for this motor with full fi(dd c^xcit.a- 
tion under several armature supply conditions. 


Because of the low field current necessary at full power, this motor 
can be driven with the fields directly in the plate (circuits of any small 
repeivmg-type triodes such as the 6J6or 6SN7 types, and (‘onscKpiently a 
mimmum of d-c power is required for the amplifier. Idic cliicf dra,wbiick 
of such a motor design in a small unit is the expense of manufacturing 
such a high-impedance field with suitable insulation and suffadtaiflv 
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well sealed to prevent moisture from penetrating the windings with sub- 
sequent corrosion and failure. The motor described has hermetically 
sealed fields. 


Table 12-3. — Motors for Field Control* 



Hughes 
MIOMKII, 
MK III 

Hoover 
type 86 

British 

Thomp- 

son- 

Plouston 

type 

Bd-136 

Hoover 

type 

73 

1 

Scophony 
Hoover 
type 74 

Hoover 

type 

88 

Motor arrn*, ami^. . . . . 

1 . 55 

0.2 

80 

None 

None 

17 

0.08/4000 


n 0 

i 

1.25 

45 

38/6000 

16 

0 't 

Pield, 

10 

■yt . 0 

100 

200/4000 

PM 

135 

0 . 3/4000 
0 . 049 
50/2000 

u . z 

80 

60/2000 

95 

17 

0.08/4000 

0.00356 

180/2000 

9000 

1 

5 

80 

56/2000 

350 

Tachometer arm., v/ri)m 

Pield, ma 

7 , 5/2000 

PM 

Stall torQue, 025 -in. , 

0 . 9 

Power rating, hp at rpm 

Moment of inertia, arm., , 

0.0120/0000 

\ 1 i 

0.08/4000 

0.00356 

2. 1 

0.015/6000 

Back emf arm, full held, v at rpm. 

10/3000 


U . UUUo 

Max. acceL, rprn/scc 

15000 

1200 

4400 

onnn 

6000 


yuuu 

1 



Hughes 

M 15 

General Elec- 
tric, Ltd.-min, 
servo motor 

FHM 

Ltd. 

Holtzer- 

Cabot 

RBD0808 

Dumore 

KBt 

Oster 

ES-l-lJ 

! 

Motor arm., amp ' 

4 5 

1 

4.0 ' 

10 

2 5 

n ft 



Pield, ma. 

10 

1000 

2()0/4()()0 

180 

48 

0.2/6000 

6 

None 

None 

1.0 

3 .4 X 10 


.... 

Tachometer arm., v/x'pm 

None 

N one 

None ' 

None 

None 

None 

None 

Field, nia 

None 

Stall torQue, 025-in, 

1 . () 

Power rating, hp at rpm 

Moment of inertia, arm., . . 

0.015/3000 

0 . 0053G/C)()()0 
1 



Back emf arm, fall field, v ui rpm. 


14/(>000 

10,000 

58/3000 




M ax. accel. , rpm /hoc 


46,000 









* Mannfa,cfcur<n-8: (BiiliMli) IliiTiry IIviKhca nrul Sons, Barkingsidc, Essex; Hoover, Ltd., Greenford, 
Middlesex; Sc.ophony, Ltd; Britisli Thotniwon- Houston, Ltd., Rugby; The General Electric Co., Ltd., 
Witton, Birniinghani; Friu-tioiial llorHcpower Motors, Ltd.; (U.S.) Holtzer Cabot, Dumore and Oster. 
t Fields rowouiul 32.'")0 turns each of No. 37 wire. (See MIT Servomechaniania Report, loc cit). 

J Fields wound with 4000 turns each of No. 30 wire. (See MIT Servomechanisms Report, loc cit). 

Induced voltagcts up to several thousand volts may be developed 
across the highly inductive control windings of field control motors when 
the field current is cut off for reversal. To prevent breakdown of the 
insulation, some shunt protective device should be used to limit the 
voltage rise. For small motors, it is practical to shunt each field winding 
with a fixed resistor. This is recommended for the Velodyne motor 
control where a value of 5000 ohms shunted across the fields had been 
found satisfactory. Alternatively, this problem may be solved by the 
use of one or more neon lamps in series, with a striking voltage enough 
'higher than the normal TR drop in the field coil to break down only when 
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excessive voltage is developed. For larger units nonlinear resistors of 
the thyrite or germanium crystal type may be shunted across the fields. 
It is also possible to use a diode connected to act as a short circuit for 
the induced emf. With any of these provisions care must be taken to 
avoid loading the field in such a way that the time constant for flux decay 
becomes excessive. A compromise between voltage limitation and flux 
High current low voltage selenium decay time constant is usually de- 

sirable. 

In practice, vacuum-tube con- 
trol usually has been restricted to 
conventional split-series motors; 
until recently there have been few 
low-power motors suitable for field 
control or few tubes ideally suited 
for controlling standard motors. 
By contrast, suitable split-field 
motors are relatively cheap and 
are available from a number of 
manufacturers in a wide range of 
sizes. Unless high-i m p e d a n c e 
motors can be secured, hard-tube 
control is generally uneconomical. 
The practical minimum imped- 
ance for reasonably efficient direct 
vacuum-tube control of small mo- 

rectifier control circuit for split-series d-c toiS is prol)iIlbly ctl lluOUtr ttlO IK)** 

motor. volt appliance motor level. 

Control requirements may permit the use of circuits for unidirectional 
drive only. For velocity servos, unidirectional drive is often adequate; 
for smooth output, even though the reverse control circuit should be 
connected for best transient response and perhaps also for extremely 
low speed operation. 

Another possibility for d-c motor control by vacuum tiibes is the use 
of an a-c anode supply for the power-control stage, with transformer 
coupling of the a-c output to selenium or copper oxide rectifiers supplying; 
a motor. Figure 12-41 is an example of this type of circuit. This IjaBie 
circuit allows the use of a low-impedance motor with high-i mpedani*,e 
vacuum-tube drives; the impedance matching is done l)y the transformer. 

Hard-tube control of a d-c motor from a d-c source as illustrated in 
Fig. 12-42 may have advantages for some applications, for example', 
where independence of power-supply frequency is essential, filie reciuire- 
ment of rectifiers and filters to provide a sufficiently low imx)edancc'' source 
usually limits the use of this type of control to low-power appli(*.ati(>nH 
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+250v or higher 



or those with very special requirements. If only one d-c bus is available, 
a split-series motor must be connected in the cathode circuit of the drive 
tubes for bidirectional drive or the motor must be run with all its termi- 
nals above ground potential. If the 
motor is placed in the cathode circuit 
of the drive tubes, a high grid-driving 
voltage is required to overcome the back 
emf of the armature. 

12*20. Relay Control of D-c Mo- 
tors. ^ — This section will consider motor 
controls in which the power supplied 
to d-c motors of either the permanent- 
magnet or wound-field type is controlled 
by relays. The principal advantage of 
this method of power control is that the 
power may be taken directly from a low- 
impedance d-c source, making unneces- 
sary the heavy and expensive power 
transformers, rectifiers, filter chokes, 
etc., that are otherwise needed to supply 
and control power to a d-c motor. The 
principal disadvantage is that smooth- 
ness and linearity of control are more 
difficult to achieve with relay control than with other types of control, 
although not at all impossible, and relay life may be short unless great 
care is taken. Methods for getting smooth linear and reliable relay con- 
trol operation will be described. 
Erratic relay operation is some- 
times encountered and has been a 
serious limitation in a few appli- 
cations. 

Relay servos may be divided 
into two convenient categories: 
“on-off” control, in which power 
to the motor is roughly constant 
but of polarity corresponding to 
the polarity of the input error sig- 
nal to the amplifier, as shown in 
I^ig. 12-43, and “proportional” 
control in which the power, averaged over a time that is short compared 
with the mechanical time constant J /f of the motor, is roughly propor- 
tional to the input error signal, as shown in Fig. 12-44. Both figures are 
^ Section 12-20 is by W. D. Green, Jr. 


> D-c differential error signal 

Fig. 12-42. — Circuit for vacuum- 
tube control of split-series motor from 
d-c power supply. 
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vGry aipproximat© rGpr6S6iit3>tions of ijli© SjCtual cfiEtrixctoi isticb louiici in 
relay servos. 

The first type, on-off, is usable only in rather low quality servos, where 
• j •_ +r\ or wliei’e the accuracy require- 

ments are such as to allow a dead 
space large enough to permit the 
motor to coast to a stop before 
power is applied to reverse it. 
Electrically operated brakes have 
been helpful in making this type 
of servo useful, by reducing the 
distance that the motor coasts, 
after power is turned off. 

The second type, proportional 
control, when i;>rc)perly designed, 
can be used in almost any instrument servo application. One way of 



achieving proportional control with relays is represented by the Westing- 
house Silverstat. This is a relay device with a series of moving contacts 
arranged so that the number of contacts closed is proportional to the 
current through the control coil. This device can l)e utilized for i,>ro- 
portional control by using the contacts to short-circuit the resistance in 
series with the motor, using one Silverstat for each direction of rotation. 



(a) Alternate pulses of opposite polarity (b) All pulses of same polarity 

Fig. 12-45. — Typical (idealized) power waveforms for proportional control by variation of 

pulse length. 


Perhaps the best method for proportional control is tliat in wliich 
power is supplied to the motor in a series of pulses of duration sliort 
compared with the mechanical time constant to the motor, so that the 
average power is proportional to the length of the ludse. by 

making pulse length proportional to error signal input, it is possilde to 
achieve proportional control. There are two iiossibiliticis h<‘re. ( )n€’i is 
that power can be applied to the motor first in one direction, then in tlm 
other, so that the effective power is the difference IxdAVc'.eii tiie two 
(see Fig. 12-45). This method wastes power and heats tlie motor, so 
it is usable only where the power involved is small or the efficiency of t-hc 
motor and control is unimportant or where a suitable filter may be used. 
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1 liG feGCOiid. possibility is that the two pulse lengths be nearly zero for 
zero power, with the proper pulse increasing in width depending on the 
amount and polarity oi net power that it is desired to apply to the motor. 
This action can be achieved in the following way; Consider a pair of 

single-pole, double-throw relays, o ^ 

connected as shown in Fig. 12-46. 

It can be seen that if both moving p- ^ j w ^ ^ 

contacts Ci and Ca are against I ^ 

fixed contacts ax and or against <^i 6 aa 

fixed contacts bx and 62 , respec- I I Ca 

tively, there is no voltage applied ''61 

to the load. If, however, (7i is 

against hi and Ca against aa, the i 

voltage E is applied to the load. | 

Similarly, if C i is against ax and Ca | t — 1 : 

against 63 , the voltage E is again ~ ~~ ~ 

. , ,, . ® Fig. 12-46. — Contact connections for bi- 

applied to the load, but in the op- directional control of d-c motor with two 
posite direction. Now consider relays. 

what happens when Cx and Ca are caused to move back and forth between 
ax and 61 and aa and & 2 , respectively. If both move from a to 6 at the 
same time, no voltage is applied to the load; but if Ci preceds Ca, voltage 
is applied for the period that Ci is at ai and Ca is at 6 a. This is shown 
graphically in Fig. 12-47. 

As a means of obtaining the action described above there may be used 

two currents ix — idci -b I sin %rft 
at^°ontact ^'2 == ~ I sin 2'irft flowing 

61 ^ 'rrs - in the coils of the two relays, re- 

spectively, where idc^ and are 
at contact I j fixed currents and I is the ampli- 

^2 62 I ' ' |, j=^ tilde of the sinusoidal current flow- 

j I { ing in both relays. This is illus- 

— — tratcd in Fig. 12-48. The circuit 

on load __ is shown in Fig. 12-46. The con- 

firne "t^cts C will move back and forth 
,, ... /_ . , , between a and 6 . If idci is in- 

coutactw in <'-outrol circuit for bidirectional CrctLSGQ 2X11(1 idc^^ IS dccrCOjScd, Ci 
control of d-c motora. move to ai before Ca moves to 

aa. Furthermore, Cx will remain at ai longer than Ca will remain at aa^ 
The result is a series of pulses, at twice the flutter frequency, of duration 
roughly proportional to the difference between idex and ida- The exact 
relation is a function of idci, idcn, I, iov, f, and the resonant properties 
of the relays. A simple analysis, neglecting the mechanical character- 
istics of the relay and assuming that the control currents in the two relays 


Voltage tti 
at contact 


Voltage aa 
at contact 
C2 62 


Time 


Voltage 
on load 


I''xa. 12-47. - Voltage waveforms at relay 
contacts in control circuit for bidirectional 
control of d-c motors. 
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are symmetrical with respect to the average of the operating and release 
currents (idc^ + W = iop + ire), leads to a characteristic somewhat like 
that shown in Fig. 12 •49a. 



If idc^ and idc, were symmetrical about the average of and ire, tlie 
resulting pulses of power to the motor would be of equal width. 
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and 


t'op V^rc '^dcj j 

iop idci ~~ (^re ^dci)j 

tz — = ti — ti, 


P 

X avK 



P 

nia.x • 


In Fig. 12*49 a plot of power applied to motor vs. differential control 
current idcx — ida is shown. The part of the curve labeled a is a modified 



{a> Control currents symmetrical about average 
of operate and release currents. 



(6) Control currents asymmetrical with respect to 
average of operate and release currents. 

Fig. 12*49. — CharacterLstics of proportional control with relay. 

sine function. Part b is an abrupt increase which occurs when — I) 
becomes greater than ire. and -h /) become less than io^>. If the ido 
currents are not symmetrical with respect to the mean of the operating 
and release currents, there will be two such discontinuities in the char- 
acteristic, as shown in (5) . Pait c of the curve represents full power applied 
to the motor. The magnitude of part b is the full magnitude of c times 

2 cos~^ ^1 — i"?- Consequently, I must be large compared with 

(iop — ir.) if it is desired to extend the proportional control to its limit. 
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A.S ©iiipliQjSizcd. provioiislyj this is & soinsw^hsit ov©rsiixiplifiGci fljU^ilysis. 
It s©rv©s, how©v6rj to outlin© th© gGnorsI philosophy of this typ© of 
control. A not© r©g 3 >r(iing th© ©ff©ct of th© fiGcjticncy f is in oiciGr. 
Becaus© of th© in©rtia of th© moving contacts, som© time must be spent 
between fixed contacts, so that, at higher frequencies, a smaller propor- 
tion of th© time is available for power. Also, the mechanical motion of 
the contacts in general will lag in phase the driving current in the coil , 

this effect increases with frequency but is com- 
plicated by resonance phenomenon. It should also 
be pointed out that characteristics of the same 
model relay may differ appreciably from one unit 
to the next, which further complicates anal^^siw. 
It is possible to use waveforms other than sinu- 
soidal to cause the relay contacts to vibrate. 
Because ordinary relays are relatively slow moving, 
a special, fast-moving relay is desirable for the type 
of use described above. Such a relay is the West- 
ern Electric D-168479, known also as the typo 80. 
This is a single-pole double-throw relay, whose con- 
tacts are enclosed, under pressure, in a sealed-glass 
cartridge. A sketch of this relay is shown in Fig. 
12-50. The contacts are wet with mercury, whicdi 
ensures large contact area, reduces bouncing of the 
contacts, and enables the unit to handle largo 
currents. The moving contact, which is fixed at 
the lower end, touches a pool of mercury, which, by 
a wetting action, deposits itself in a thin film over 
all the contacts. The magnetic field that acdaiates 
the relay is applied longitudinally. The coil wind- 
ings are in the form of a hollow cylinder, inside 
which the glass cartridge is jrla(*,ed. The wliole 
assembly is placed in an o<5tal base metal tube', 
resembling very closely a metal 6V6. As sup- 
plied by Western Electric, these relays have two coil windings, ho 
that the d-c control current can be applied through one and an a-c 
‘'buzz'’ current through the other. However, there is no reason why 
the two cannot be added electrically, and it is a common prac-tic-e to 
use the two coils in series. This relay is capable of operation at fre- 
quencies in excess of 100 cps and of controlling instrument scwvo motors 
of all sizes. It is necessary to go to some lengths to protect, tlu^ (U)nta(d.H 
when large powers are involved. There are two principal metliods for 
making the contacts vibrate. One is that suggested above, in wliich 
some external source of alternating current is used to vary the currcuit 



Fig. 12*50. — Western 
Electric D-168479 mer- 
cury contact relay. 
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ia the relay coil. This external source can be a separate oscillator: 
or where 60 cps is the power frequency, a 6.3 volt filament supply may be 
used for this purpose. The a-c can be applied directly to the relay 
coils, or it can be introduced at the grids or cathodes of the amplifier. 

A second method, especially useful if a suitable source for a-c is not 
already present, or if economy of weight, size, or even expense demands 
that parts be kept at a minimum, is that in which, by suitable regenera- 
tion, the relays are made part of a self-oscillatory circuit. This circuit 
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Control coil 


Fro. 12-51. — AN/APA-46 antonua-control servo using two mercury contact relays. 


Iiears considerable resemblance to an ordinary doorbell or buzzer. 
Again, this can be accomplished through connections either to the coils 
or to the amplifiers. Figure 12-51 shows circuits for achieving this self- 
oscillation. It can be seen that if the grid is at a potential such that cur- 
rent through the relay coil is somewhat more than enough to operate the 
relay, the relay will operate, raising the cathode potential and, through 
condenser Ci, the grid potential. Ci will discharge through Rx, and 
the potential of the grid will drop, reducing the plate current until 
the relay releases. Wlien this occurs, the cathode potential is reduced, 
as is the grid, through Ci, but again Ci charges, and the grid potential 
rises, increasing the plate current, and the relay again operates. This 
oscillation continues at a frequency dependent on RxCx and also the 
mechanical and electromagnetic time constants associated with the relays. 
This type of circuit was used quite successfully in the AN/APA-46 
antenna servo, ^ where this arrangement was used on both halves of the 
differential amplifier driving the i-elays. The equipment is shown in 
1 Designed by Radiation I.aboratory, produced by Thomas B. Gibb Co., 
Delavan, Wis. 
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Fig. 12*52, and the circuit is shown in Fig. 12*53. It is true that the 
signal changes the oscillation slightly, but this is of no great importance. 

With these relays, there is invariably a very short period of bridging 
between the two fixed contacts as the moving contact changes from one 
fixed contact to the other. Suitable means must be provided to limit 
the current that flows under this condition. This action also modifies 
slightly the operation of the buzz circuit described. 



Fio. 12*52. — AN/APA-46 airborne radar antenna-control servo. 


In spite of the fact that the response of the relays system described 
is not so rapid as vacuum-tube or thyratron control, it is much more 
rapid than the motor in the usual circuit and hence gives smooth and 
fairly linear control of motor power. The use of relays in the mannt^r 
described has little effect on the design of the rest of the servo. 
worst limitation of relay servos has usually been a tendency toward 
erratic operation of the relays. The self-oscillation buzz circuits ai<l 
somewhat in reducing the extent of erratic operation. 

An alternate method of achieving approximately linear control from 
a relay or other on-off type control device is to allow the servo itself to 
oscillate at a high frequency but with low amplitude by suitable adjust- 
ment of servo loop parameters. MacColF has discussed both the auxil- 

^ Ij. a. MacColl, F undamental Theory of Servornechanisms, Van Nostriiiul, Ni^w 
York, 1940, pp. 78-87. 
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5A fuse 1 

Fig. r 2 53.— Schematic of AN/APA-46 antenna-control servo. 
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sinusoici Rnd "blio oscillating systom mcthoci of using on—olf sorvos to 
approximate linear control. 

One of the .most important considerations in the design of a relay 
servo is the protection of the contacts. Because of the inductive motor 
armature and the presence of back emf, this is sometimes a difficult 
problem. In general, it is necessary, by the use of combinations of 
capacitors and inductors, to limit the rate of change of current through 
them, as well as limiting the peak currents. The manufacturers have 

made specific recommendations 
for this protection.^ 

A method of contact protec- 
tion is illustrated in Fig. 12-54. 
This circuit uses small contact rec- 
tifiers to limit the voltage peaks 
.when the current through the 
motor is interrupted by the relay 
contact. 2 Other relays require 
similar protection. In addition, 
there can arise mechanical trou- 
bles, as a result of the hammering 
tbe contacts. This, however, is 
a question of relay design and is not something that can be remedied bv 
circuit design. It should, however, be borne in mind when selecting 
relays. 

12* 21. Controlled Generators.® Motor-speed control can obviously 
be obtained by varying the voltage of the line supplying power to the 
motor. Several practical ways of doing this have been proposed, and 
two or three have achieved rather wide use for applications requiring 
output powers between 100 watts and 1 hp. The general plan is to use 
vacuum-tube control of the field current of a d-c generator, using the 
generator output to operate a d-c motor. A high power gain can be 
achieved in the controlled generator, and consequently a pair of 61.6 ’s 
or similar tubes may give adequate drive for ultimately controlling a gun 
turret or other heavy load. The chief disadvantage of this system, and 
one that becomes increasingly important for low-power applications, is 
the need for three rotating machines: a motor to turn the controlled 
generator, the generator itself, and the final servo motor. For some 
applications the time lags involved in establishing and in reversing the 
generator flux are excessive; this is particularly true of the Amplidyne 

^ Bell Telephone Laboratories Report No. 741. 

2 This circuit has been used extensively in servos designed by Bell Telephone 
Laboratories. 

3 Section 12-21 is by J. R. Rogers and I. A. Greenwood, Jr. 
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generators where a short-circuited armature provides the effective mag- 
netic flux for generation of the usable d-c output. 

For these reasons, and particularly because of their size, controlled gen- 
erators are usually out of the question for instrument servo applications. 
For completeness, however, the important types will be mentioned 
briefly, and notes on their range of sizes and peculiar characteristics will 
be given below. 

The W ard-Leonard System consists of a vacuum-tube-controlled field 
on a d-c generator, the output of the d-c generator being used to operate 
a d-c motor. An a-c or d-c motor is used to turn the control generator. 
This system suffers from the large amount of equipment required. For 
applications where this disadvantage is not serious, the system has been 
used extensively and has given fairly satisfactory performance. 

Amplidyne Geyierator Systems^ are a trade-marked product of the 
General Electric Company. A low-power generator control field is 
energized by the output of a vacuum-tube amplifier. A nearly conven- 
tional generator armature is used, but there are two sets of brushes 90° 
apart. The brushes in the position for generating output from the control 
field flux are short-circuited. A reaction flux is set up at 90° from the 
control field flux, and this acts on the armature to give a generator output 
voltage from the second pair of brushes, the output being in proportion 
to the current flowing in the control field. The Amplidyne differs 
from the Ward-Leonard system in that a high gain is obtained by the 
use of the short-circuited brush connection in the controlled generator 
so that larger loads may be controlled with smaller vacuum tubes. These 
units are available in capacities from 75 watts to 5-kw output. The 
generators and drive motors for the small sizes are available mounted as 
a single motor-generator unit. A variety of circuit arrangements have 
been worked out for stabilizing Amplidyne servos; in general these involve 
feedback from the generator output or from the output load current to 
compensating windings on the control field poles. 

12*22. Vacuum-tube Control of A-c Motors. ^ — Perhaps the most 
common method of controlling a-c motors for servo applications is by the 
use of vacuum tubes. This method is especially applicable to the control 
of small two-phase squirrel-cage induction motors such as the Diehl 
FPE 25-9 bxit is also used in the control of other types of motors. 

Since all the power controlled by a vacuum-tube power-control cir- 
cuit must pass through the output tubes, the method is necessarily 
inefficient and bulky. It is to be noted, however, that half or more of 
the power of a two-phase motor comes directly from the line and need 

iPor details sec, for iiistance, J. 11. Williams, “ Amplidyne Characteristics and 
Operating Principles,” Elec. Eng., 66, 208-13, May, 1946. 

2 Section 12-22 is by W. GoodelL, Jr, and I. A. Greenwood, Jr. 
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not be controlled. Large tubes and heavy transformers must still be 
used if the load is appreciable. With a 60-cycle power frequency the 
transformers and filter chokes and condensers needed are particularly 
bulky and heavy. Since considerable power is dissipated in the tubes, 
the problem of cooling them must be considered. The most important 
consideration in the design of a vacuum-tube power-control circuit for 
the control of an a-c motor is its output impedance. If the motor- 
control circuit is designed for a particular motor, the output impedan(H>! 
should be matched to that motor under normal load conditions. If the 


amplifier is to be used with any of several unspecified motors, the output 
impedance is generally made as low as is convenient. Because of the 
relatively low impedance of most a-c motors, it is usually necessary to 
use an impedance-matching transformer in order to obtain the desired 
amount of pow’^er in the load with the vacuum tubes that ai’e available^. 
Very low impedance tubes, such as the 6AS7G (r^, of 280 ohms at e, = 0), 
may sometimes be used without transformers. 

A second important consideration in the design of power-control cir- 
cuits for a-c motors, and in particular for control of two-phase induction 
motors, is the question of phase shift. Where frequency is siiflicuentiy 
constant, it is convenient to tune the load — the load in this (!as(^ being 
the control winding of the motor as seen through the impedance-mi it clung 
transformer. The tuning may be done by connecting a condenser eith(w 
across the motor winding or on the primary side of the motor-driving 
transformer j the advantage of the latter connection is that a smtill(*r 
size capacitance is required. The tuning also attenuates harmonics of 
the carrier frequency. 


It is appropriate at this point to warn the reader of the complexities 
involved in a complete understanding of the phase and amplitude rela- 
tions in the two windings of the motor as speed, torque, and control 
voltage are varied. A particularly troublesome point is the cliangci of 
power factor and impedance due to back emf. In practice, it is usual 
to determine the optimum shunt capacitance empirically. Ilndcu* somc^ 
conditions, the optimum capacitance will differ considerably from that 
which tunes the motor-winding inductance for the a-c frequency ustul. 
Maximum torque is produced when the currents in the two windings 
differ m phase by nearly 90°. Factors that must be considevred ari^ t\m 
complex characteristics of the motor itself, the source impedancci, the 
shunt or series capacitance, the load conditions that will be imposed on 
the motor, and sometimes nonlinearity in the operation of the control 
element or motor Most of these difficulties may be resolved by simple 
expenmental study, and those remaining are minimized in irnportanc.t^ 
by the fact that the control circuit and motor are part of a feedluiek 

oop. m w c ig gain and accurate linear feedback minimize irregu- 
larities in the M-t>ortion of the feedback loop. ^ 
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In circuits where the alternating current applied to the controlled 
winding of the motor is obtained from amplification of the error signal, 
the necessary phase-shift network is occasionally introduced in the error 
voltage circuits prior to the power-control stage. 

There are many methods by which a-c motors may be controlled by 
vacuum tubes, a few of which are listed and described below. Figure 
12*55 shows the circuit for a general-purpose amplifier and a general- 



purpose all a-c servo circuit, capable of driving a variety of motors and 
of working smoothly with a wide range of loads and speeds. It consists 
of a 60-cycle carrier stabilization network, the constants of which may 
be changed to fit the particular load used; a three-stage amplifier with a 
gain of 200,000 (106 db); a phase inverter; two push-pull 807 output 
tubes; and an output transformer. Negative feedback is employed 
across the transformer and amplifier to cut the gain to 12,000 (82 db) 
and to reduce the output impedance to about 33 ohms. Any 60-cycle 
two-phase induction motor with a voltage rating for the control phase 
of less than 150 volts and of less than 50 watts rated output may be used, 
although the specific motor for which the stage was designed was the 
Diehl FPE-4.9 low-inertia two-phase squirrel-cage induction motor. 
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Figure 12-66 shows the output stage of a 400-cycle airborne servo driving 
a Diehl FPE-25-9 induction motor. The plates of the push-pull output 
tubes are connected through the output transformer to the control 
winding of the motor. The grids of the output tubes are fed with push- 
pull alternating voltage proportional to the error signal. The load is 


tuned by a condenser across the 
primary of the transformer. 


115v 



400-cps operation of induction motor. 

Feedback around the transformer is 
and linearity of control. 


Figure 12-57 shows the output 
stage of a small 400-cycle servo. 
The two output tubes act as mod- 
ulators for the output current, the 
phase of the output voltage de- 
pending on the phase of the a-c in- 
put error signal. The condenser 
across the motor field serves to 
smooth out the a-c wave shape as 
well as to tune the motor. 

Figure 12-58 shows a typical 
single-ended output stage used in 
a ship-borne 60-cycle system, 
used to provide additional stability 


Figure 12-59 shows how vacuum-tube control may be applied to 
field-controlled universal-type motors. The output tubes are connected 



Fig. 12-57- Output stage of Brown Instrument Co. 40()”Cps servo- 

differentially to the split field of the a-c motor. Brush noise is apt to 
be troublesome in this circuit. Brush life should be carefully checked, 
as wear may be rapid. ^ 

12-23. Alternating-current Control with Saturable Reactors.’^ — The 

major disadvantages associated with vacuum-tube control of a-c motors 
are inefficiency and rather great space and weight requirements. These 
disadvantages result from the fact that in this type of control all the 
^ Section 12-23 is by S. B. Cohen and I. A. Greenwood, Jr. 
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power delivered to the controlling winding of the motor must pass through 
a vacuum tube or tubes. Elimination of this condition is a feature com- 
mon to saturable reactor, saturable transformer, and relay control of 
a-c motors. In these types of control small amounts of power may be 



Fig. 12-58. — Single-ended motor power-control stage. 



Fig. 12-59.— Vacuum-tube control of split-field universal-typo motor operated on a-c. 

used to control the large amounts of power necessary to operate motors. 
Relay control of a-c motors is discussed in Sec. 12-24. Saturable trans- 
formers followed by contact rectifiers are sometimes used for the control of 
d-c motors. 

Both saturable reactors and saturable transformers are used for con- 
trolling a-c motors. Figure 12-60 shows in a simplified form one type 
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of saturable reactor. This unit has a core with three legs; the outside 
two have a-c windings which are wound either in series aiding or in parallel 
opposing, while the center leg has a d-c or control winding. Sometimes 
an additional winding is also put on the center leg to produce a flux bias 
to set the operating point of the B-H curve. The flux of the two a-c 
windings cancels in the center leg. As the d-c control current increases, 
the two a-c legs will saturate. This saturation causes the reactance of 
the a-c windings to be reduced. Thus, when the d-c control current is 
varied, the reactance as seen at the a-c terminals will vary over an 



Fig. 12-60.— Simple saturable reactor. Fig. 12-61.— Use of saturable reactor in 

sei-ies with load. 


appreciable range. ^ The ratio of maximum to minimum reactance 
obtainable with this type of saturable reactor is about 25/1, although 
larger ratios have been obtained with very special core materials and 
coil arrangements. The ratio of the d-c power used in a saturable reactor 
to the power controlled by it may run from 1/15 to 1/35. 

Figure 12*61 is a block diagram showing an application of one of these 
reactors in a servo system. The reactor is in series with the motor load. 
As the d-c control voltage from the servoamplifier is varied, the reactance 
of the saturable reactor varies and thus the voltage across the motor 
varies. The motor may be a two-phase induction motor with one 
winding excited by a voltage 90° out of phase with the controlled phase, 
or other a-c motors may also be used. If bidirectional operation is 
desired with this type of control, a relay and sense-detecting circuit 
must be used to make the motor operate in the proper direction. With 
these limitations the circuit as shown would be appropriate for velocity 
control but not for position control. 

Since the reactance varies smoothly over its range, smooth but not 
necessarily linear control may be obtained with this type of power- 
control element. The time constant introduced by the reactor sometimes 
limits the speed of operation of this type of system. A serious limitation 

^ Fundamental Studi.es in Servomechanisms, MIT Servomechanisms Ijaboratorv, 
Vol. II, Sec. 3. 
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in the application of linear servo theoi'y is encountered in connection with 
saturable reactors, for they are usually quite nonlinear. 


The disadvantages of using a relay to reverse the motor rotation may 


be eliminated by using a type of con- 
trol shown in Fig. 12-62. This system 
consists of a conventional servoamp- 
lifier which drives two separate satur- 
able transformers so connected that at 
balance the output voltage to the 
motor is zero. In operation, the out- 
put voltage will reverse its phase 
relative to the line voltage as one trans- 



A-C supply 


former becomes more saturated than Fig. 12 - 62 .— Use of saturable trans- 


the other. A saturable reactor servo- 


former in servo system. 


mechanism used extensively in airborne application is shown in Fig. 12-63. 
These units are produced under the trade name of Torque Unit and Torque 



,Fia. 12- 63. — A 400-cps servo using Bendix saUirable transformer. 


Amplifier^ and were used in the AN/APS-15 and AN/APQ-13 radars, in 
the Fluxgate Compass system, and in other airborne applications. 

The saturable transformer unit, in the plate circuits of tubes V z and 
1 Trade; nauKis of the Eclipse-Pioneer Division of the Bendix Aviation Corp., 
T(;t(;rboro, N.J. 
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F 4 , consists of two transformers with separate cores connected so that 
under balance conditions no voltage is applied to the controlled winding 
of the induction motor. Any error signal present is amplified by tube 
Fi and further amplified and phase-detected by tubes Fs and F 4 . The 
resultant direct current flowing in the saturable transformers tends to 
increase the voltage output of one transformer and decrease the v<^ltage 
of the other transformer, resulting in voltage being applied to the con- 
trolled winding of the induction motor. The parallel caj^acitor shifts 



Fia. 12-64. Bendix Torque Amplifier” using satuniblo tranHformcr nnd Magnonyu. 

the phase of the current in the controlled winding, llie saturable 
transformer unit, consisting of the two separate transformers mounted 
together, weighs approximately 18 oz and may be usckI to control a 
Bendix CK -1 or CK-5 motor. For stabilization purposes, thc^ motor 
usually includes a small magnetic damper, the etjuivahuit of viscous 
damping on the output shaft. For highest performanct^, staliilization 
may be achieved by an induction-type a-c tachometer uscul with its 
output signal added to the error signal by series comujction. 

A number of variations of the servo shown in Fig. 1 2-63 ar(‘ available, 
mcludmg that shown in Fig. 12-64 which is a servo syst(mi using a Mag- 
nesjm as the input data device and an Autosyn as the data output deviite. 

ransformer removes signals at the exciting freciuency from tlKo 
Autosyn. A double-frequency signal for reference purposes is dcrivcni 

V wu® formed by tubes V, and F 4 , to 

which the amplified signal from tube Fi is also applied. The. ri'sulting 
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direct current is amplified in tubes V sa and V 55 and controls the relative 
saturation of the two transformers T'e, thereby controlling the rotation 
of the motor. 

12 * 24 . Relay Control of A-c Motors. ^ — Relays offer additional methods 
for the control of a-c motors. In general, their use is much the same as 
that described in Sec. 12-20 for the control of d-c motors. Relay control 
has the advantages of less power dissipation in the control unit, less 
weight, and smaller size as compared with vacuum-tube, thyratron, or 
saturable reactor control of a-c motors. On the other hand, as before, 
smoothness and accuracy are less than are obtainable with these other 
methods. Nevertheless, there are a great many servo applications 
where the requirements can be more than adequately met by relay control. 

The problem of proportional control in a-c servos is somewhat com- 
plicated by the relation between the power frequency and the frequency 
of vibration of the relay contacts. Unless the difference between these 
two frequencies is large compared with the frequency at which the motor 
can respond, erratic motion may result. Consequently, if the power fre- 
quency is 60 cps, the contact frequency would have to be quite low, say 
10 or 15 cps, or considerably higher than 60 cps, say 100 cps. Most 
commercially available relays are incapable of the higher frequency, an 
exception being the Western Electric D- 168479 relay discussed in Sec. 
12-20. Another possibility, however, is to have the contact frequency 
the same as the power frequency. As before, the proportionality is 
achieved by variation of the length of the power pulse. 

Except for its effect on the frequency of contact vibration, the use of 
a-c power has little effect on the design of the amplifier and relay control 
circuits. Protection of the relay contacts is easier than with direct 
current, since alternating current does not sustain an arc. As a further 
refinement of contact protection, it is even possible to do the switching 
when the instantaneous current through the contacts is zero. 

Figure 12-65 illustrates a control unit comprising two 2 D 21 miniature 
thyratrons and two Western Electric I)-l 68479 mercury contact relays 
of the type discussed in Sec. 12 - 20 . This control unit is designed for a 
servo application that does not require highly accurate positioning or 
particularly fast response to input error signals. The entire unit is 
extremely compact and can be built to fit into a 4-in. cubical space. It 
can be used to drive a large variety of a-c motors, although the particular 
motor for which it was designed is a Diehl FPE-49 two-phase 60-cps 
squirrel-cage induction motor, which has a rating of 1 1 watts mechanical 
output. 

The plates of the thyratrons are energized from the center-tapped 
secondary of a step-up transformer, and the grids are energized by the 

^ Section 12-24 is by W. Iloth and W. D. C Jrecn, Jr. 
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60-cycle error voltage. The voltages on the respective plates are 180® 
out of phase while the grid signals are in phase; therefore, one ttiyratron 
will conduct during the time that its plate voltage is positives l*oi- ont^ 
polarity of input signal, while the other one will conduct for the opposites 
polarity of input signal. Since a relay coil is in the cathode circuit of 
each thyratron, one relay will be actuated for input signals of on(!t phase': 
while the other relay wpl be actuated for input signals of the opposite^ 
phase. Thus, if the motor is connected to the relays so that eaedi relay 


115v 



60 cps 


N = 7: 


1 



Fig. 12-65. — Simple thyratron and rola.v control for Ji-c niotorH. 


controls one direction of rotation of the motor, the motor will he, driven 
in a direction that is dependent upon the polarity of the input <u*ror signal. 
The pulse-rate control shown is an adjustment controlling the nu!nl>er 

of times per second the tubes conduct for a given amplitude of Cfrror 
signal. 

The operation is as follows: The capacitor of the HC time c.onstant 
that IS placed in the cathode of either tube receive.s an increment of cdiarge 
each time the tube conducts. This causes an increase in (;athode v<)ltagc! 
which prevents tube conduction for several cycles until the (aithodf’s \u)lt- 
age decays to a level that permits the grid again to fire the tuhf^ Kin<H> 
t e increment of charge per conduction cycle is nearly the same rc^gard- 
less of the size of the grid signal, for small grid signals the cathexh* voltages 
must decay for a longer period of time before conduction can again oc<‘ur 
as compared with larger grid signals. Thus, the rate of pulses per s<'cond 
tor small signals is less than that for large grid signals. I’lu^ effe(d. of this 
IS to give a throttling action roughly proportional to amplitude of error 
so that the rate at which the motor decreases the error is proporf.ioruii 
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to the error. Such a proportional response system is desirable, since it 
has greater inherent stability than a system whose rate of positioning is 
constant. 

In addition, a control action approximating derivative control is 
present, for the lag of the cathode voltage with respect to an increasing 
or decreasing grid signal is proportional to the rate of change and hence 
introduces a bias term roughly proportional to the first derivative. For 
example, a fairly large, rapid increase in error signal will turn the system 
full on until the cathode condenser has charged up to the point where the 
normal throttling action operates. This is the behavior obtained with 
the more conventional proportional plus lagged-derivative types of con- 
troller characteristics. By adjusting the dual potentiometer, the 
time constant can be varied and the pulse rate adjusted for different 
applications. 

In order to compensate for variations in tube characteristics, two 
zero set adjustments are provided. They are included so that a d-c 
bias may be applied to the cathodes to prevent tube conduction with 
zero input signal. 

The wiring of the motor and relay contacts is self-explanatory if it is 
understood that only one of the relays is closed at any instant. The 
0.1-juf capacitors across the relay contacts are included to protect the 
mercury contact. 

Figure 12-66 illustrates a relay unit capable of higher positioning 
accuracy and faster response than that of Fig. 12-65. The error input 
device for which this was designed is shown for the sake of clarity, 
although other input devices may also be used. The servo motor is 
required to position the output shaft to correspond to the position of the 
shaft of the 5G input synchro. In the usual manner error voltage propor- 
tional to the sine of the angular difference between the shafts of the 5(7 
and the ^CT synchros is developed at the rotor of the CT synchro. This 
voltage is series-added to a stabilizing voltage obtained from an a-c 
induction tachometer, and the sum is applied to the input stage of the 
servoamplifier. 

Two stages of amplification are provided so that high sensitivity can 
be obtained for applications that demand high positioning accuracy. 
The output stage is similar to that shown in Fig. 12-65 with the excep- 
tion that the relays are in the plate circuits of vacuum tubes. Again, 
the plates are fed with a-c signals 180® out of phase while the grid signals 
are in j^hase, so that each relay is actuated for only one phase of input 
signal. The connections between the motor and the relay contacts are 
identical with those of Fig. 12-65. 

A feature of this unit that makes for good stability is the velocity 
voltage feedback. By employing an a-c tachometer generator as shown, 
a voltage whose amplitude is approximately proportional to the speed of 
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the servo motor is injected into the input circuit. This is roughly 
equivalent to the addition of viscous damping to the output shaft. For 
further discussion of this subject, see Chap. 11. The ratio of velocity 
feedback voltage to error voltage can be adjusted for the optimum 
damping ratio by means of the potentiometer shown. A gain control 
adds flexibility to the unit. 



Fig. 12-66.^ — A-c tachometer-stabilized servo with relay control of a-c motor. 


A third servo is shown in Fig. 12-67. This servo was designed to 
operate from 400 cps power. The motor is a Bendix CK-1, a two-phase 
induction motor. Usually, 26 volts, 400 cps are put across the low-imped- 
ance motor winding, and the output of a servoamplifier, phase-shifted 
roughly 90®, is applied to the high-impedance winding. The motor in 
this application turns a synchro-type resolver, described in Vol. 17, in 
such a way that the a-c voltage across one of the rotor windings is nulled. 
The error signal taken from this winding is amplified in two stages and 
then applied to the grid of the lower 6C4. A 400-cycle, 200-volt refer- 
ence signal is applied to the grid of the upper 6C4. Consequently, the 
current through the two triodes and the coil of the relay is approxi- 
mately proportional to the sum of the reference voltage and the amplified 
error voltage. This means that a signal of the same phase as the refer- 
ence voltage will produce more than normal current, thus operating the 
D-168479 mercury contact relay, while a signal that is out of phase with 
the reference voltage will not operate the relay. This servo operates in a 
very unusual fashion. No provision is made for achieving proportional 
control. Instead, by using a very high gain, the hunt frequency is made 
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high and the hunt amplitude low. In a linear system, this would be 
impossible, but nonlinearity here is such that the amplitude can be kept 
low. In addition, a viscous damper is used, geared down 30 to 12 from 
the motor shaft. The gear ratio between the motor and the resolver is 
1000/1. With these features the servo hunts at approximately 15 cps 



Squirrel cage 
induction motor 

Fici. 12-67.— Relay servo for Beadix CK-1 motor. This somewhat unusual servo is oper- 
ated at high gain, hunting steadily at ahout xo- amplitude. 

with an amplitude of less than tV® measured at the resolver shaft. The 
success achieved in this instance with this simple but highly irregular 
method suggests that it could be used more frequently than it is. 

12-26. Step, or Impulse, Motors.’ — Step, or impulse, motors operate 
to give a fixed rotation of the output shaft for each input impulse. Some 
■types may be controlled to give either direction of output rotation as 
desired; others must be installed in duplicate with the necessary means 
to energize the correct unit for the desired direction of rotation. Step and 
impulse motors are of particular interest for low cost, low performance, 
and servo drives or for those installations where inaccuracies will be 
averaged ovei’ a long period ol operation and so cause no trouble. Foi 
exacting requirements, they are usually unsuitable. 

Probably the simplest electrically operated step motor is the type with 
a solenoid-operated ratchet-type drive, so constructed as to advance the 
output shaft through a fixed angle each time the solenoid is energized. 
If drives in either direction are desired, two mechanisms are needed, 
and the operating pawls must be kept away from the drive wheel when 
not in use. Hapid wear of the mechanical parts may be expected undei 

1 Section 12-25 is by J. It. Rogers and I. A. Greenwood, Jr. 
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continuous duty and is one of the major disadvantages of this type of 
design for use in servomechanisms. 

The ratchet wheel and pawl construction is avoided in the “ Dynatrol ” 
step motor. ^ This inexpensive motor was used in motor-driven automatic 
radio receiver tuning. In this design, illustrated in Fig. 12-68, the ratchet 
wheels are replaced by a drum around which are mounted two solenoid- 
operated elastic belts to which cork friction surfaces have been cemented. 



Fia. 12-68- — Crosley ** DynatroP’ motor. 


When either solenoid is energized, the band for the desired direction of 
rotation is tightened around the drum, rotating it by an amount deter- 
mined by the solenoid plunger travel. When the solenoid is unenergized, 
the tension of the stretched belt returns it to its starting position. Inertia 
and friction of the drum on its shaft keep the drum from slipping back. 
As normally used, it is driven by applying 60 cps a-c power to the solenoid 
giving the desired direction of drive. The output is a series of small steps 
at 60 cycles ecjuivalent for practical purposes to a continuous shaft rota- 
tion, The unit was incorporated in a contactor type follow-up with the 
power applied to the motor until it drives into a dead zone. This 
results in an extremely simple system but is adequate for the job required. 

^ Dynatrol is a trade name of the Crosley Radio Corp., Cincinnati- Ohio, 
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EXPERIMENTAL TECHNIQUES 

By J. R. Rogees and I. A. Geeenwood, Jr. 

13 * 1 . Introduction. — The purposes of the experimental techniques to 
be discussed are (1) to obtain rough quantitative data on which to base 
a choice of components, (2) to determine accurately component charac- 
teristics for use in servo-system design, and (3) to provide experimental 
data on performance of over-all systems. The performance data will 
tell how closely the requirements have been satisfied and will also give a 
necessary check on the assumptions and values used in the analytical 
treatment, as well as checking the analytical computations. This 
chapter will discuss measurement first of components and then of system 
performance, in rough order of increasing complexity. 

Available data on components adapted to servomechanism use are 
usually inadequate. Motor manufacturers, for example, publish data 
covering the normal operating conditions for their motors but they rarely 
give or have available data on performance under other operating condi- 
tions. As a result of the different source impedances, voltage and current 
waveforms, loading cycles, etc., encountered in servomechanism service, 
it is usually necessary to check motors with the proposed servomechanism 
drive circuit. The effective characteristics of motors may be drastically 
modified by feedback techniques; this fact also argues for checking with 
the proposed drive circuits. 

Similarly, potentiometers and other input and output data devices 
are not completely described in available catalogues. Measurements of 
deviation from linearity (or from a required function), of resolution, 
of noise, of reproducibility, of temperature coefficients, etc., may often 
be necessary. 

Amplifier design and the measurement of gain and phase character- 
istics are treated in Vol. 18 and in a number of textbooks.^ For practical 
purposes it is usually sufficient to calculate an approximate gain for the 

1 F. E. Terman, Radio Engineers* Handbook^ 1st ed., McGraw-Hill, New York, 
1943, Sec. 5, pp. 947, 964-971; Radio Engineering, 2d ed., McGraw-Hill, New York, 
1938, Chaps. V and VI; H. J. Reich, Theory and Application of Electron Tubes, 2d 
ed., McGraw-Hill, New York, 1944, pp. 156-164, 235-237, 665, 666; H. W. Bode, 
Network Analysis and Feedback Amplifier Design, Van Nostrand, New York, 1945, pp. 
288-291, 479, 497. 
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amplifier, checking to determine whether and under what conditions 
this gain is actually obtained. Reduction of amplifier gain by such things 
as parasitic oscillations and electrical noise (e.g., tachometer ripple or 
motor brush noise) should be looked for experimentally. 

Motor characteristics of interest may include armature inertia; static, 
coulomb, and viscous friction; speed-torque curves for various conditions 
of drive (supply voltage, error signal to the control circuit, and sometimes 
power-supply frequency); temperature rise of the motor windings and 
frame over ambient; and other characteristics for particular applications. 
As will be discussed, a simple set of parameters may be used to describe 
a motor for the purposes of engineering analysis of accuracy and sta- 
bility. Not all of these need be measured to narrow the choice of a 
motor and control circuit to a few units, but complete data are essential 
for adequate design of the over-all servo system. 

COMPONENT TESTS 

13-2. Motors. — In analysis of a servomechanism for stability and 
accuracy, it is necessary to assign definite values to a small number of 
physical constants in order that a representation of the system be 
obtained which is suitable for the mathematical manipulations of ordi- 
nary engineering calculations. It has been found convenient to repre- 
sent motors by the following three constants: inertia, viscous friction, 
and a constant relating torque to applied current or voltage. Although a 
very complicated series of nonlinear relationships would be necessary 
to specify exactly the characteristics of the usual motor, it is believed 
that these three simple constants represent a sufficiently good approxi- 
mation to actual physical characteristics to satisfy the demand of most 
servomechanism engineering calculations. Reduction of the character- 
istics of a motor to three simple constants is possible by so choosing these 
constants that they include not only the magnitudes of the physical 
quantities to which their names refer but also modification as necessary 
in order to include the effects of other factors. While these three fa(^tors 
suffice for most of the purposes of stability and accuracy analysis, it is, 
of course, necessary to obtain data on a number of other characteristics 
of motors in order to engineer a servo system properly. It is usually 
found that other factors, such as static and coulomb friction and the 
effects of voltage fluctuations, frequency, temperature rise, etc., enter 
the calculations principally by way of modifications or limitations of 
range of the three constants listed above. Thus, for example, temperature 
data may be used to define the regions of the family of speed-torque 
curves that may be safely used in design. This section will first discuss 
the three constants listed above and then the experimental methods by 
which the data necessary for their calculations may be obtained. This 
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■will be followed by a discussion, of other factors of importance in engineer- 
ing a motor and control power circuit in a servomechanism. 

The most important characteristic which may be modified in order 
to represent more than the physical quantity to which its name refers is 
the viscous damping constant/ usually designated as / or /o. In the 
case of practically all motors used in servomechanisms, torque decreases 
as speed increases for a given applied voltage. The effect of viscous 
friction is to decrease the available torque by an amount that is directly 
proportional to speed. Because of this analogous behavior, the speed- 
torque characteristics of a motor may therefore be conveniently repre- 



sented mathematically by a suitable modification of the viscous friction 
constant of the motor. In the ordinary servo this decrease in torque 
with speed constitutes an important part of the servo damping. In 
some servos, this damping action alone may be sufficient for operation 


at low gain. 

In choosing voltage-torque and viscous friction constants lor a motor, 
it is convenient to plot torque as a function of speed for various values 
of applied voltese. A graph of this type is shown in Fig. 13-1 which 
represents the characteristics of an Elinco Midget MS-1 split-field motor. 
The average slope of the various curves is taken as the viscous damping 
coefficient. A constant relating stall torque and applied voltage must 
now be found such that the actual speed-torque curves will be approxi- 

X The importance of this effect has been discussed by several ^ 

example, H. Harris, “The Analysis and Design of Servomechanisms, OSRD-454, 19 . 
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mated by a series of straight lines of slope equal to the chosen viscous 
damping coefficient and with zero-speed (stall) torque intercepts given 
by the constant times the applied voltage corresponding to each of the 
respective speed-torque curves. One convenient method of finding the 
right voltage-torque relationship is to draw a best-fit set of parallel lines 
representing the speed-torque curves. The torque intercepts of these 
lines at zero speed may then be used, together with the control voltages 
of the curves that the lines approximate, to find the constant relatina: 

5i — — — — 



D-c control voltage 

Fig. 13-2.— Stall torque vs. d-c control voltage. The broken line indicates the assumed 

linear characteristics. 


stall torque and applied voltage. In Fig. 13-2, graphs of stall torque vs 
control voltage are shown. In this figure, the solid line connecting the 
small circles represents the actual stall-torque vs. applied voltage char- 
acteristic, the small triangles represent the zero-speed intercepts of the 
best-fit parallel lines shown in Fig. 13-1, and the broken line represents 
the assumed torque-voltage relation. The broken lines of Fig. 13-1 
whose zero speed intercepts are based on this relationship and whose 

best-fit set of parallel lines, represent a fair 
fit to the actual speed-torque curves over the working range of the motor. 

n Fig. 13-2, the value of torque for the solid line corresponding to an 
apphed voltage of zero may be taken as an indication of friction, either 
static or coulomb. The exact interpretation of this intercept, and in 
act o± any direct stall torque data, is complicated by the fact that friction 
may either add to or subtract from the torque produced by the motor 

details of the experimental method used in taking 
IS data For this reason, it is preferable to measure coulomb and 
static frictional forces directly. 
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It will be recalled that static and coulomb friction are occasionally 
used in the theory presented in Chaps. 9 to 11. In view of this, it may 
be inquired why the assumed stall torque vs. voltage relationship of 
Fig. 13*2 is taken so as to pass through the origin when an obviously bet- 
ter fit to the triangular data points could be obtained by a straight line 
intercepting the torque axis below zero. The answer to this is that most 
of the equations of Chaps. 9 to 11 become unnecessarily complicated 
when account is taken of such a zero-voltage torque. For certain steady- 
state error calculations, however, static or coulomb friction, the equivalent 
of this zero voltage torque, may be taken into account. 

From the curves it is thus found that this motor may be approximated 
reasonably well by the following assumed parameters; torque constant, 
1.8 X 10~^ oz-in. per volt; and viscous friction, 3.8 X 10"^ oz-in. per 
rpm. The inertia of the motor need not be modified. 

In many cases it will not be possible to obtain fits to actual data by 
linear approximation as good as those just discussed. In such cases it 
is best to fit the portion of the curves resulting in approximations that are 
conservative. Specifically, the torque constant should be chosen low, 
and the coulomb friction and viscous friction coefficient high. Choosing 
the viscous friction coefficient high leads to conservative estimates of 
velocity errors (f.e., actual errors less than estimated errors) but opti- 
mistic estimates of the damping properties of the motor. In analyzing 
nonlinear devices such as motors on the basis of linear approximations, 
the extent of the approximations must always be kept in mind. The 
effects of nonlinearities are discussed in Sec. IITI. 

The method just presented may be compared with a method reported 
by Ferrell,^ in which a constant relating stall torque and applied voltage 
and a constant relating zero-torque speed and applied voltage are meas- 
ured and the ratio of these constants taken as the viscous term / (in his 
notation, R). Farrell’s method has the disadvantage of not taking into 
account curvature of the speed-torque characteristics between their 
intercepts on the speed and torque axes and is also subject to possible 
confusion regarding friction when taking stall torque data. The latter 
disadvantage is not serious if careful technique is observed. The method, 
however, is somewhat faster and simpler than that given above. 

Measurement of Inertia . — Armature inertia can be measured easily 
by the torsion pendulum method. A steel or other spring wire is fastened 
coaxially into one end of a cylinder of brass or other metal, of dimensions 
(and inertia) comparable to the armature to be tested. A hole in the 
other end of the cylinder should just fit the shaft of the armature in 
question. The torsional period Ti of the brass cylinder alone is meas- 

1 E. B. Ferrell, “The Servo Problem as a Transmission Problem,” Proc. IRE, 33, 
No. 11, 763-767, November 1945. 
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ured; the armature is fastened into the cylinder; and the torsional period 
To of the combined mass is measured. For a given suspension wire the 
periods and inertias are related^ as shown by Eq. (1) ; is the moment of 


T2 



( 1 ) 


inertia of the cylinder alone, and J 2 = + Ja, where ,/« is the requirc‘d 

armature moment of inertia. If the standard or comparison mass is a. 
cylinder, its moment of inertia can be calculated from the formula 
J = mr’^/2. Usually the mass of material removed from the hole for 
chucking the armature can be neglected; if not, its inertia can l)e cal- 
culated and subtracted from that of the cylinder. It may be desirable 
also to calculate or to measure the inertia of the shafts in the gear train 
driven directly by the motor and to refer it to the armature shaft. To 
do this, divide the value obtained for each shaft by the square of tht^ 
reduction from the motor to that shaft. 2 If the value obtained is one- 


fifth or less of the motor armature inertia, it may usually be nc'glected for 
practical purposes. 

It is, of course, necessary to calculate or measure the load inc'rtia ns 
well as the motor and gear-reduction inertia. Often in instrument. sei*v<)H 


the load inertia reduced to the motor shaft is small coinpiired with the 
motor inertia itself. 

Torque . — number of devices of all degrees of complexity am avail- 
able for measuring torque. The field divides itself into those (hwdces 
which measure torque transmitted and those which cjm produce a known 
or measurable torque loading. In the first cla,ss are (jalibrated spring 
couplings which may be viewed while rotating by means of si.rol)oscopi(! 
illumination, piezoelectric devices, and resistance strain gauge devices 
which measure strain of some part under torsional str(‘Hs. Indire<*t 


measurements of torque can be made by substitution metliods, details 
of which will vary with the individual problem. 

Typical torque loading devices are the prony brake, whose (‘ouple is 
measured by a spring deflection or weight lifted at a known <listim(*(% 
and the eddy-current brake or other electromagnetic dynamomet.cu' 
which must be independently calibrated. One of tlie simplest and most 
practical methods, requiring no external measuring equipment, uses only 
a brass pulley with a flat groove, some cord, and a spring balam^e. ( Jood 
quahty linen fishhne is very satisfactory for the cord, although almost 
any cord can be used if necessary. Unless a considerable lengtli of the 

engineering handbook or college ex|>(n-irn(‘ntal physicH 
maniial lor a discussion of thus measurement. 

^ Section 11-12 further discusses the effects of gear reduction on inertia. 
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cord is in contact with the pulley surface, there is a tendency for it to 
grab at high tensions and low speeds, causing vibration of the spring 
balance and uncertain readings. For higher torques, a larger pulley 
should be used or an extra wrap of the cord around the pulley taken. 
Ijubiication is unnecessary, but the pulley surface should be smooth. 

An arrangement of this type is suitable for torque measurements between 
a fraction of an ounce-inch and several foot-pounds. For the higher 
torque values other methods are generally to be preferred because the 
pulley-cord arrangement has limited heat-dissipating ability. 

Friction brakes of the shoe type are illustrated in all the mechanical 
engineering handbooks. For instrument-type motors they offer few 
advantages other than larger power ratings over the spring-balance 
device just described, particularly as many of these brakes are designed 
for use with one direction of rotation only. 

One useful design of torque loader combines a mechanical dyna- 
mometer torque-measuring device with a graphite on steel friction-plate 
torque loader. This device may be coupled directly to the unit to be 
loaded. It has the advantage of relative independence of speed and the 
ability to maintain its settings over a reasonably long run. Care must be 
taken to keep the friction surfaces clean. 

An auxiliary motor may be coupled to the shaft to be loaded and so 
connected and energized as to oppose the rotation of the shaft. Calibra- 
tion of the torque output against input power at the speeds of interest 
must be made, but once calibrated it is a convenient and useful test 
instrument. 

Eddy-current brakes have certain advantages, particularly at low 
speeds. like ordinary motors, they require calibration or the use of a 
torque-measuring device. 

These torque-loading devices differ in their operating characteristics. 
The torcj^ue produced by the spring balance may exhibit stick-slip 
characteristics of serious magnitude at low speeds. A loader of the fric- 
tion-plate type using graphite against steel can be made to have a torque 
load that is'constant much closer to zero speed and does not have the same 
high starting friction. By use of a stiff spring and very sensitive dis- 
placement indicator such as a dial micrometer, this device can be made 
to liavc very little of the dead space or apparent backlash of the spring 

balance. . „ . . 

Because of the difference in characteristics of the various torque- 
loading and torque-measuring devices described, care should be taken in 
the choice of a torque-measuring means for attachment to an operating 
servo system. Fortunately, measurements of motor characteristics out- 
side a servo system may be made much more conveniently. 

Occasionally it is necessary to measure torque at low temperatures to 
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determine lubricant and other loads. If an extension shaft can be run 
out of the cold chamber and mounted on ball bearings lubricated with 
very light oil, such as Univis 48, it may be coupled to the motor with a 
flexible coupling and the torque measurements made on the shaft exten- 
sion. It is, of course, desirable to make a measurement on the shaft and 
its bearings with the motor disconnected but with all other conditions 
the same. 

Speed . — Motor speed may be measured stroboscopically, by timing 
and counting the revolutions of a geared shaft, by measuring the voltage 
from a tachometer generator, by use of a spring drag device like the 
automobile speedometer, or by measuring the frequency of any waveform 
associated with the motor rotation. In practice, the first two methods 
are preferred for measuring motor characteristics. For low speeds (below 
500 rpm) or for erratic speeds, stroboscopic methods are sometimes difli- 
cult, and it is easier to count (usually with a Veeder-Root type counter) 
the rpm of a shaft running at a known reduction from the motor. For 
speeds from 600 up to 14,000 rpm the General Radio Strobotac, model 
631B, is satisfactory; it can be calibrated directly against 60-cycle line 
frequency and is easy to use. 

A direct reading of the speed in rpm is given by the highest frequency 
setting at which a single distant image can be obtained of the shaft or gear 
being observed. 

Special pattern disks can be attached to the rotating part which 
permit extension of the range of measurement to lower speeds. Twofold 
or fourfold symmetry will permit a proportionate reduction in measured 
speeds. The common stroboscopic disk for 33i- and 78-rpm phonograph 
turntables gives an idea of the low speeds to which stroboscopic measure- 
ments may be extended. 

If the stroboscopic light is run at 60-cycle line frequency, the motor 
shaft will appear to stand still at 3600 rpm, at 7200 rpm, and at higher 
multiples of the line frequency. At 1800 rpm the single pattern will 
appear double. Higher symmetry patterns will stand still at lower 
speeds. It is possible to design a stroboscope disk with several patterns 
so planned that one ring stands still every 100 rpm, another every 400, 
etc., making it possible to determine motor speed to a few rpm when the 
card is viewed under light from a stroboscopic source. Figure 13-3 shows 
such a disk.^ When illuminated at 3600 flashes per minute, as by a 
General Radio Strobotac, successive rings appear to stand still at the 
following speeds, starting at the outside and going toward the center: 
every 100, 400, 600, 720, 900, 514, 1200, 720, 1800, and 3600 rpm. At 
3600 rpm the entire card appears to stand still. If the illumination is at 

1 This is a copy of a tachometer test card described in The General Radio Expert-- 
menter, August 1943. 



Sec. 13-2] 


MOTORS 


459 


7200 flashes per minute as, for example, from a neon lamp flashed twice per 
cycle from a 60-cycle supply, these speeds will be doubled. Similar 
cards can be designed for special purposes and pasted on a pulley or gear. 
Where a Strobotac is not available, a 3-watt neon lamp with internal 
resistor, GE type Ne-40, for example, can be used from the 60-cycle 
supply, although care must be taken to prevent room illumination from 
masking the stroboscopic effect. It is not completely satisfactory, how- 
ever, since the flashes are long compared with Strobotac flashes. 



Fig. 13-3. — Stroboscope disk for speed measurements. 

Another method of speed measurement makes use of a calibrated d-c 
or a-c tachometer generator whose output voltage (or frequency) is 
known as a function of speed. One must take into account the additional 
friction load imposed by the generator, which may be a considerable 
fraction of an ounce-inch for units commonly used. Once calibrated, a 
voltmeter can be adjusted to read speed directly and may result in an 
appreciable saving of time and effort when many measurements must be 
made. Where greater accuracy is desired, a precision potentiometer and 
null indicator (e.g., galvanometer) may be used to match the tachometer 
voltage, thus eliminating the meter errors. Measurements of speed may 
be made with tachometers to an accuracy of ± -i- to 5 per cent, depending 
upon the equipment used. It is convenient to measure power input to 
the motor at the same time speed-torque curves are taken. This gives 
enough data to determine power output and efficiency under all condi- 
tions. Power output may be accurately computed or estimated by the 
following approximate (6.5 per cent low) formula: 

Horsepower = speed in rpm X torque in ounce-inches X 10~®, 
which is easy to remember and easy to use. 
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Measurement of Friction . — It is usually desirable to measure directly 
static and coulomb friction, since these measurements are extremely simple. 

Friction may be caused by bearings, lubricant, brushes, or slip rings. 
The simplest way to measure running friction is to drive the motoi* 
through a calibrated spring coupling from another motor, observing the 
displacement of the coupling at the operating speed by stroboscopic 
illumination. 

At low speeds friction can be measured by a spring balance or a pan 
of weights, a cord, and a pulley of known diameter mounted on the motor 
shaft. The cord is attached to the pulley rim, and weights put in the 
pan or tension applied through the spring balance to cause tlie motor to 
maintain a given initial speed without acceleration or de(;eleration. 
The product of the weight or tension required and the pulley radius gives 
the coulomb friction torque. Static friction (stiction) may be measured 
with the same equipment in an obvious way. Although providing a 
simple way to measure static friction, weights are difficult to use for 
measuring running friction, since it is not possible to average easily with 
the weight method, and because with this method a momentary increase 
in friction may stop the armature. With a spring balance, a slight added 
pull suffices to keep the armature turning slowly, and with a little practice 
the observer can learn to average the results or take the maximum as 
desired. Results should be easily reproduced to within 10 or 1,5 per 
cent with these methods of measurement. 

Temperature . — Temperature rise can be determined in a number of 
ways. Surface temperatures can be measured approximately by a small 
mercury thermometer whose bulb is covered with putty to hold it in 
close thermal contact with the surface. Thermocouples can be installed 
in less accessible locations but require more equipment and arcb more 
difficult to use. If temperatures must be measured at several placets on a 
motor, thermocouples are probably the best method. Surfacjc theu-rnom- 
eters are available from several manufacturers. ^ Such a device is placed 
in contact with the surface and gives a direct reading with only a few 
seconds delay. 

Of greater interest than surface temperatures are the winding t<mipei*a- 
tures. The windings are not accessible, but fortunately an averagt* value's 
for the winding temperature can be calculated easily from th(- cliange in 
winding resistance between some known temperature (windings and 
frame at room temperature at start of test, for example) and at tire 
temperature to be measured. The temperature coefficient of resisti\dty 

of copper wire^ is approximately 0.004 part per degree centigra<l<;. 

© 

1 A representative instrument is made by Illinois Testing Laboratories, 420 N. 
LaSalle, Chicago, 111., and is sold under the trade name Pyracon. 

spender and Mcllwain, Electrical Engineers’ Handbook, 3d cd., Wil(>v, Now York 
1936, pp. 2-04. ’ 
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Motor Time Constant . — A simple and useful quantity specifying the 
dynamic response of a motor is known as the motor time constant Tm 
and is experimentally measured by observing the time required for a 
motor to reach 63 per cent of steady-state speed for any given applied 
voltage. The reciprocal of is the angular frequency co in radians per 
second at which the asymptote to the feedback transfer function on a 
decibel — log co plot breaks downward at 12 db/octave. For further 
details, see Chaps. 10 and 11. 

13*3. Data Input and Output Devices. — One is interested first in the 
accuracy of input and output devices, such as synchros and potentiome- 
ters. Several other characteristics are also of importance in servo- 
mechanisms ; this section will outline tests for these characteristics as well. 

Synchros . — For a given pair of synchros for use in a servo, the depar- 
ture of the control transformer position from that of the generator can be 
measured in degrees with relatively little difficulty. An accurate vernier- 
type dial is attached at each shaft. One unit is set to successive readings 
at desired intervals on the dial. With an oscilloscope across the output 
of the control transformer it is adjusted to the best possible null, and the 
angle is read. A plot of deviation against angle will show any periodic 
components as well as the limiting accuracy of positioning possible for a 
servo using the pair of elements tested, when connected as in the test. 
If one calibrated unit is used, the absolute accuracy of the other can be 
determined; otherwise the measured deviations apply only for the par- 
ticular pair tested and only for the particular stator connection used. 
Alternatively, the two units may be coupled, adjusted to be at or near 
null, and the amplitude and phase of the CT output then measured for a 
number of angles. Care should be taken that any (flexible) coupling 


used docs not introduce periodic errors in the relative position of the two 
rotors and that the shafts are not bent by a lateral stress due to misalign- 
ment of the rotors. For precise synchros where measurements must be 
made to a tenth of a degree or so, ordinary flexible couplings may intro- 
duce angular errors large enough to mask the actual instrument errors.^ 

Potentiometers . — Potentiometer linearity can be measured most con- 
veniently by comparison with a linear potentiometer in a bridge circuit, 
using a microammeter, galvanometer, or oscilloscope as a null indicator. 
It is not difficult to arrange to display the curve of deviation on the 
oscilloscope screen as a function of rotation. ^ Special fixtures can also 

1 Satisfactory results can bo obtained by using a coupling made of a f-in. diameter 
metal bellows with live or six convolutions. The end convolutions are soldered into 
collars boi’ed to fit the shafts to be connected. This coux^ling has negligible periodic 
error; it can stand misalignments of the shafts as high as 5® and shaft offsets of up to 
ah in. If beryllium copper bellows are used, the units may bo run at speeds up tc 
8000 rpm. 

2 See Chap. 18 and Vol 17 for detailed descriptions of such setups. 
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iDe devised to lock the standard potentiometer to the one being tested. 
For | C!Tr> a.n quantities it is usually easier to use a dial on each unit and to 

compare dial readings at the null balance. 

Most potentiometers, d-c generators, and other data devices aie 
characterized by discontinuous output. For design purposes it is 
important to know the resolution, that is, the magnitude of the dis- 
continuities. This subject is discussed in Secs. 12-1 to 12-8. Potentiom- 
eter resolution may be determined by counting the turns pei unit ot 
winding length and calculating the number for full scale. li a servo 
system has already been set up, as for measuring sealed units, it may be 
easier to use a sensitive voltmeter (perhaps coupled through a large 
condenser) to indicate the wire-to-wire increments of potentiometer 
voltage counting the steps as the system is turned slowly through a 
measurk angle. An oscilloscope with a fairly high gain amplifier may 
also be used for this observation. 

Tachometer ripple may be conveniently observed with an ordinary 
oscilloscope or may be recorded on a recording oscilloscope for more care- 
ful studies of small irregularities and a permanent record. 

Other Tests. — A. characteristic of importance in many data input 
devices is the mechanical loading imposed by the device. Techniques 
applicable to the measurement of these loads may be essentially those 
discussed under torque measurements of motors in Sec. 13-3. Because 
of the very light loads involved, however, techniques must, in general, be 
more delicate. Pulleys, for example, should be very light. Thread 
should be used rather than linen cords. 

The accuracy-measuring techniques discussed above in connection 
with synchros and potentiometers form the basic test loi me<Lsming the 
effects of electrical loading and for the interaction of parallel units. It is 
necessary only to repeat the simple tests described with the ele(jtrical 
loading or paralleled unit(s) present. 

Other characteristics of interest affect amplifier performance and 
include waveform distortion, a-c pickup, potentiometer contact noise, 
thyratron transients, and motor brush noise. Observation on an oscillo- 
scope of the error input to the amplifier or of the output of the data device 
will help to show trouble of this sort. In some cases it may be necessary 
to use a wave analyzer or sound analyzer to determine the frtHiuencies 
present. 

TESTS OF COMPLETE SERVO SYSTEMS 

13-4. Inspection Tests. — The tests described above apply primarily to 
component parts of the servo system but do not cover performance as a 
system. The following sections outline quantitative tests of the over-all 
servo system, including methods of determining both static and dynamic 
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characteristics. A number of simple inspection tests are available by 
which the servo designer may rapidly estimate servo performance and 
locate major trouble. This section will deal with such tests. 

By turning the data input device through the angle necessary to pro- 
duce motor rotation, first in one direction and then in the other, an 
estimate of the “dead zone’' is rapidly obtained. A scale, preferably a 
vernier scale, on the data input device makes this an excellent quantita- 
tive test of servo performance under these conditions. An alternate 
method of measuring dead zone is turning the motor shaft by hand 
(keeping fingers away from gear meshes) and counting the number of 
revolutions between control action in one direction and control action 
in the other. This method is particularly convenient, since it utilizes the 
gear reduction between motor and data output device as a vernier. A 
fraction of the angle through which the motor turns must be attributed to 
backlash and must be determined and subtracted in order to determine 
the dead zone width as referred to the data output device. Counting 
the motor revolutions to reach maximum motor current gives a figure of 
use in velocity and/or torque lag calculations. 

13*6. Quantitative Tests. — Positioning accuracy is determined mainly 
by the linearity and accuracy of the data input and output devices, 
accuracy of gearing, gearing backlash, width of control dead zone, com- 
ponent drifts, and sensitivity to temperature, line voltage, frequency, and 
other changes. Positioning accuracy is often referred to as a static 
characteristic. The measurements necessary to determine it are usually 
obvious; most of the special tricks have already been mentioned in 
Secs. 13-3 and 13-4. Accxiracy and error are usually expressed in terms 
of per cent of hill scale value; for some applications its absolute value is 
important. The aj^plication will determine whether maximum error, 
average error, or probable error should be specified. It is often helpful 
to give both maximum and average errors. Static characteristics are 
greatly affected by “buzz” or high-frequency superimposed oscillations, 
as discussed in Sec. 12-20. 

A second set of characteristics, referred to as dynamic characteristics, 
describes the system response to changes in the input data. Included in 
this category are the various steady-state responses, the most important 
being velocity errors, acceleration errors, torque errors, and responses to 
sinusoidal steady-state excitations. Also included are the important 
transient characteristicis. 

Velocity error coefficient or velocity lag relates the error of a position servo 
in following a steady velocity input to the input velocity. It is expressed 
in degrees per degree-per-second or volts per volt-per-second, and its 
dimension is therefore just time. If specified in seconds no information is 
given as to the conditions of test ; consequently it may often be preferable 
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to specify the lag in degrees and the speed. Velocity error coefficient is 
measured by recording the speed as a function of input voltage with the 
loop open for inputs above and below the data output device setting, 
carrying the measurements up to the point of maximum motor speed. 
To open the loop, the data output device should be disconnected so that 
the motor can operate the load continuously without changing the error 
signal. The motor will run at a speed dependent upon the actual net 
error signal. This error is then the error necessary for the servo system 
to follow an input signal changing at the rate corresponding to the motor 
speed. 

It is of some general interest to consider the increase of error caused 
by an increase of torque load and of great importance when the servo is 
to be subjected to large external torque loads. This increase may be 
directly calculated from the speed-torque curves of the motor and control 
circuits, together with a knowledge of the gain of the amplifier. It is 
measured in terms of error increase per unit of added torque load. 
It may be directly determined by measuring the error signal necessary to 
maintain a constant speed as torque load is varied. For servo systems 
whose motors can be approximated by the linear characteristics of the 
type shown in Fig. 13T, the torque error constant is substantially inde- 
pendent of speed; however, increasing torque loads will mean lower top 
speeds and lower maximum torques available for acceleration. 

Application of a step-function input to the operating system will 
give data from which damping characteristics and time constants can be 
determined. If there is available a curve tracer or recording oscillograph 
of adequate frequency response, these data can be most conveniently 
studied. The procedure consists of recording the servo output response 
and/or error following a sudden change in input data. If the system is 
underdamped, the amplitude of overshoot, the frequency of oscillations, 
and their decrement can be determined from the plot. Time constants 
of the system can be obtained, and magnitudes and characteristics of 
any positioning irregularities can be measured. 

A curve tracer^ will be found particularly useful for studying transient 
responses. It is capable of varying the position input data to the servo 
under test at constant rates and of switching rapidly from one value of 
input rate to another. A pencil or ink plot is made of servo error against 
input position. The unit can be driven out and back at constant speed; 
the difference between the error tracings for the two directions is then 
equal to twice the velocity lag for the speed of operation. Other data 
from this plot are dynamic fluctuations while following a smooth rate, 

^ Section 12-19 contains the circuit for the servo used with one such unit, the range- 
tracking calibrator. 
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roughness or noise or steps in the data output or reference element, and 
time lor reversal at the speed of drive. 

By switching the input rates, the transient response can be plotted 
to give damping, natural frequency of the system, and time constants. 

For many servo systems data can be obtained with simple input 
switching and a slow-sweep low-frequency oscilloscope, particularly if 
the latter lias a persistent-trace tube (P-7 phosphor such as 3BP7 or 
5BP7). 

Observation of the error amplifier output or of the data output device 
will give much of the information obtainable from a curve tracer. For 
d-c inj)ut servos, a slow-sweep generator capable of generating a d-c 
voltage varying linearly with time between the required limits will 
give helpful information on smoothness of following. Fixed voltages 
from a divider supplied from the same source as the data output device 
can be switched to provide convenient step inputs. 

As discussed at length in Chaps. 10 and 11, introduction of sinusoidal 
waveforms into the feedback loop of a servomechanism will provide 
information on the resonant frequencies of the system, on damping, and 
on response to spurious signals and noise, as well as the expected input 
signals. 

Valuable information is obtained from the response to sinusoidal 
excitation either with the loop closed or with the loop open. Response 
with the loop closed gives a direct measure of the frequency and amplitude 
of tlie I'esonant peak, thereby giving an indication of the speed of 
response and damping characteristics of the servo. Data taken with 
the h>op open are important in the determination of modifications that 
can lie made to improve stability and accuracy; in this case it is often 
desiralile to measure phase response as well as amplitude response, 
although tine is theoretically sufficient to determine the other for the 
minimum iihase-sliift networks used in servomechanisms. In the simplest 
technique for sinusoidal excitation one connects a small variable-fre- 
quency a-c voltage in series with either the input or output data device 
and tiliHtu'ves servo response to this input. Oscillators suitable for this 
purpose arc commercially available with frequency ranges from 2.0 cps 
upward,* Simple AC-oscillators can be made that will operate satis- 
factorily at frc(|uencies down to a small fraction of a cycle per second. 
A lieat-fre<iucncy osciillator using two high-stability /;^(7-oscillators should 
be easy to construct for the frequency range up to 10 or 20 cps and would 
be eciually useful. 

Perhaps the simplest and most useful source of low-frequency excita- 
tion is a sine potentiometer, such as the RL 11-0,=^ turned by a small 

1 Hewlett-Packard model 200D. 

2 See Vol. 17. 
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geared-down motor. For very wide speed ranges this could be diiven 
by a velocity servo; otherwise variation of motor voltage and/ or change 
of gear ratios are usually sufficient to cover the range desired. This 
device has the additional advantage that it may be used to generate 
either an a-c or d-c synthetic error signal whose magnitude is vaific^d 
sinusoidally at the low frequencies at which the system i*esponse is to 
be measured. 


Motion of the servo output may be changed to a voltage suitable for 
observation and recording either by the data output device, it this hap- 
pens to be satisfactory, or by an auxiliary potentiometer mounted on 
the output shaft or on a shaft intermediate between the motor and ttie 
output shaft. This potentiometer should be chosen for particularly 
high resolution, as it is usually of interest to take accurate data at fre- 
quencies where the output amplitude is extremely small, h or those 
applications where the mechanical load of a potentiometer would be 
excessive, other data devices may, of course, be used. 

In regard to sinusoidal steady-state data, a caution is in order. 
Sinusoidal steady-state analysis is based on the assumption of a linear 
system. If considerable nonlinearities are present and are enhu-ing tlie 


test data, such data are completely useless as far as this type of analysis is 


concerned. Practically, this means that amplitudes of sinusoidal excita- 
tion must be small enough so that all components are operated with nearly 
linear characteristics. A convenient test for this condition is to cha,ngo 
the input excitation and observe whether or not the output elianges 
proportionally. If there are system discontinuities such as potentiom- 
eter steps, their size will limit the minimum signal input for whicdi a 
clean-cut, reliable set of data can be obtained. If it is difficult to obs<'rvc^ 
amplitudes accurately for low signal inputs, this may indicate?; the ruM'd 
for better data devices or for cleanup of noise, microphoni<‘.s, a-c pi(;kup, 
or other disturbances. When taking open-loop data for transfer (diar- 
acteristics, it is essential that all elements work into the same impedances 
as with the loop closed. 

There is much to be said for the practice of taking all sinusoidal 
response data with the servo loop closed, recording input, output, and 
error signal or only the last two. This has the advantages that conditions 
are not changed at all from normal operation and that the di-ifts and 
random effects which normally interfere somewhat with lo\v-fre<iuenc.y 
open-loop measurements will cause less or no trouble. The feedl)ack 
transfer function is the ratio of the output to the error, whether the 
loop is open or closed. If input, output, and error are recordtul, both 
feedback transfer function and over-all response are available from the 
same test run. 


There are several methods of measuring system phase shift under 
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operating conditions. Phase shift, as a function of frequency, is most 
conveniently measured at the same time as amplitude response. Phase 
measurements are normally associated only with feedback transfer char- 
acteristics. If a d-c coupled amplifier oscilloscope is available, phase 
shift between the electrical synthetic error excitation and a voltage indi- 
cating the output shaft position can be easily determined. Phase shift 
can then be determined by the usual methods, for a number of frequencies 
in the range of interest.’ 

If a multichannel recording oscillograph is available, recordings of 
input and output waveforms on adjacent traces will give a permanent 
record from which phase shift can be measured directly. 

Another method which may be useful is the use of an electronic switch 
and an oscilloscope capable of responding to the low frequencies of 
interest. Both input and output can be observed simultaneously, and 
phase shift observed directly. A motor- or vibrator-operated switch will 
suffice here. Mechanical comparison methods are possible, but the 
problem of correcting for varying amplitude of the output makes them 
relatively unsuited for phase-shift measurements. 


A simple and useful method of obtaining data regarding the response- 
frequency characteristics of a servo system involves temporarily con- 
necting an BC time constant of known value into the system and 
observing the change in the natural frequency. Since the effect of the 


time constant can be easily computed, such a measurement can yield 
information regarding the shape of the feedback transfer function. 
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SPECIAL SERVO SYSTEMS 

By J. R. Rogers, W. F. Goodell, Jr., I. A. Greenwood, Jr., O. 

MacRae, Jr., and J. W. Gray 

14*1. AN/APG-6 Range Follow-up Servo J Description . — This air- 
borne servo system converts a d-c voltage representing target range, as 
measured by radar, into shaft rotation linearly proportional to the input 
voltage. This shaft rotation- is used as the range input of a gimsight 
computer. A scale factor of 1.33 revolutions of the servo output shaft 
per volt change of the input is specified. The input voltage varies 
between -|-28 and -1-43 volts relative to ground. Direct-current power 
for the amplifier and for a motor-driven data output potentiometer are 
ivipplied by the radar system. The circuits require 10 to 12 ma of accu- 
rately regulated plus 250 volts and 2 ma from a VR-tube-stabilized 
minus 150-volt supply. In addition, the servo system requires approxi- 
mately 65 watts of 115-volt, 400-cps power, regulation uncritical, and 
10 watts of plus 26.5 volt d-c power for the motor field. For lower power 
consumption, a permanent-magnet field motor (Elinco type B-35 or 
PM-l-M) may be substituted for the Elinco B-64 wound-field motor, 
eliminating the need for the 26. 5- volt supply. 

The servo system consists of a two-stage d-c differential amplifier; 
a motor control circuit using type 2050 thyratrons; a gear box containing 
the wound-field motor, a potentiometer, and a power take-off ; and the 
necessary intercabling. The amplifier weighs 5 lb, the gear box Sf lb, 
and the cabling junction box 3 lb. The servo system is integrated into 
the AN/APG-5 radar range-measuring system in such a way that the 
motor can be switched to manual control for emergency operation, a 
manual-automatic relay being located in the system junction box through 
which the various elements of the servo are cabled. Figure 14T is 
a photograph of the servo gear box, junction box, and amplifier. Figure 
14-2 is a simplified schematic, indicating component values but neglecting 
the junction box and other cabling provisions. A number of points are 
of interest. The negative feedback network of Fig. 14-2 provides a 
convenient means of adjusting the servo gain as well as contributing to 
the servo stabilization. This network results in the negative feedback 
decreasing in magnitude with increasing frequency. The amplifier char- 

^ Section 14*1 is by J. R. Rogers. 
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acteristic thus obtained is equivalent to that of a phase-lead network 
and an amplifier Avith flat frequency response. 

The characteristics of the thyratron motor-control circuit, described 
in Secs. 13T7 and 13T8, are such that smooth control of motor power is 
possible from zero to the maximum value and speed is roughly propor- 



(a) Motor at rest, positioning on 

stationary input, both thyrations 
firing for small angle. 



(h) Same but one tube firing over larger 
and the other over smaller angle, 
corresponding to small error signal. 



(c) Same but full error signal one tube cut 
off entirely, the other full on. 

Fig. 14-3. — Waveforms of voltage across 
AN/APG-5 servo motor armature. (a) 
Motor at rest, thyratrons firing for small 
angles; (b) small error signal ijresent; (c) 
full error signal, one tube off, other full on. 


tional to error signal magnitude up 
to the point of amplifier satura- 
tion. Figure 14-3 shows arma- 
ture voltage waveforms with this 
circuit. 

With armature voltage feed- 
back as provided by this circuit, 
motor speed is roughly proportion- 
al to error amplifier output signal 
over a range of motor torque loads. 
A decrease of error voltage causes 
reduction of the firing angle for 
the next few positive half cycles or 
a complete reversal of power to the 
motor, even though the input error 
voltage may not have been re- 
versed in polarity. 

Provision is made for dynamic 
braking of the motor upon opera- 
tion of the limit switches to re- 
duce overtravel at either end of the 
allowable range. A selenium rec- 
tifier mounted in the system junc- 
tion box is switched across the 
armature to provide what is essen- 
tially a short circuit for the gener- 
ated armature voltage, thereby 


opposing continued rotation. Such a rectifier does not interfere with drive 


away from the limit switch, since in this case it acts as a high-resistance 


shunt. 


The data output device is a 20,000-ohm DeJur model 292 potentiom- 
eter chosen to have less than ±0.3 per cent of full-scale deviation from 
linearity. A divider supplying direct current to this potentiometer is 
composed of all wire-wound resistors. The divider circuit permits of 
nearly independent adjustment of zero and scale factor. Voltage supply 
for this divider is obtained from the same regulated supply as the voltage 
to be measured, thus minimizing errors due to fluctuating line voltage. 

Performance . — Static positioning error is 0.1 to 0.2 per cent of full 
scale. Nonlinearity of the reference element gives a maximum error of 
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±0.3 per cent of full scale. With the normal gain setting to give slightly 
underdamped operation, positioning is smooth with average fluctuations 
of ±0.06 per cent of full scale and maximum fluctuations of ±0.15 per 
cent of full scale about the correct position, at all speeds up to 10 per 
cent of full scale per second. Maximum speed unloaded is 3.5 sec for 
full-scale travel, corresponding to approximately 350 rpm of the power 
take-off shaft. The recommended maximum connected torque load of 
10 oz-in. on this shaft reduces the maximum speed to approximately 
250 rpm. Stall torque is above 35 oz-in. at the output. Velocity error 
coefficient is approximately sec at speeds of 180 rpm. 

The gear box is equipped with a thermostat and 28-volt heater 
which the thermostat turns on whenever the temperature of the gear 
box drops below — 16°C. The gear box is lubricated with a low-tem- 
perature grease, and it represents a negligible load on the motor above 
this temperature. 

The following criticism of the present system is intended to aid the 
designer in making use of this or similar circuits. The d-c amplifier 
drive to the control circuit requires that the motor and motor-control 
circuit operate at a potential of 125 volts above ground and requires 
that there be low leakage from the motor armature to ground. No 
trouble is encountered with the motors used, Elinco type B-64 or B-35, 
if they are fitted with straight carbon brushes and if the brush holders 
are so constructed (or modified) as to minimize the collection of carbon 
particles on the terminal boards. Carbon can collect across the terminal 
from the brush holders to ground or to the motor field terminal and cause 
leakage, making both thyratrons fire when the system is at balance. 
Current production motors have baffles installed around the brush 
holders, but some of the early units must be modified in order to give 
satisfactory operating life between brush-cleaning periods. 

Any circuit in which the center tap across the motor is at ground 
potential will be less critical in this respect; for this reason a circuit with 
a-c amplifier and a-c error signal to the same control circuit is preferred. 
Such an a-c circuit has tlie further advantage that semipermanent read- 
justments of the tube elements under vibration or shock do not affect 
the calibration as they do with d-c amplifiers. This is of value for precise 
work where long-term stability of calibration is essential. 

14*2. PPI Follow-up Servo, ^ — The plan position indicator (PPI) 
follow-up servo described in the present section mechanically rotates a 
sweep deflection coil around a cathode-ray tube in synchronism with 
radar antenna or other source of information. The major problem 
encountered in the design and construction of such a servo is the high 
degree of smoothness and accuracy required under conditions of large 
input velocities and accelerations and relatively high torque and inertial 
Section 14-2 ih by W . F. Goodoll, Jr., and I. A. Greenwood, Jr. 
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loads on the motor. The specific servo system described was designed 
for airborne use and is one of the best of its kind. With minor modifica- 
tions in the phase-lead network and gear train, this servo may be used 
over a wide range of antenna speeds with a high degree of accuracy. 
Development of this circuit was a joint effort of the MIT Servomecha- 
nisms Laboratory, the General Electric Company, and the MIT Radia- 
tion Laboratory. 

The operating specifications to be met are 

1. Continuous antenna rotation at 6 rpm maximum. 

2. Sector scanning^ with maximum acceleration 90®/sec^. 

3. Torque load of approximately 20 oz-in. at a 10-speed drive shaft 
at 6 rpm antenna rotation speed. 

4. Error of 0.5° maximum at constant velocity and 0.7° maximum 
when sector scanning. 

6. Power frequency of 400 cps. 

6. Compactness and lightness appropriate for airborne use. 

The data input system consists of a Bendix AY-102-D synchro 
generator 2 on the flux-gate compass indicator (necessary for azimuth 
stabilization^ of the PPI) driving an AY-13 1-D differential synchro on the 
antenna mount, which in turn drives an AY-10 1-D control transformer 
on the PPI coil assembly, this last synchro being the data output device. 
The over-all accuracy of the synchro system when used in this way is 
about +0.3°. The entire system operates at one-speed, since this 
provides sufficient accuracy and eliminates extra phasing devices. 

The electrical circuit for the amplifier and output stages is shown in 
Fig. 14-4. The rotor voltage of the AY-lOl-D synchro control trans- 
former is fed to a phase inverter consisting of two halves of a 6SL7 
triode and the balancing network E4, and C‘i- Resistor Rq is made 
slightly larger than i?4 to compensate for the finite gain of Vm and the 
loss of gain due to the divider action of and R^. The plate and grid 
leads indicated are shielded to minimize pickup of unwanted power 
frequency voltages which might give rise to spurious signals. Capacitors 
Cz and Ci bypass to ground high-frequency pickup and high-frequency 
harmonic voltages which may be generated in the synchro system. 

The a-c error signals are fed into a phase detector consisting of two 
halves of a 6SN7 triode Y 2 A and V^b, two plate transformers T% and Tz, 
and the filter i^i2, Rxz, C7, and Cs- The primaries of the plate trans- 
formers are connected to the 400-cps line which supplies the excitation 
for the synchro system. The operation of one side of the circuit will be 

^ See VoL 6 for explanation of this radar term. 

2 Cf. Sec. 12-2. 

® See Vol. 6 for explanation of this radar term. 
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described, operation of the other side being equivalent but of opposite 
phase. When the plate end of is positive, current flows through 
V iA and Rxt, charging Ci negatively to provide a bias for F 3 . The 
amount of current and hence the voltage to which Ct is charged depends 
upon the potential on the grid of V^a during this period. With no 
external error signal the common cathode resistor Rix provides a bias of 
— 1.7 volts, which permits a current through the tube sufficient to main- 
tain the bias on Vz at —19.5 volts. If the error signal is in phase with 

-f-300v 



Fig. — Schematic of PPI follow-up wervo. 

the plate voltage, the average grid potential of V ^a during the period of 
conduction is more positive and the average current is therefore increased. 
This results in a more negative bias for F;t, and C 7 becomes charged to a 
higher negative value. If the error signal is 180° out of phase with the 
plate voltage, the average grid potential of V‘iA during the period of 
conduction becomes more negative, the average current is decreased, 
C 7 charges to a smaller negative voltage, and the grid voltage of F 3 
becomes more positive. 

The above action is duplicated inversely by the other side of the 
circuit consisting of V‘m, Tz, If 13, C%, and F4 and so furnishes a push-pull 
input to the driver tubes F3 and F4. Since the operation of Fax and 
V 2 B is push-pull, no bypass condenser is needed for Rxi^ l^or an error 
signal corresponding to an angular error of 1 °, the bias on F 3 rises to 
— 13.5 volts, and the bias on F 4 falls to —25.5 volts. 

Capacitor Cg is placed across the output of the filter to balance the 
voltages applied to the driver grids. For filter output voltage compo- 
nents of frequency lower than 160 cps this condenser will charge and 
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discharge, allowing an unbalance to occur on the driver grids. Very 
rapid changes of error signal such as might result from noise pickup will, 
on the other hand, not cause an unbalance on the driver grids. It is 
found that the error signal under noimal operating conditions contains 
only negligible components of greater than 100-cps frequency. 

The rectified and partially filtered error signals are then fed thro\igh 
a two-channel phase-lead network consisting of 11 14,, Ria, and Co and 
^15, Rn, and Cn. This network stabilizes the servo in the manner 
discussed in Chap. 11. The two pairs of resistors also serve as dividers 
to scale down the voltages appearing across C7 and Co to the correct 
values for the driver tubes. 

The phase-lead circuit has an attenuation factor of approximately 
20 db (10), This results in a maximum phase shift of approximately 
55®, occurring at a frequency of approximately 3 cps. The magnitudes 
of condensers C7 and Cs are chosen sufficiently small so that with the 
plate impedances of tubes V2A and V 2s in series with these conden>sers, 
the voltage across the condensers will be reduced by approximately 
1 db at 10 cycles and approximately 6 db at 50 cycles, falling off at 
6 db/octave at higher frequencies. This characteristic represents a 
compromise between the maximum filtering of the signal from tubes 
V2A and V2B and the minimum interference by way of introduction of 
lagging phase shifts in the servo response frequency range, zero to roughly 
20 cps. 

The driver stage consists of two 6L6 beam power tetrodes driving an 
output transformer push-pull. The secondary of this transfoi'tner is 
connected to one phase of a Diehl FPE-25-9 two-phase, four-pole, 
400-cps, squirrel-cage induction motor, rated at 7 watts output. The 
other phase of this motor is connected through Cn to the common 400- 
cycle line. C13 is adjusted to give maximum output torque when an 
artificial error signal is introduced into the amplifier and thus comp(mKates 
for any phase shifts that may occur in the synchro system or the ami)li- 
fiers, as well as introducing the necessary phase angle^ (nominally 00°) 
between the currents in the two motor windings. The plate and sereen 
voltages of the 6L6 drivers are supplied from a transformer whose i)ri- 
mary is connected to the 400-cps line. The phasing is such (.hat, t,he 
plates and screens of the drivers are positive and are drawing current 
at the time that V2A and ¥23 are nonconducting. This is done l)ec,ause 
during this time the bias voltages on the drivers are changing relatively 
slowly due to the smoothing action of the filter. When V.a and are 
conducting, the filter is charging up rather rapidly through the low plate 
resistances of the tubes; but when they are nonconducting, the filter is 


^ Cf. Sec- 12*22. 
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discharging rather slowly through the much larger resistors Ri^ and Rn. 
This connection gives more stable operation. 

If there is no error signal, the bias voltages on Fs and Vi are equal 
and the two tubes conduct equally. Since the plate currents oppose 
each other in the primary of the output transformer, there is no resultant 
voltage applied to the control phase of the motor. If an error voltage is 
introduced, the bias on one of the drivers will increase and that on the 
other will decrease, thus allowing more current to pass through one of 
the tubes than through the other. This unbalance causes a voltage 
to be applied to the control phase of the motor through the output 
transformer. 

The motor used is a special Diehl motor designed for servo use, and 
its torque-speed and voltage-speed curves are the same for both directions 
of rotation. The motor has a rated speed of 11,000 rpm and a rated 
stall torque of 2.6 oz-in. The gearing is such that the motor runs at 1000 
speed and therefore is normally operating at 6000 rpm. This allows 
sufficient excess speed and torque to follow the required accelerations. 

The gearing in one of the models of the gear boxes is as follows: 
A small 18-tooth gear on the motor shaft drives a 72-tooth bakelite gear. 
This gear is made light to reduce the inertial load on the motor. The 
rest of the gears in the train are metal, as their effective inertia through 
the step-up of the train is not important. The shaft with the 72-tooth 
gear also holds a 16-tooth gear driving an 80-tooth gear. On the shaft 
of the latter gear there is another 16-tooth gear driving an 80-tooth 
gear. The shaft for this last gear is the power output shaft at 10 speed 
and is connected through precision worm gears to the deflection coil 
mounts. Also on this shaft is a 32-tooth gear driving a 64-tooth split 
spring mounted gear. This shaft again has a 16-tooth gear driving 
another 80-tooth split spring mounted gear. This final shaft is the one- 
speed output to which is coupled the AY-lOl-D synchro. The split 
gears are used to ensure as little backlash as possible between the one- 
and ten-speed shafts. All gears except the first 72-tooth gear are metal 
32-pitch commercial gears. 

The operation of the amplifier, motor, and gear train described is 
satisfactory for the prescribed use, that is, for following antenna rotation 
with a PPI sweep, the accuracy being somethat better than that specified. 
The servo will pull into position upon warm-up with very little hunting 
and will also follow the required velocity and acceleration smoothly. 

14-3. Resolver Servo. ^ — The lightweight, low-power, position servo 
desciibed in the present section was designed to position the rotor of an 
Arma resolver.^ It is of special interest because of the variable loop 

1 Section 14-3 is by Dunoan Macllae, Jr. 

* Chap. 6 and Vol. 17, ( lhap. 10. 
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gain problem involved. This servo was designed largely by experi- 
mental methods. It uses a Bendix CK-5 induction motor and a saturable 
transformer^ for power control and requires three miniature tubes. It 
will operate with errors not exceeding 0.3°, without the use of any con- 
trols; if a balance control is inserted, this accuracy is improved. Because 
of the way in which the resolver is used, accuracy criteria and perform- 
ance specifications for the servo are, however, best expressed, not in 
terms of a fixed angular error, but rather in terms of a “position” error, 
as will be described in detail. 

Problems of Resolver Servo Design . — resolver having two stator 
windings that produce fields perpendicular to each other and two similar 
rotor windings may be used to transform rectangular coordinates to 
polar coordinates.^ This is accomplished by impressing on the stator 
windings voltages that represent two rectangular coordinates x and y 
and by orienting a rotor winding with its axis perpendicular to the 
resultant magnetic field. The error voltage from the rotor winding is 
made the input to a servoamplifier, the output of which is connected to 
a motor that turns the rotor to a position of (nearly) zero error voltage, 
thus achieving the desired rotor orientation. The second rotor winding 
then has at its terminals a voltage r proportional to the magnitude of the 
vector sum of x and y. 

In applications of this coordinate transformation to radar naviga- 
tion and bombing computers, the error requirement usually specifies 
that the errors resulting from the circuit shall not exceed a fixed position 
error on the earth’s surface, 100 yd being a typical value. A fixed angular 
error results in position errors that depend on the range of the point 
represented by the rectangular or polar coordinates; if the angular error is 
A0, the distance error is rA d. The quantity rAd is available as the servo 
error signal, since the error signal is proportional to both the angular dis- 
placement^ from the position of zero error and the magnetic field produced 
by the vector addition of x and y, that is, to r. The result of this is that 
if in the circuit there is a source of error equivalent to the addition of a 
fixed voltage to the servo error signal, this corresponds to a fixed error 
measured as a distance on the earth’s surface even though the angular 
error from this source will vary inversely with range. It is seen that 
this is a fortunate circumstance when the preferred method of error 
specification is in terms of a fixed distance error. 

The fact that the error signal per unit angular error is proportional 
to r does, however, introduce a difficulty in the design, for this corre- 

1 Sec. 12-23. 

2 Chap. 6. 

3 More precisely, the sine of the angular displacement, but if Ad is small, 
sin Ad Ad. 
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sponcis to a variation of servo loop gain^ with r. If the range varies 
loy' a. factor ol 20 (from 1 to 20 miles, for example), the loop gain will also 
vary by this factor. If at the lower limit of r the loop gain is made suffi- 
ciently higli to overcome the effects of friction and of d-c level variations, 
th-cre may then be enough gain at the upper limit of r to cause serious 
oscillations. This problem also arises in the case of other devices for 
con vending rectangular to polar coordinates, such as sine potentiometers^ 
■used with servos. 


Reference voltage 



Fi(!. 14-5. Detailed schematic of resolver servo. 


It is possil)le to compensate for this variation in loop gain by the 
inBcrtion of an automatic gain control if the variable r is available in the 
syBtcni, A straiglitforward but cumbersome method of doing this uses 
a servo to i)roduce a shaft rotation proportional to 1/r, with a potentiom- 
eter on this shaft used as a gain control for the amplifier. An accurate 
solution such as this is usually unnecessary, A variable-gain tube can 
be used in tlui amplifier with the r-voltage being rectified and used as a 
gri<l-l)ias gain control. The method used in the present design omits 
fclie automatic gain e-ontrol altogether, in the interest of economy of 
parts. This results in somewhat inferior performance as compared with a 
constant-gain servo but nevertheless is satisfactory for the desired appli- 
cation. In the final design some oscillation is observed at large values 
of r. 

Variation of sorvo loop gain, is discussed in See. 11-9. 

( lhap. 6. 
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Design Procedure . — A schematic diagram of the circuit type chosen is 
shown in Fig 14-5. An induction motor is controlled by a saturable 
transformer^ which in turn is driven by the d-c plate current of two triodes 
in push-pull. This control circuit, as originally used by Bendix,*- received 
a-c signals at the grids of the two triodes j an alternating lefeienc-e voltage 
(the 400-cps line) constituted the plate supply for the triodes, which there- 



fore acted as phase detectors. This method is modified in the present 
circuit in order that a phase-lead network may be insertfHl to rediKie 
loop instability at large values of r. In general, phase-lead networks 
may be used with either a-c or d-c error signals; in the case of an a-e 
signal, however, the carrier frequency must be very nearly constant. 
The carrier frequency for which this circuit is designed, the output of a 
400-cps aircraft power supply, is subject to variation of about ± 10 per 
cent, so that a-c phase-lead methods cannot be used. Thus a phase 
detector is used to make a d-c error signal available before the (‘.ontrol 
stage. An a-c amplifier preceding the phase detector dcicreascs the per- 
centage effects of tube asymmetry and drifts in the phase dcdfCc-tor. , 

The mechanical load of this servo is shown in Fig. 14*6. It (consists 
of the resolver, a 500/1 gear train, and a synchro for transmitting the 

1 Cf. Sec. 12-23. 

2 Eclipse-Pioneer Division, Bendix Aviation Corp., Teterboro, N.J. 
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output angular information. A similar resolver servo unit using light- 
weight components is shown in Fig. 19-24. 

The CK-5 induction motor is also shown in Fig. 14-6. When full 
power is supplied to the motor, it draws 0.2 amp in its 26-volt winding. 
In Fig. 14-5, a condenser is shown connected in parallel with the controlled 
motor winding; this has the functions of phase-shifting the fundamental 
component of the saturable transformer signal so that the induction motor 
will have a rotating field and of filtering the output waveform from the 


Bendix 



saturable transformer. The phase shift produced by this condenser varies 
with frequency, however, so that the motor can be controlled satisfactoiily 
only over a frequency range of approximately 350 to 450 cycles. 

The saturable transformer used (llendix Pioneei' No. 1 BX-22741) 
requires appi'oximately 2 ma of direct current to satui*ate one winding, 
in which case the filtered output from the secondary is about 60 volts 
rms. The d-c windings in the plate circjuit of the triodes have many 
times the number of turns of the winding connected to the 400-cycle line. 
Therefore, even though the magnetic circuit is approximately balanced, 
400~cycle voltages as great as 300 volts rms may be observed across the 
d-c windings when they are open-circuited. A serious limitation imposed 
on a circuit of this type by the use of a saturable transformer as a contiol 
element results from the time lag associated with the relatively larp 
inductance of its d-c windings* TLh.is tixne lag;, it large, tends to ma etc 
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servo loop unstable. One method of reducing this time lag is to use 
pentodes as control tubes; the action is then more nearly that of current 
generators, and the reactor time constant L/R is accordingly reduced. 

Miniature tubes, 6J6's and a 6AIv5, are used in the design for com- 
pactness. The a-c amplifier uses the 6AK5 miniature pentode. A 
plate circuit transformer produces floating^’ push-pull voltages for the 
phase detector, as shown in Fig. 14-7. The low primary impedance and 
high secondary impedance of this transformer make the gain from pentode 
grid to phase detector grids roughly 20. 

The reference voltage for the phase detector is supplied from a 
cathode follower to avoid nonlinear loading of the source of reference 
voltage with consequent introduction of harmonics into the a-c computing 
voltages that supply x and y. The reference voltage allows current to 
flow on each half cycle when the cathodes of the phase detector 6J6 go 
below ground potential. Depending on the sense of the error signal, one 
or the other triode conducts more during this interval. 

In each of the two output channels of the phase detector is a phase- 
lead network consisting of two 330-k resistors, a 39-k resistor, and a 
0.02-jLif condenser. Either the T-network of resistors shown or the 
equivalent x-network may be used. Resistance values of the T-network 
are lower, however, so that high impedances can be obtained without 
using high resistance values. 

The performance of the system was checked by substituting a number 
of 6J6’s in the circuit. The error tAB was observed on a calibrated 
oscilloscope screen with the aid of an amplifier. A voltage scale of 3 
volts rms = 2000 yd was used. Systematic errors of rAB — 100 yd 
were observed. At maximum range (40,000 yd) the servo oscillated with 
an amplitude of ±270 yd, or ±0.4°. This could be observed easily 
on the oscilloscope. At a range of 20,000 yd the servo did not oscillate. 
The constant error of 100 yd then corresponded to an angular error of 
0.3°. 

14*4. Velocity Servos. Introduction . — A velocity, or rate, servo is a 
servomechanism whose output speed, rather than position, is controlled 
by an input quantity, such as d-c or a-c voltage or current, the freciuenc.y 
of an electrical waveform, or a mechanical displacement. Many velocity 
servos may also be referred to as integrators, since the total output of a 
velocity servo is the time integral of the input quantity. This aspect 
of velocity servos is discussed in Chap. 4. 

A velocity servo comprises a motor that drives the output, a speed- 
measuring device (tachometer) attached thereto, and an amplifier. The 
tachometer produces a quantity that is proportional to or otherwise a 
measure of the speed and is generally of a nature similar to the controlling 
^ Sections 14*4 and 14-5 are by J. W. Gray. 
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quantity. The amplifier receives the difference (error signal) between 
the controlling quantity and the tachometer output and controls the 
speed of the motor so as to minimize the error signal or some function of 
the error signal. 

Most generally the control signal is variable, and the output speed is 
required to be an accurate measure of this over a fairly wide range, often 
including negative values as well as positive. In some cases, however, 
the velocity servo is simply a constant-speed device with a constant input 
signal. The control signal might not even exist as such, the error being 
developed by the action of the tachometer output on a special device 
such as a frequency-sensitive bridge. 

Peculiarities . — The “error signal,” unlike that of a positioning servo, 
is not necessarily a measure of the error of the servo. The error signal 
could be an appreciable part of the input signal; but if it were linear with 
respect to the latter and stable at any given speed, the device could be 
calibrated so that the signal would not matter. 

If the speed is required to pass through zero, so that static friction 
reverses, or if the output torque is to vary at any given speed, the error 
signal will be subject to considerable deviation from linearity and sta- 
bility. For high precision, therefore, the amplifier gain should be as 
high as is permitted by considerations of freedom from oscillation. 

In the analysis and prevention of oscillation the same principles 
apply as in the case of positioning servos. Velocity of the motor takes 
the place of position, however, and acceleration replaces velocity. Thus, 
the rate of correction of an error is measured by the acceleration or 
deceleration rather than by the speed of the mechanical system. In this 
respect the prevention of rate servo oscillation is easier than in the case 
of a positioning servo, for while the mechanical inertia prevents any abrupt 
change of speed, it does not prevent abrupt changes of acceleration. 

To clarify the significance of this difi'erence, consider a simple posi- 
tioning servo and a simple rate servo, each having amplifiers with no 
time lag and no corrective networks, which provide motor torque pro- 
portional to the error signal. Now, if a small abrupt change of input is 
made (not sufficient to drive the amplifier beyond its linear range), the 
feedback voltage of the rate servo, which is a measure of the velocity, 
begins immediately to approach the input. As it does so, the error and 
torciue decrease, with a resulting exponential approach to equilibrium. 
The positioning servo feedback, on the other hand, being a measure of 
the position, which is the integral of velocity, will not immediately start 
toward the new input. Unless the viscous friction is high and the ampli- 
fier gain is small, at the time the error becomes zero the velocity is not 
zero, with resulting overshoot of position. 

Another way of expressing the difference is in terms of the transfer 
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locus from motor input to feedback voltage, as explained in Chap. 10. 
If there is no time lag between motor input and electrical torque, the 

transfer function is expressed as 

KG{s) = 

rather than the expression of Ecp 
(10-5), since the feedback quantity 
is here proportional to dd/dt in- 
stead of d. This transfer function 
corresponds to a locus as shown by 
Curve A in Fig. 14-8 as compared 
with Curve B, which applies to the 
positional feedback. This differ- 
ence allows more additional time 
lag to appear in a servo loop in the case of a velocity servo before oscilla- 
tion will occur, as revealed by Nyquist's criterion. Just such an addi- 
tional phase retardation may be imposed, however, by the nec^essity to 
filter the output of certain types of speed-measuring devices. 

In many cases the performance with the amplifier saturated, i.e., 
full input power to the motor, is of critical interest. Some types of 



Fig. 14*8, — Servo motor transfer loci. 


control operate normally in this condition, with the power alternating 
between full ahead and off or full reverse. In any case, saturation obtains 
if the input signal changes more rapidly than the available acceleration 
or deceleration. The quality that distinguishes the saturated behavior 
of velocity servos from the similar condition in most positioning servos is 
the lack of symmetry in the former 
— deceleration is there greater than 
acceleration. The two curves of 
Fig. 14-9 show how the speed may 
change after a complete reversal of 
power one way or the other. The 
abrupt change in rate at zero speed 
is due to the reversal of static friction. If the servo is operating in the 
neighborhood of a given speed, as that of the dashed line, the rate of error 
correction with the amplifier saturated in one sense will be measured by 
the slope of Curve A where it crosses the dashed line, while with satura- 
tion in the opposite sense the slope of Curve B applies. 

This peculiarity of rate servos may cause considerable error in a 
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14*9.““Typical a<‘c<*loratioTi curven at 
rate servo motor load. 


simple power-reversal type of servo even though the amplifier sensitivity 
is very high. In Fig. 14T0 the distance from the input level to either 
dashed line represents the error required to cause a power reversal. 
But after the speed, as measured by the tachometer output, has crossed 
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either of these limits, a certain time lag ensues (e.g., relay closing time 
or motor field inductance effect) before actual reversal occurs. The 
difference between acceleration and deceleration results in the average 
speed being below the input signal, as shown, and this difference will be 
a function of mechanical load. 

Types of Velocity Servos . — The choice of motor and control circuit for 
a velocity servo is largely the same as for positioning servos and depends 
on various factors, such as available power sources, requirements as to 
mechanical load (including tachometer), acceleration, speed range, 
precision, smoothness of operation, etc. If the range of speeds embraces 
zero and if precision and smoothness are desired, the motor should be 
as homogeneous as possible with respect to rotation; i.e., it should have 
the minimum of “slot lock” due to magnetic saliency. 

The form of the input signal is usually predetermined by the kind of 
service to be performed. The input narrows the choice of tachometer, 
method of comparison, and amplifica- 
tion of the error signal. Types of ta- 
chometers suitable for use in integrating 
rate servos are discussed in Chap. 4 and 
in Sec. 12-6 and include those develop- 
ing d-c voltage, d-c current (condenser 
tachometers), a-c voltage, and mechan- 
ical displacement. Other types of ta- 
chometers, which are applicable in rate 
servos for purposes other than integration, include those whose frequency 
output measures the speed and nonlinear devices like centrifugal gov- 
ernors, which operate within a small speed range. 

Production of Error Signal . — In the case of a voltage control and a 
generator tachometer the error signal may be developed by means of a 
simple series addition, as both generator terminals are generally avail- 
able. In some circuits parallel resistance adding may be more con- 
venient, although this reduces the error scale factor. If a commutated 
condenser tachometer is used in conjunction with a d-c voltage input, the 
speed is made to be such that the current passed by the device is sufficient 
to produce across a resistor a voltage equal to the input. 

There are a large number of possible ways to develop electrical error 
signals from mechanical-output tachometers. The simplest is a con- 
tactor between the controlling position (which may or may not be vari- 
able) and the tachometer output, which switches the motor power on or 
off (or reverse) either directly or via a relay. Other possibilities include 
photoelectric pickoffs, capacity-change devices, flux-linkage devices, and 
electric strain gauges. Any method that gives “proportional” error 
signal, i.e., a signal that changes continuously and roughly proportionally 



Fig. 14-10. — Action of power reversal 
in rate servo with time lag. 
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with the error, is capable of greater precision than one that docs not, for 
the reason illustrated in Fig. 14-10. This may be achieved even m the 
case of the contactor type, by superimposing on the normal contactor 
motion an excitation that causes rapid opening and closing m the vicinity 
of zero error, in such a way that the ratio of time closed to time open 

varies continuously with error. 

A frequency type of tachometer may be an actual synchronous gen- 
erator a simple contactor on the motor shaft, or simply the use oi some 
electrical ripple characteristic of the motor. The input control frequency 
may not exist as a voltage or current, being instead a characteristic of 
some network, such as an i^C-bridge, upon which the measured freqiiency 
is impressed and which develops the error as an output voltage. It there 
is an input wave whose frequency is to be followed, the error might be 
derived either from the frequency difference or from the phase <lilferenc,e. 
The latter is, of course, much more precise but has the difficulty that if 
an appreciable frequency error ever exists (e.g., following a jransient of 
some kind), the algebraic average error signal during each ‘‘slip” cycle 
is zero, so the operation is incorrect. It is possible to add the phase 
error and frequency error together so as to obviate this dilHculty.^ ^ A 
frequency error may be developed as the difference between tlie rectified 
output of two equal frequency-sensitive networks which receive respec- 
tively the control and the measured waves, these having been eciualized 
in amplitude by the use of AGO. Another possibility is to mn a syn- 
chronous motor from the input wave and compare its position witli the 


output rotation. 

Amplifiers. — The output or power stage of the amplifier is diet, a ted by 
the type of motor and the available power. Various type's are discussed 
in Chap. 12. In general, smooth control of the motor is prcdcM-alile, and 
the rate of response, in terms of change of accelerating toriiue, should 
be as great as possible. 

The voltage amplification is largely affected by the same considera- 
tions as in the case of positioning servos (cf. Chap. 12). Where the error 
is a d-c voltage, the simplest amplifier is direct coupled, but this is subjecit 
to considerable drift, and in certain applications re(|uiring high staV)ility 
a modulator or “chopper” is used, with a-c amplification. 

One very useful device, which is also occasionally applicuible to posi- 
tioning servos, is the division of the amplifier into two parts, with RC 
feedback over the first part, as described in Chap. 4. This seuwes a 
double purpose: It stores, or “remembers,” the integral of any large 
error that may accrue during rapid acceleration, causing this to l)e can- 
celed by a measured overshooting of the speed, and it affords an cx(;ellent 
means of damping and inhibiting over-all oscillation. The memory 
feature operates by Miller feedback integration and is e.xplained in 
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Chap. 4. This feedback also prevents any appreciable amount of the 
tachometer commutator ripple from appearing at the grid; such a ripple 
could decrease the effective amplifier gain by saturation. 

The damping action is that of integral control, as explained in Chaps. 
10 and 11. If the part of the amplifier over which the RC feedback 
exists has infinite gain by itself (as, indeed, it may have if positive feed- 
back is employed), its transfer locus with the feedback is as shown in 
Fig. 10-20 for the “ideal integral controller.” This locus is multiplied 
by that of the rest of the servo loop, giving a very high loop gain at low 
frequencies and still avoiding the point of oscillation as the frequency is 
increased. 

14*6. Examples of Velocity Servos. Thyratron Rate Servo . — 
medium-precision motor-control system of extreme simplicity, yet having 
all of the aforementioned elements of a rate servo, is shown in Fig. 14-11. 
The motor has constant field excitation or a permanent-magnet field, 
so that when the thyratron is not 
conducting, the armature voltage 
is proportional to its speed. The 
error signal or difference between 
this and the control voltage ap- 
pears between cathode and grid. 

Whenever the armature voltage 
drops to within a volt or two of 
the grid potential, the thyratron 
will conduct on the next positive 
swing of the plate slightly accelerating the motor. Conduction ceases 
when the plate drops below the cathode, and the armature voltage again 
is a measure of speed. Thus, at equilibrium, voltage produced by the 
motor while it acts as a tachometer is slightly above the input control 
voltage by an amount depending on the thyratron characteristics. 

The erratic effect of commutator ripple upon the firing of the thyra- 
tron may be objectionable in some applications; it may be eliminated 
or reduced by an appropriate condenser across the motor. 

If it is desirable that zero speed correspond with zero input, a small 
amount of a-c voltage of the proper phase may be added at the grid. 
This may also be used to obtain a slower minimum speed, by permitting 
firing late in the positive half cycle and thus reducing the energy delivered 
to the motor. Ratios of minimum to maximum speed of the order of 
1 to 500 are obtainable, and the linearity may be as good as 1 per cent 
between control potential and speed. 

This is a unidirectional rate servo, but if the control potential is from 
a rectified a-c voltage, a reversing relay may be employed similar to that 
described below. On the other hand, if the input is alternating voltage 
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of same frequency as the power source, and if unidirectional operation 

is B^^-'lisfactory, the input need not be rectified. With the input voltage 
roUL&'f^^y with or somewhat leading the power voltage, the speed 

will he such that the back emf is about equal to the peak of the input. 

If the motor has a wound field, the field current should be made inde- 
pendent ot temperature by the use of a constant-current circuit or by 
con'ipensation. If a fixed d-c voltage is employed across the winding, 
th<3 field current will decrease with temperature rise, at about 0.4 per cent 
jpex* degree centigrade, with an equivalent speed increase resulting. 
Pe x'manent-magnet fields also have temperature coefficients; for example, 
0.03 per cent per degree centigrade for Alnico V. 

JTtate Servo with A-c Amplifier . — Figure 14-12 shows a much more 
ela-l> I'ate servo, used in radar trainer equipment, in which the error 

is converted to an a-c error voltage by a vibrator (such as a Brown 
Converter), amplified as such and used to control a two-phase induction 
mohor, whose speed is measured by a tachometer generator. A rectifier 
and a switching circuit are provided, permitting the use of an a-c control 
pod-c-ntial if desired. 

''Fhe relay circuit is phase sensitive, causing reversal of the motor 
wlneiii the a-c input becomes negative with respect to the reference. 
Tsbolionieter output must be reversed as well. 

'The rectifier is of the balanced type, having an auxiliary diode in 
sex’ic3S with the detector output, to cancel the effect of heater voltage 
vaux'intion and to produce zero d-c output at zero a-c input (assuming 
eqii£:xl diode characteristics). The rectifier output is the rate servo d-c 
inpxxit, from which the tachometer voltage (or a certain fraction of it) is 
sul-xbracitcd to produce the error voltage. 

The error voltage is converted to a 60-cycle square wave by the 
Br-own Converter. This is amplified by a multistage Class A amplifier 
halving over-all negative feedback to reduce its output impedance. The 
oixtrpuit drives one phase of an induction motor, whose other phase is 
ex< 5 i ted from the 60-cycle source. These voltages are in quadrature by 
vix't-Tie of a phase shift at the converter. The amplifier gain is about 
15,000 (84 db) with feedback, so the error voltage need be only a few 
milliA^olts for full power to the motor. 

'"iTie resistances and cjondenser at the converter input attenuate the 
hi|gli frequenc*,y ripple of the generator by a factor of 1000/1.5, without 
atlonuation of the d-c error voltage. The 1.5-k resistance preserves a 
sn-xix,ll amount of a-c gain without phase retardation — enough to keep the 
tirxxe lag of this filter from causing oscillation. The stabilizing action is 
thivh of integral control, as explained in Chaps. 10 and 11. 

Jiata Servo with RC Feedback . — In the rate servo of Fig. 14-13, a 
dix’ocit-coiipled amplifier is employed to drive a pair of relays that control 
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the power delivered to a small 28-volt motor. Smooth or “ proportional ” 
control of the motor is obtained by vibrating the relays at 60 cps by 
use of auxiliary coils (Sec. 12-20). A continuous change of power to 
the motor is obtained, from fuU power in one direction to full power m 
the reverse direction, as the input Ep to the relay control tube is moved 
through a range of about 7 volts. 

Mercury relays 



The first stage of the amplifier has two triodes arranged so as to 
cancel the drift caused by heater voltage variation (cjT. Vol. 18). 1 ositive 

feedback is provided to the second grid, such that the first grid voltage 
Eg will remain within a few millivolts of zero as Ep moves thiough a 
considerable range. 

The network between Ep, Eg, and the error input Ex prevents the first 
stage from being saturated by commutator ripple or sudden changes of 
input, stores any error at Ex which might result fiom inalnlity of the 
mechanical system to follow rapid input changes, and prevents hunting. 
These functions are explained in Chap. 4. This type of network was 
apparently first reported for use in velocity servos by F. C. Williams.^ 

Pitot Marine Log System . — The pressure produced by a centrifugal 
pump when the water is not permitted to flow bears the same relation- 
ship to the speed of the pump as the pressure from a pitot tube l)ears to 
its speed through the water. Thus if the pump pressure and pitot pres- 
sure are made to be equal by adjusting the pump speed, the latter will 
be proportional to the pitot speed, and total rotation will be a measure 
of distance traveled. A rate servo may be used to correct the pump 
speed on the basis of difference-of-pressure data. 

1 F. C. Williams, "The Velodyne," TRE Report No. 4035. 
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CHAPTER 15 
REGULATOR ELEMENTS 

By a. Jacobsen and J. V. Holdam, Je. 

15*1. Introduction. — In the design of electronic instruments it is 
often necessary to maintain voltage or current constant within specified 
limits or to have voltage or current determined within specified limits 
by some controlling voltage, current, or mechanical displacement. To 
achieve this result devices known as voltage or current regulators are 
commonly used. 

Regulators may be classified as “ simple or “ degenerative.” Degen- 
erative regulators depend on a negative feedback loop to provide power 
at low impedance in voltage regulators and at very high impedance in 
current regulators. Simple regulators do not use feedback but simply 
combine nonlinear elements with linear elements to effect a low output 
impedance for voltage regulators and a high output impedance for cur- 
rent regulators. 

Most degenerative regulators contain these basic elements; a refer- 
ence element which may be a voltage source, a current source, an electro- 
mechanical device in which a spring or mass is used for reference, or a 
nonlinear element in which a small change in voltage or current is realized 
for a large change in current or voltage; a sampling circuit yielding some 
desired function of the regulator output; a comparison circuit to provide 
an error signal representing the deviation of the output from the output 
desired; and a control element. These divisions are convenient because 
they are clear-cut for a number of the most important regulators, but in 
others two or more of these functions may be performed by the same 
element. 

Factors of importance in specifying the performance of regulators 
include voltage, current, and power-handling capacity; impedance of 
output; output ripple; range of inputs and outputs; long-time stability; 
short-time or dynamic stability; absolute accuracy; and frequency 
characteristics. 

Long-time Stahzlity. — Long-time (static) stability may be defined as 
the constancy over a period of hours of the output averaged over periods 
of seconds. Long-time stability is impaired principally by slow changes 
in the characteristics of the sampling circuit, the comparison circuit, or 
the reference element. The extent to which these effects must be elimi- 
nated depends upon the performance required of the regulator, 
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Dynamic Stability. — Short-time, or dynamic, stability is defined as the 
constancy of the instantaneous output. Dynamic stability may be 
impaired by noise or microphonic effects in one of the elements or by 
inadequate stabilization of the degenerative loop. 

A degenerative regulator may be considered as a negative feedback 
amplifier for which the input function is a constant. The theoretical 
principles for the design of stable high loop gain degenerative loops are 
presented in Vol. 18 and are similar to the principles of servo stabiliza- 
tion treated in Chaps. 9 to 11 of the present volume. See, in particular, 
Sec. 10-4. 

16*2. Reference Elements. — Reference elements can be divided into 
three broad classes: constant- voltage elements, constant-current ele- 
ments, and networks containing nonlinear impedances. 

Constant-voltage Elements . — Sources of emf that are nearly constant 
with time are used as reference elements for regulators. The most 
important characteristics are constancy of voltage with aging, change of 
temperature, current drain, vibration, and change of position. Other 
characteristics important in the practical use of a reference element are 
voltage magnitude and effects of momentary short circuits. 

Batteries . — Dry batteries can, for laboratory purposes, provide a volt- 
age reference that is accurate to about 0.06 per cent for a period of 
several months when operated under specified conditions. The impor- 
tant requirements are fresh batteries, operation at all times with very 
low current drains (less than 1 /xa), maintenance of constant temperature 
(within a few degrees), and maximum temperature not much above 
25°C. Low temperatures do not damage dry batteries; in fact, their 
shelf life” materially improves at 0°C. High temperatures (50° to 
70°C) materially reduce the life of batteries and hence should be avoided. 
The temperature coefficient of 45-volt Z30N small Burgess batteries is 
about 0.02 per cent per degree centigrade over a range of —55° to 70°C. 
Batteries have a thermal time constant of 15 to 30 min depending on 
size, construction, and material. 

The most important requirement for constant potential of dry bat- 
teries is the complete absence of short-circuiting or even of appreciable 
current drains. If short-circuited briefly, a battery will recover to a 
steady potential of somewhat lower value, but its life as a constant 
potential element is materially reduced. 

; A series of tests’ on Burgess 5156 batteries showed them to be con- 
stant to better than 0.05 per cent over a period of 1 to 3 months. Cxirrent 
drain was less than 0.1 /xa except during periodic measurements when the 
current went up to a few microamperes. During these tests, the tem- 

^ H. Sack, Constancy of EMF’s of JOry Batteries, Cornell University, Oct. 2, 1945. 
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perature ranged from 20° to 25°C. An electronically regulated power 
supply using several Burgess Z30N batteries as a reference when checked 
over a period of 20 days was found to be constant to about 0.05 per cent. 

Because of the large potentials available from dry batteries a com- 
paratively insensitive comparison 
circuit can often be used with a 
dry battery reference element. 

Standard Cellsd — In applica- 
tions where a more precise volt- 
age reference is required than that 
provided by dry batteries, unsat- 
urated cadmium cells (Weston 
type) are of value. These cells 
(Fig. 15T) have a potential of 
slightly over 1 volt which is con- 
stant within ±0.1 per cent of the 
original voltage over a temperature range of “16° to 50°C. This cell 
can be tilted to 110° without introducing errors; but when inverted, the 
cell is open-circuited. Currents of the order of 100 /xa for a short time 
do not cause permanent damage. 

The most serious difficulty in the use of standard cells as reference 
elements is the requirement of better than ±i00-;iv stability of the 
equating circuit. 

Glow Tubes . — Glow tubes of the neon-bulb and VR-tube variety 
are very popular regulator voltage reference elements in electronic 
instruments. 

Glow tubes are very nonlinear resistance elements; for a consider- 
able cxirrent range, the voltage across the tube is nearly constant. The 
construction of glow tubes is very simple. Two electrodes of iron, 
nickel, aluminum, or magnesium in a low-pressure gas or mixture of 
gases (usually hydrogen, nitrogen, helium, neon, or argon) make up a 
glow tube. By choice of gas mixture and electrode geometry a range of 
50 to several thousand volts operating potential is obtainable. The 
ordinary commercially available tubes (Fig. 15-2) have operating poten- 
tials of 55 to 150 volts. Glow discharge tubes require a potential 25 to 
50 per cent higher than the opei*ating potential to initiate the glow dis- 
charge and require a minimum current to maintain the glow discharge. 
These tubes generally function in a satisfactory manner over a wide 
temperature range, in excess of -65° to -1-80°C. Vibration and change 
in position do not adversely affect the stability of these tubes. The 
striking potential is in some cases affected by the photoelectric proper- 

^“Epplcy Standard Cells,” BvXL 1, The Eppley Laboratory, Inc., Newport, R.I., 
July 1941. 
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ties of the electrode material. Table 15-1 is a summary of the charac- 
teristics of neon bulbs and VR tubes. 

Neon bulbs vary considerably in characteristics from tube to tube, 
whereas VR-tube characteristics are constant within a few per cent due 
to more careful construction and more thorough testing. The useful 
current range as given in Table 15-1 is conservative and, in general, is 
the range over which the tube should be used as a voltage reference. 
Currents between 6 and 40 ma are acceptable for the VR-75, VR-105, 



Neon bulbs VR-tubes 

Fig. lS-2. — Gas discharge reference elements. 


and VR-150 tubes. Higher currents shorten tube life, and lower currents 
result in erratic operation. 

The desirable characteristics of glow tubes as voltage reference ele- 
ments differ somewhat from those for simple regulators. Effects of time 
and temperature on the voltage at a constant current are of primary 
importance in applications of glow tubes as reference elements. The 
exact operating voltage, if large, is of relatively little importance in the 
choice of a glow tube for a voltage reference. Wide range of current 
and low dynamic impedance are the important features of glow tubes for 
simple regulators. 

The volt-ampere characteristic, of prime importance in simple regu- 
lator elements, is of secondary importance for reference elements. 
Although a small slope is desirable, one may compensate for greater 
slope by more gain in the amplifier to obtain the desired degree of regu- 
lation. Figure 15-3 shows the modes in a typical volt-ampere curve for 
a VR-105. 


Table 15T, — Summaby of Gaseous Dischabge Tubes 
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voltage at 
current 

105 V 10 ma 

105 V 2 ma 

151.5 V 10 ma 

148 

148 

73 

92 

No. 

tested 

O . CO CO O O rH tH 

tH tH rH 

Size 

Miniature 

Miniature 

Miniature 

Miniature 

Miniature 

British 

miniature 

British 

miniature 

Type 

VR105 

HD-52 

VR105 

S901 

VR150 

0A2 

(S856) 

VR 150 
0A2 

VR 150 
HD 51 

VR75 

CV284 

VR95 
CV 286 
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Figure 15*4 (scope picture redrawn) shows the effect of increasing 
current (lower trace left-hand side) and decreasing current (upper 
trace) on the modes of operation. 

The volt-ampere curve (Fig. 15-3) was chosen as an example of the 
characteristics of a glow tube with very distinct modes in order to show 


more clearly the effects of chang- 
ing from one mode to another. 
The voltage difference between 
two modes for a VR, tube is of the 
order of 0.1 to 0.5 volt. This 
change in mode of operation oc- 
curs when the tube is ignited, when 
the current is changed, or for other 
reasons which are not always ap- 
parent. Mode changing is prima- 
rily due to time variations in the 
spatial distribution of the glow dis- 
charge on the electrode system 
and to variations in the current. 

Figure 15-5 shows the effect of 
mode changes over a period of 
time during which the tube was 



Current, ma. 

Fig. 15-3. — OC-3 (VIl-105) glow tube volt- 

ampere characteristics. 


turned off every 4 min for 20 sec. 

An unusual characteristic of this effect is the very low frequency of the 
occurrence of large changes, although these changes may amount to 1 



0 30 

li'uK 1 5-4.“ V ol t-ani pore charactcristicH 

of Vlt-iaf) for iiKU-oasiug and decrGasing 


volt for a 105-volt tube. A statis- 
tical analysis of considerable data 
on VR-105’s indicates that the 
probability of any randomly 
chosen instantaneous voltage 
differing from the mean by more 
than 0. 1 volt is less than 10 per cent. 

Temperature effects on glow 
tubes are of two types: a reversible 
change of the voltage with tem- 
perature and an irreversible 
change. The former is produced 


current. 


by reducing the temperature of the 


glow tube from room temperature, while the latter occurs when the glow 
tube is heated to 80®C. The time-voltage curve of Fig. 15-5 shows such an 
irreversible temperature effect. An interesting feature of the VR--105 and 
many other tubes is the fact that the temperature coefficients are of oppo- 
site signs for deviations above and below room temperature. A small 
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number of tubes tested had variations of less than i per cent over the 
temperature range from 25° to — 50° and less than per cent from 25° to 
80°C. 


2 




<1 

0123456789 10 11 

Time -hours 

Fig. 15-6. — Time, voltage, and temperature characteristics of a glow tube. Tube switched 

off for 20 sec every 4 min. 
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Since temperature variation does not affect the current at which 
changes in modes occur, the appropriate current for a VR tube as a 
reference element can fortunately be chosen to minimize to a great 
extent the possibility of error due to changes in mode of operation. 
VR-105 tubes have been found to have maximum stability when oper- 
ated with a steady current of 12 ma. 



Drift of voltage with time is of considerable importance in the use of 
glow tubes for reference elements. The effect of age upon the voltage 
of a glow tube is shown in Fig. 15-6. The drift is less for lower currents 
for an average tube. These typical characteristics show a large initial 
drift followed by a rather steady drift of 200 /iv/min continuing for the 
operating life of the tube. From all available informatio5a the drift 
appears to be statistical with a tendency for positive drift for the first 
part of the tube life. 
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Constarit-current Elements. — Any one of a number of filaments of 
various metals may be operated at elevated temperatures as a nonlinear 
element that may be used in series with a load as a current regulator or 
in a bridge or divider network as a reference element. The filament is 
usually placed in a vacuum or in an inert gas atmosphere to rediace 
oxidation and to realiase more nearly the desired thermal properties. 



Fki. 15>7.- — Volt-ampere characteristics of Amperite ballast tube. 


'rhere are two classes of filamentary elements. One class, consisting 
of an iron filament in an atmosphere of hydrogen, provides good current 
regulation, but its characteristics vary considerably with ambient tem- 
I>erature. These elements depend on the heating of the filament for 
change in resistance and have a 



time constant, depending on con- 
struction, of a fraction of a second 
to Hc:veral seconds. Typical volt- 
ampere characteristics for an Am- 
perite (uirrent regulator (ballast) 
are given in Fig. 15-7. The ap- 
|)roximate curve for any other 
Amperite can be obtained by ap- 
propriate change of current or 
voltage scale. Amperite tubes 
an*; cu)mmercially available to reg- 
ulate; at current values from 0.050 to 8 amp and have threshold values from 
O. t to 60 volts. After being aged for approximately 12 hr the tubes show 
no further appreciable changes in characteristics. 

The other class of filamentary elements has a high-temperature tiing- 
sten filament in a vacuum, resulting in a reduction of the effect of ambient 


Fia. 15-8. — Volt-ampere characteristic 
110-volt Mazda lamps. 


of 
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temperature on the volt-ampere characteristics. This class of filamen- 
tary elements is often used in resistance-capacitance oscillators to stabilize 
the output amplitude, an ordinary 3- or 6-watt 110-volt Mazda lamp 
being used in a divider to adjust the amount of negative feedback auto- 



Fic. 15-9. — Filamentary reference elements. 



Fig. 15-10. — ^Volt-ampere characteristics of Victoreen filament-type reference tube. 

matically in a majority of the circuits. Volt-ampere characteristics for 
these two Mazda lamps are shown in Fig. 15-8. 

An experimental tube was developed by the Victoreen Instrument 
Co. (Fig. 15.9, center) in an effort to obtain an efficient stable reference 
element for regulated d-c supplies that must be better than xV per cent. 
The volt-ampere characteristics are given in Fig. 15T0. When operated 
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at 10 volts and 24 ma in a suitable resistance network across a 250-volt 
d-c supply, 53-nav output is realized for each per cent change in the supply. 
For an output accuracy of per cent a comparing circuit used with such 
an element would have to have stability of better than 5 mv. A number 
of the resistance elements may be connected in series for a larger output. 

Miscellaneous Nonlinear Impedances . — There are two broad classes 
of nonlinear element: those which are nonlinear resistances due to other 
than thermal effects, such as Thyrite and glow tubes, and those which are 



nonlinear due to thermal effects, such as Thermistors, diodes, and fila- 
mentary elements. 

In the use of nonlinear reference elements, the volt-ampere charac- 
teristic is very important because it shows how effectively the element 
may be applied to a particular circuit. Other important characteristics 
are current requirement, temperature coefficient, temperature limits, 
change of volt-ampere characteristics with age, voltage rating, effects of 
vibration, size, weight, and frequency response. 

Thyrite . — Thyrite is the trade name of a nonlinear resistance mate- 
rial produced by the General Electric Company . Figure 15T1 shows 
various commercial units. ^ This material is made of silicon carbide with 
a ceramic binder. A metal coating is sprayed on the surfaces to provide 
electrical contact. The instantaneous and steady-state volt-ampere 
characteristic of Thyrite is given by the equation 

I = KE^. ( 1 ) 

The quantity K depends on the resistivity and dimensions of the par- 
ticular Thyrite unit. The exponent n is at least 3.5 and can be as high 
as 7 in special cases. Figure 15T2 shows volt-ampere characteiistics of 
a number of commercially available types. 

The volt-ampere characteristics are the same for impulses of micro- 
seconds duration as for direct current and there are negligible polarizing 

1 From GE Thyrite Bull. GEA 4138. Western Electric Co. Varistors are similar 
in composition and characteristics. 
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ejffects. Voltage and current are almost exactly in phase, and the volt- 
ampere characteristic is symmetrical for both positive and negative 
polarity. 

A continuous rating of i watt per square inch is allowable in still air. 
A short time temperature rise of 80°C results from an input of 2000 
watt-sec per cubic inch. 

The most serious limitation to the use of Thyrite tor reterence ele- 
ments is its high temperature coefficient. At constant voltage, (mrrent 



Fia. 15-12. — Volt-arapere characteristics of Thyrito. 

increases 1 per cent per degree centigrade. Thyrite may operate at 
110°C continuously. Humidity has very little effect on properly impreg- 
nated units.^ 

Thermistors. — Thermistors^ are nonlinear elements that depenti on 
power dissipated in the element to raise the temperature and decrease 
the resistance. There are many types with widely varied characttu'istic^s. 
Thermistors are made by Western Electric of a mixture of metallic 
oxides. While there are many possible combinations of materials, 
nickel oxide appears in most mixtures with manganese, uranium or 

1 Considerable information, on circuit applications may be found in 1\ Brownlee, 
“The Calculations of Circuits Using Thyrite,"' <7en. Elec. Rev., April 1934, pp. 175-179, 
and May 1934, pp. 218-23. 

2 J. A. Becker, C. B. Green, and G. L. Pearson, “Properties and Useis of Th(‘r- 
mistors — Thermally Sensitive Resistors,” Elec. Eng., 66, Trans, 71 1-725, November 
1946. 
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copper oxides, and other materials for binders. The very small bead 
units are made in a number of mechanical variations of which types 
D-163903 and D-166382 are two examples. Curves for typical units are 




0.1 0.2 0.5 1.0 2 5 10 20 50 • 100 


Current in milllamperes 

Fia. 16-14. — Variations in Thermistor characteristics with ambient temperature. These 

data are for D-163903 and D-166382 units. 


shown in Fig. 15T3. Figure 15T4 indicates the variations in charac- 
teristics with ambient temperature of type D-166382. 

The variation of the resistance of a Thermistor with ambient tempera- 
ture and power dissipation may be indicated by the following formulas: 
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R = and I (2) 

W = C{T - To), I 

where Ro = resistance, ohms, at temperature To, degrees Is^elvin, 

B, C = constants, and 

W = power dissipation. , ^ -xu 

The thermal time lags vary from a small fraction ol a second witn 

the small bead type D-166382 to several hours for large units. 



Fig. 15'15. — Typical plate current vs. filament voltage characteristics of 5Y 3 an eniiBHioii 

limited reference element. 

The ratio of voltage output to change of voltage input of the bridge 
or divider sampling circuit utilizing Thermistors of course depends greatly 
on the circuit and component details. In a specific case where all factors 
were carefully chosen the ratio of percentage output change to peicentage 
input change was 4:1. 

Thermistors, like nearly all nonlinear elements, cannot be manufac- 
tured to very close specifications. A typical Thermistor ID- 106382 has 
tolerances at a particular temperature of 25 per cent for resistance at no 
current and at 25 ma. The power level tolerance at 250 ohms is also 
as high as ±25 per cent. However, as the result of considerable develop- 
ment effort by Bell Telephone Laboratories, Thermistors are very stalde 
in their characteristics even though characteristics may vary from unit to 
unit. 

Thermionic Vacuum Tubes as Reference Elements . — diode may be 
used as a reference element in a regulator circuit. Figure 15-15 shows the 
plate-current change for a small percentage filament-voltage change. 
A plate current of about 100 ^la and a filament voltage of 1.33 volts 
are suitable operating conditions. Ten tubes were checked, and filament 
voltages for plate currents of 100 were fairly evenly distributed over 
a range of 1.20 to 1.35 volts. 

As a reference element a diode should be operated in a bridge circuit 
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Biieh as is illustrated in Fig. 15*16. To obtain the greatest ratio between 
a~c voltage into the diode and the voltage out to the control tube grid 
a high resistance should be associated with the diode and a high voltage 
should be used across the bridge. The time constant of this circuit 
depends on the thermal lag of the filament; it may be a fraction of a 
st'cond to several seconds depending on construction. Such oxide-coated 
catliocle thermionic elements operated 
at heater voltages below manufactur- 
er’s’ ratings are apt to have short life 
unless current is kept very low. The 
explanation for this lies in the fact 
t hat at low heater temperatures the 
eaithode coating has a tendency to be 
dtistroyed at the surface faster than 
i-eplaceinent molecules of the oxide can 
difTusc, to the surface. Any such low- 
voltage application should therefore be 
subject to careful life tests. As with 
otlur* nonstandard characteristics of vacuum tubes, such tests should be 
nuide on representative samples of tubes made by all or at least many 
niamifacturers. 

15*3. Sampling Circuits. — The function of the sampling circuit is to 
provide a fraction of the regulator output or to provide some other voltage 
for (comparison with the output of the reference element in order to 
deri\’(^ an error signal that may be used to operate the control element. 
In some regulator systems, the functions of the sampling circuit, com- 
paring circuit, and reference are all performed by one nonlinear network, 
and any division of this type of circuit into the above circuits is artificial. 
Nevertludess, there are a sufficient number of circuits that divide logically 
into th( 5 se subcircuits to make the system of classification a useful one. 

I n typical regulators, the regulator output is varied in such a way as 
to make the sampling circuit output equal to the reference element out- 
put. Ck>nse(iuently, any variation in the percentage of the regulator 
output that is taken as a sample is reflected directly in the regulator 
outinit. tSince most sampling circuits take only a portion of the output 
for (‘.omijarison with the reference element, small variations in the sam- 
pling circuit may lead to rather large (absolute) variations in the output. 

'There are three broad classes of sampling networks: linear networks, 
nonlinear networks, and compensating circuits. The term compen- 
sating circuits” is here defined as a network introducjing into the sampling 
(drcniit a voltage proiDortional to or at least a direct function of the 
input voltage and/or load current in such a way as to increase the regula- 
tion factor and/or reduce the source impedance. Many regulator cir- 



A-c Sampling 
voltage 


Fig. 15-16. — Bridge circuit for diode 
emission reference element. 
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cuits employ more than one class; for instance, compensating circuits 
may be used in conjunction with linear networks to reduce the output 
impedance of the regulators. In general, linear networks have the best 
static stability. Nonlinear networks are of value because they have less 
d-c attenuation than linear networks; hence, for some applications, the 
increase in gain may more than make up for the poorer stability. Com- 
pensating networks are very useful when regulation is required over a 
large range of input voltage; by proper sampling of the input voltage 
the requirements on the regulator output sampling circuit are reduced. 

Linear Networlcs . — Voltage dividers made up of resistors are the usual 
sampling circuits. Figure 15-17 shows two examples of this type of 




Fig. 15*17. — Representative sampling cireuits. 


circuit. For maximum stability it is necessary to use wire-wound 
resistors, both for the fixed and for the adjustable components. If a 
potentiometer is used, it should be no larger than is necessary to provide 
the required range of control; this precaution minimizes the effect of the 
discrete values of resistance obtainable from wire-wound potentiometers 
and the effects of the temperature coefficient of the potentiometer. 

In practically every case, sampling circuits cause a loss of gain around 
the degenerative loop, but this is normally not a serious matter. Since 
most comparison circuits require the outputs from the sampling circuit 
and the reference element to be at approximately the same voltage level, 
higher reference voltages mean smaller sampling circuit gain reductions. 
The loop gain at audio frequencies can be increased by capacitively 
coupling directly from the output of the regulator to the input of the 
comparing circuit. Such an arrangement does not affect the d-c attenua- 
tion but does greatly reduce the a-c attenuation. This reduces the output 
ripple at these frequencies and in addition contributes to stability of 
the loop if correctly designed. 

For certain applications, particularly for low-voltage, high-current 
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regiilation, a solenoid or induction device is useful as a sampling circuit. 
For these applications a spring may be used as a reference element. 

Monlmear Netwoi'ks. Figure 15-18 shows two applications of non- 
lincai networks as sampling circuits. In circuits such as these it is 
nw’ianingless to separate the sampling circuit from the reference element. 



T-Non-Jinear elements 

Fki. 15 - 18 . — SiunplinK circuits with nonlinear elements. 

Ctympemafing N'etivorks . — In many degenerative regulators the regu- 
hition factor and the output impedance may be improved by the use of 
suitable compensating networks associated with the sampling circuit. 
A (uimiiensation circuit has been defined above as a circuit that intro- 
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duces voltages proportional to input voltage and/or load current into 
the sampling circuit in such a way as to increase the regulation factor 
and/or reduce the source impedance. 

Compensation is most practical in electronic regulators that have rela- 
tively low loop gain and are operated over a limited range of line and 
load variations. Linearity of sampling, comparison, amplifier, and con- 
trol circuits determines the extent to which compensation can improve 
the operation of a regulator circuit.^ 


Gt„,= A70Q/1 mho 



Circuits, analysis of operation, and results of use of compensation of a 
regulator for line and load variations have been described in the literatures 
The following equations of conditions to make the regulation factor 

infinity and the source impedance zero have been taken from lliirs 
article. 

To make the regulation factor high with the circuit of Fig. 1 5* 11) the 
following relation between B4 and J?6 must be realized: 


Jil 


Ra “h* Ri 




ix^R, 


T p Jl 


( \ \ 

\Ri -f- R%} \rpjj -f 
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R^ 




fj-^Ri 


( 3 ) 


Rlj 

If Ri is chosen to be 100 k and with other values as shown in Fik. 

'F L. Hogg, "Regulated Power Supplies,” Wireless WorUl, NdvchiIkt anil 
7BS T^' “A^lysis of Voltage-Regulator Operation,” Pro,-. 

(1939)**’ **”**’ ® Hickman, Rev. Sci. Inst., 10, (1 
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15-19, an op-timum value of i ?5 of 1,160 ohms was found experimentally, 
in reasonably good agreement with the calculated value. 

With coixipensation, the regulation factor of this circuit was improved 
by more tha,ii a factor of 10 over an input range of 25 per cent with a 
40-ma load current. 

The use of a- compensating circuit to reduce the effective source 
impedance of a regulator to nearly zero by a series resistor Re in the 
sampling circuit is also shown in Fig. 15T9. 

The value of itic is low, usually less than 10 ohms, and may be calcu- 
lated by the equation^ 


R, 


1 + 




P, 


T Rj 


dn 


fx^Ri 


R, 


T-p "T RlRx + -Rj 


(4) 


The computed value of for the values given was 6.05 ohms, and 
the experimental value was 7.0 ohms at a load of 40 ma. At an input 
of 500 volts and a current range of 0 to 100 ma the source impedance 
was negative over part of the range and the value was of the order of 
2 ohms. The source impedance without compensation was about 6 
ohms; the improvement of a factor of 3 is probably not worth while in 
most instances loecause Re would have to be adjustable and there is 
danger of oscillations occurring. 

''fhe main disadvantages of compensation methods are that circuit 
adjustment may be required when tubes are replaced and, in the case 
of the lowered source impedance circuit, a '‘floating” supply is required. 

16-4. Comparison Circuits. “ — The comparison circuit in a degenera- 
tive regulator produces a signal that is a measure of the magnitude and 
sense of the difference in potential between the sampling circuit and the 
refereiu'.e element. There are two broad classes of comparing circuits: 
dire(4, -coupled amplifiers and modulators. The direct-coupled ampli- 
fiers have two inputs, one for the output of the reference element and 
one for- the outpxit of the sampling circuit; the output of the direct- 
c.oiipled amplifier is the amplified d-c difference between these quantities. 
A modulator peid’orms the same discrimination function except that the 
output is an a-c error voltage whose amplitude is at least roughly pro- 
|)ortional to the magnitude of the error and whose phase indicates the 
sense of the error. 

''fhe most iniixortant characteristics of comparison circuits are the 
dynamic response and static stability, sensitivity, and effects on 

' TIuh corro.cjtH iin error in Hill’s paper. 

^ See Vol. 18 for detailed treatment of d-c amplifiers. 
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the reference element and sampling circuit. In d-c amplifier circuits 
the sensitivity is usually much better than the static stability; hence the 
static stability determines the utility of the circuit. Static stability 
is measured quantitatively by the change in grid-cathode bias neciessary 



to maintain constant plate current as 
the tube ages or as heater voltage 
changes. Static stability is usually 
expressed, somewhat arbitrarily, as 
change in bias {AEc) per unit time or 
for a 20 per cent change in heater volt- 
age. For tubes used in differential- 
amplifier circuits the differential 


change in bias is more important than 


4- 


the change in bias of either tube. Di- 



rect-coupled amplifier comparing cir- 
cuits have good dynamic response. 
Modulator comparing circuits, while 
having excellent static stability, are 
limited [^in their dynamic response, 
since the error information is aviiilable 
only at the carrier frequency. 

Direct-coupled Amplifiers , — Figtire 
15*20 is a schematic of the three prin- 


^ Reference 
element 


Output 

— < From 
sampling 
circuit 


ciple types of direct-coupled ampli- 

j i , fier circuits used as comparing cirruiits. 

< > The amplified output of eacdi of these 

Output — ► Output circuits is a measure of the difference 

I — < From voltage between the sampling (drciiit 

sampling and the reference element. 

* — • 1 circuit 

^element < (/.) single-ended amplifier (I'i’ig. 

^ i 15*20a) usually employs a multigrid 

Fig. 15-20. — Direct-coupled ampli- tube tO provide high gain. 1 he 

fier comparison circuits, (o) Single- single-ended amplifier has the charat!" 
ended amplifier; (6) cascode amplifier; i i » 

(c) balanced ampHfier. teristic of passing current through 

the reference element, an undesirable 

feature with many reference elements. A further disadvantage is that 

no compensation is provided for changes in cathode-grid voltage due to 

heater voltage fluctuations and aging. 

The cascode amplifier (Fig. 15*206) has the same inherent disadvan- 
tages as the smgle-end amplifier but has the advantage of very mu(di 
higher gain. The increased gain reduces the effective output imiiedance 
and hence improves the regulation. The static stability is limited by 
the AEc characteristics of only the lower tube. 


Fig. 15-20. — Direct-coupled ampli- 
fier comparison circuits- (o) Single- 
ended amplifier; (6) cascode amplifier; 
(c) balanced amplifier. 
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The balanced amplifier (Fig. 15-20c) loads neither the reference ele- 
ment nor sampling circuit and balances out a large percentage of the 
effects of changing heater voltage and aging. The use of a dual tube is 
hence recommended where possible. 

Table 15-2 is a summary of the results of tests on a number of tubes 
to illustrate the effects of heater voltage variations for a comparison 
tube. The desirability of keeping the plate current low is shown by the 
lower values of AEc and AAEc for lower currents. 


Table 15-2. — Summary of Tubes for Equating Circuits 


Type of 
tube 

No. tested 

Single 
or bal- 
anced 

Plate 
current 
Ipy ma 

AEe for 20% change 
in Eh, mv 

AAEc* for 20 % change 
in Eh, mv 

Min. 

Max. 

Aver- 

age 

90% 

under 

Max. 

Aver- 

age 





2.5 

182 

308 

216 




6SJ7 

10 


,S 

10.0 

212 

936 

410 


ft * « 





fS 

2.0 

180 

336 

210 




6AC7 

10 


IS 

8.0 

204 

700 

310 


ft * * 


6 AG 7 

t A 

J 

fs 

10.0 

197 

375 

230 

. • . 

. . . 


(RCA) 

i U 

1 

IS 

40.0 

231 

663 

317 


. . . 



10 

J 

' Both 

2.0 

183 

313 

210 

30 

40 

14 

6SN7 

(20 s(K!tions) 

1 

, Both 

10.9 

228 

624 

470 

150 

180 

83 

6V6 



S 

56.0 

111 

677 

400 

. • . 

. * . 

• . 

6Sr.7 

18 


B 

0.1 

189 

228 

• . . 

20 

. . , 

. . 


(36 sections) 










6SU7 

67 


B 

0.1 

. . . 

. . . 


25 



Tung sol 












Non:: All groups of tulios aro of aHHortod niakoH, oxcopt ais note<l. 
* Difference between Heotionn of a twin tulxj in balanced amplifier. 


Fluctuating effects have about the same magnitude for diodes, triodes, 
tetrodes, and pentodes; for high and low m’b; and for high and low trans- 
conductances. In fact, these effects appear to be common to all oxide- 
coated unipotential cathode structures. At or below 25 per cent of the 
allowable average current, the fluctuating voltage is about 0.25 volt 
(measured at the grid or cathode) for a 20 per cent change in heater 
current. Aging effects are similar to the effects of changing heater poten- 
tial. From the standpoint of this fluctuating potential the 6SL7 is as 
low as or lower than any other common tube. Since it is a dual tube, 
the differential fluctuation voltage is quite low. Tests indicate that 
after proper aging, 90 per cent of 6SL7’s or 6SlJ7’s operated at low plate 
currents — 0.1 to 0.4 ma — have differential errors under ±25 mv for a 
20 per cent change in heater voltage and under errors ± 25 mv differential 
over a period of on<i week at constant heater potential. 
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Permanent changes of Eo of the order of 10 to 20 mv may result 
from mechanical shocks which cause permanent changes in the tube 
geometry. This effect is small compared with other factors in single- 
ended circuits but may be important in balanced circuits, as these other 
factors tend to cancel out and one tube may go plus and the other go 
minus ; hence AAEc may be 20 to 40 mv. 

Change in Ec with time, even when Ej, is constant, is due primarily 
to changes in the oxide-coated cathode. This effect is quite serious and 
in a period of 7 days may amount to as large a change in Ec as would be 
produced by a 10 per cent change in Eh- 

Drift tests on five pairs of 6SJ7’s, connected in a differential d-c 
amplifier circuit operating at about 0.1 ma, constant Eh, and at about 
100 volts between plate and cathode, showed an average differential 
drift rate of about 7 /iv/min for 40 to 60 hr. Thus, for a period of 50 hr, 
differential drift of less than ± 50 mv should be realized. 

Modulator Equating Circuits . — There are three classes of modulator 
discriminator circuits. Triodes (or multigrid tubes) depend on curva- 
ture of tube characteristics; diodes depend on discontinuity between two 
(nearly) linear characteristics; and moving contact vibrators and break- 
ers depend on switch action. Each produces, when actuated by a 
carrier, an a-c signal that indicates by its phase and amplitude the voltage 
difference between the sampling circuit and reference voltage. 

Tube modulators have essentially the same limitations of stability 
as have d-c amplifiers, as nearly all instability is due to the characteristics 
of the oxide-coated cathode. 

Three balanced-modulator circuits are shown in Fig. 15-21 ; two use 
double diodes, one a double triode. These circuits have two cathodes 
each which tend to balance out Ec fluctuations, giving about the same 
stability as direct-coupled amplifiers. Figure 15-22 shows a typical cir- 
cuit using a modulator to obtain a d-c voltage that is an amplified meas- 
ure of the voltage E% — Ex and may be used to operate a control element. 

IVIechanical switch modulators used as comparison circuits provide 
a much higher order of stability than electronic tubes. Under favorable 
conditions it is possible to detect a voltage difference of the order of 
10-9 volt at 5 ohms impedance level with the General Motors Research 
Laboratory modulator circuit.^ For regulator applications, because of the 
higher impedances involved, accuracies of the order of 1 mv are usually 
realized with switch type modulators. 

The Brown Converter vibrator and the Leeds and Northrup vibrator 

^ W. P. Wills, “D-c to A-c Conversion Systems,” EUc. Eng., 66, 39--40, January 
1947; M. D. Liston, C. E. Quinn, W. E. Sargeant and G. G. Scott, “ Contact Modulated 
Amplifier to Replace Sensitive Suspension Galvanometers,” Rev. Sd. Inst., 17, 194-198 
May 1946. ? ' » 
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are examples of single-pole two-position switches which may be used in 
comparing circuits similar to Eig. 15-22. These units (Fig. 15-23a and h), 
are especially designed to obtain a high order of accuracy and stability. 

The Brown Converter consists of a vibrating reed which forms the 
center contact of a single-pole two-position switch. The reed is driven 
electromagnetically and makes intermittent connection to two contacts 
The complete unit is encased in a metal shell to provide mechanical, 




(6) Diode modulator 



Fia. VaciuiTU-tuho iiiodtjlators. 


electrical, and dust shielding and is 
designed to plug into a standard tube 
socket. The commercially available 
unit has a reed with a resonant 
frequency of approximately 90 cycles 
and is designed to operate at 60 to 60 
cycles, 6.3 volts. The outside con- 
tacts are normally shorted together 
through the reed for 7 per cent of 
the operating cycle, .although they 
may be adjusted for other types of 
operating conditions. Figure 15*22 
illustrates normal contact shorting. 
The unit is insensitive to tempera- 
ture and mounting position. Its life 
is long when required to break no 


Carrier 



Fio. 16-22. — Switch-typo modulator 

compai’isoii circuit. 


more than 10 volts, but contact life is materially shortened if operated at 
more than 16 to 18 volts. 

The limit of the sensitivity of the Brown Converter is determined by 
the impcKlance of the circuit in which it is used. Even with considerable 
shielding there is capacitive coupling between the coil and the reed 
of the order of 5 /x/if; this gives, for instance, 1 mv of noise" for an 
input impedance of 100,000 ohms. 
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Switch-type modulators give the maximum static stability of all 
comparing circuit designs ; but as with all modulator comparing circuits, 
they are limited in dynamic response by the rate at which the informa- 
tion is gathered. For the Brown Converter this limit is 60 cycles. 
Vibartor modulators have been built to operate at higher carrier 
frequencies, but they are still experimental. 

Miscellaneous Devices . — Another modulator^ of particular interest 
because of its high frequency and accuracy is based on the elements of a 



condenser microphone and has been used by RCA and others for equating 
and as a linear modulator in computers. Figure 15-24 shows the RCA 
unit disapembled, and Fig. 15-25 shows the use of this unit in a modulat- 
ing circuit. When d-c potentials are applied to the plates through high 
impedances, the change in capacity between the plates and the diaphragm 
causes an a-c potential to appear at the plates. The amplitude of the 
alternating current is proportional to the d-c potential difference between 
the diaphragm and the plate and the amplitude of the diaphragm vibra- 
tion. The diaphragm is driven by the “voice coil,” and the amplitude is 
controlled (the amplitude can be constant or controlled and variable) 

by a feedback amplifier with one of the plates at fixed or variable potential 
as a reference. 

In the circuit shown in Fig. 15-25 the diaphragm is designed to be 
operated at ground potential. The diaphragm is mechanically resonant 


^ See, for example, S. Rosenfeld and W. M. Hoskins, - Modified i^isman Apparatus 
ioT Measuring Contact Potential Difference in Air,” Rev. Sci. Inst., 16, 343-345 

Blec^iL “Crystal Driven Modulator for D-c Amplifiers,” 

Electromcs, 18, 128-129, December 1945. See also references, Sec. 340 p 44 
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at 2615 cps, and there are four separate pickup probes or plates. The 
alternating current induced by the diaphragm vibration is approximately 
1 per cent of the d-c potential, and the accuracy is better than 0-1 per 
cent. 



Fig. 16-24. — Vibrator multiplier, disassembled view. 


An equating circuit that is capable of very high precision, particularly 
for laboratory use, is shown schematically in Tig. 15-26. A sensitive 
galvanometer, a lamp, a double photocell, and a difference-taking d-c 
amplifier are connected in such a way that a small current in the coil 
(uuises a mirror to move, changing the photocell balance and giving a 
large d-c output voltage. This is sometimes called the ‘ Roberts gal- 
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vanometer” and is discussed more fully in Vol. 20. This principle has 
been used in a circuit to regulate the beam current of a cyclotron.^ 

In applications where the peak value of an a-c signal is compared 
with a d-c reference, a diode demodulator (detector) may be used as a 
comparing circuit. The loading on the peaks of the output by the diode 


Permanent magnet 



Reference Sampling circuit 

voltage voltage 



detector may generate harmonics in the a-c output; such loading is 
minimized by using high-impedance circuits and by providing a low- 
impedance a-c source for the detector (see Figs. 15.27 and 16.20). 

Summary of Comparison Circuits . — Some of the features of comparison 
circuits described in this section are summarized in Table 15-3. 

1 Ridenour and Lampson, "Thermionic Control of Ionization Gauge,” Rev. Sci. 
Inst., 8 , No. 5, 162—164, May 1937; G. Asset, "Photoelectric Galvanometer Ampli- 
fier,” Electronics, 18, 126—129, February 1945. 







Sec. 15-6] 


CONTROL ELEMENTS 


519 


Table 15-3. — Summary op Comparison Circuits 



Carrier 

fre- 

quency 

Accuracy 

Shock and 
vibration 

Position 

effects 

Tem- 

pera- 

ture 

effects 

Loading of 
reference 
voltage 

Actu- 

ating 

volt- 

age 

Single-ended tube, . . . 


±150 mv 

10 luv 

N one 

None 

Yes 


Single-ended tube, liighJi>*.., 


± 300 mv 

10 mv 

None 

None 

Yes 


Dual tube in symmetrical cir- 








miit,. low T 


± 50 mv 

15 mv 

N one 

None 

No 

. * 

Same high J„ (6SN7)* 


±100 mv 

15 mv 

None 

None 

No 


Diode and triode:’^ 

S y m me t r i cal in od ulat ors 






Depends 

on 

circuit 


low current at balancef* • 

Any 

± 50 mv 

15 mv 

None 

None 


Brown converter 

50- 
60 cps 

± 1 MV 

at 10 ohms 

Somewhat 

affected 

Requires re- 
b a 1 a n c e 
for best 

accuracy 

None 

N ot at 
balance 

6-9 

Leeds and Northrup vibrator. . 

60 epB 

Less than 
15 MV 

Somewhat 

affected 

Requires re- 
b a 1 a n c e 
for best 
accuracy 

None 

Not at 
balance 

35 

Roberts galvanomciter 


0,01 fin 

Very seri- 

Serious 

None 

Small 





ous 





Gen* Mot. Res, Lab. switch 








modulator 

75 cps 

10"”® V at 5 
ohms 

Not serious 

1 Not 8erif)UB 

None 

1 

Not at 
balance 



’*■ For 10 p«r cent change in heater voltage, 100 hr. time, 
t This refers to symmetrical circuits in which two catholics arc used. 


16-6. Control Elements. — In a degenerative regulator the element 


that modihes the input in order to obtain the desired output may be 
called the control element. Modification of the input to obtain the 
desired output may be realized by attenuation introduced by a variable 


impedance or by a component added or 
subtracted from the input by a device 
such as a variable auto transformer. 

Variable impedance control ele- 
ments may be resistive or reactive. 
Vacuum tubes, thyratrons, potentiom- 
eters, rheostats, and carbon pile ele- 
ments are resistive control elements. 
Variable inductors in which impedance 
variation is accomplished by mechanic- 
ally changing air gaps or by magnetic 
saturation are reactive control elements. 


From 

control > 

element q 


o_JK^ 


D-c 

reference 

voltage 





3IV1 


To d-c' 
amplifier' 
o 


A-c output 


Fiu. Ifr'JT. Diode dofceetor oquatiug 
cir(!tut. 


Variables transformers provide 


means for adding to or subtra<;ting from the input. 

Vacuum tubes are used in series or shunt to regulate d-c supplies. 
Vacuum tubes used as control elements usually have fair linearity and 
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very short time constants. Their high input impedance for the con- 
trolling voltage results in very high power gain. Their worsf} feature is 
low efficiency, sometimes less than 50 per cent. 

The choice of a control tube for a specific application is influenced 
by a number of factors. The allowable plate power loss, maximum plate 
current, and minimum voltage for rated plate current are very important 
limitations. Less important are heater power loss, allowable heater- 
cathode potential, and the desirability of keeping the number of separate 
tube types as low as practical in a particular instrument. 



In general the series control tube should have high transconductance 
and high plate dissipation rating and should pass rated plate current at 
low plate-cathode potentials. Topular control tubes for direct current 
regulators include the 6V6, 6L6, 6B4, 28D7, 26A7, 6Y6, and 0AS7-G. 
The 6AS7-G (Fig. 15*28) is an excellent new tube of high current-rating 
(200 ma) and low voltage drop developed especially for series control use 
Its low g, 2.1, requires a rather large control voltage range from the ampli- 
fier, but this is not serious. 

Circuits incorporating shunt control tubes are usually less eflficient in 
regulator circuits than series control tubes, particularly for high-current 
regulators. A shunt regulator using a specially developed tube to 
regulate a high-voltage, low-current supply is shown in Fig. 16*54, 
Sec. 16*8, and is described in detail in Vol. 22. ^ 


Skc. 15-5] 


CONTROL ELEMENTS 


521 


ihyra,trons can be used as controlled rectifiers to provide a regulated 
supply at laigh-er efficiency than that obtainable with high vacuum tubes, 
riiyratroii controlled rectifiers usually require extra filtering and shielding 
for satisfactory operation. 

Satiiral>lo reactors^ are the basis for simple a-c regulators widely used 
to provide reasonably constant voltage from power lines. Commercial 
versions are described in Sec. 16-3. The power efficiency of saturable 
reactor a-c regulators may be high compared with tube d-c regulators^ as 
the variable impedance introduces reactive voltage drop instead of 
resistive (hence dissipative) drop. Saturable reactors are characterized 
by time consfiants ranging from milliseconds to seconds, depending on the 



Control winding 

Fig. 15*29. — Saturable reactor with d-c control. 

design and the driving impedance. In a typical case, a simple a-c 
rc^gulator jjrovides full correction after 2 cycles at 60 cps. 

Saturtil)l<3 rcacdiors, being very nonlinear, introduce harmonics into 
the output potential that may be undesirable and complicate the design 
of a regulator for a specific application. 

Figure lb -29 is a sketch of a saturable reactor in which the introduc- 
tion of the alte:rna,ting cAirrent into the d-c control winding is minimized 
by a ])iil aliened const riu'.ti on. In most designs the d-c control winding 
has a large xiuml)er of turns in order to obtain the maximum NI with a 
minimum ciii-rent. The time constant resulting from this high-imped- 
anc('. (‘.ontrol winding may be a disadvantage in some applications. It is 
minimized l>y |)entodc drive. 

Oiu^ simple application of a saturable reactor is in the so-called- 
swinging e.hoke'’ for power supplies. 

A traiisftormcr with, an adjustable slider electromechanically activated 
l)y a soh'iiioici or a stvrvo motor can be xised as a control element. Motor- 
opca-at<Ml j'(^gulators in which transformer taps are changed are widely 

1 8(sc 12'23. 

“ R,t':gula.tioi» of rcotifior powcir supplicsH can bo iinprovcd by the use of air input 
(“.liokc! in wbi<'Ii iin[)CHl!i,iu*-<^ dccn^ases with increase in load (uirrent. TL his tends to make 
Hu; {ilt<;r look nior<‘ Iik(; a (;ond(;n.s<sr input fdtor for higher currents, resulting in an 
iinprovein<;ii(. in n;gula,tion for load changes. 
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used in power applications where rough regulation with high efficiency 
is desired. 

A carbon pile variable resistance element, in which resistance is an 
inverse function of pressure, is used as a control element for dircu'tly 
regulating high-current low-voltage d-c supplies (see Fig. 15*30). dhe 
carbon pile is actuated by a solenoid which samples the output, a spring 
acting as a reference element. Vibration of the mechanism of a carbon 
pile regulator and its relatively slow response limit the smoothness of 
output under practical operation conditions. A variable resistance, 
mechanically actuated by a servo motor, a solenoid, or other electro- 


Carbon pile 



Fig. 15-30. — Carbon pile voltage regulator. 


mechanical devices can be used as a regulator control circuit. Variable 
resistance elements have the advantage of controlling alternating (surrent 
without wave shape distortion but are not so efficient as elements like 
saturable reactors. The primary disadvantage of variable resistanca^ 
elements is the slow response due to the mechanical motion reciuinai to 
actuate the element. These characteristics are particularly troubkisome 
in high-current units. 

In many applications the use of an electromechanically a<d.imted 
control element to provide slow control, combined with a vacuum t,ub(‘. 
or saturable reactor control element to provide a small amount of rapid 
control, may be of advantage. This dual arrangement may 1)0 more 
efficient and provide much better regulation than any single control 
element regulator. 



CHAPTER 16 

PRACTICAL REGULATOR DESIGN 

By a. Jacobsen and J. V. Holdam, Jr. 

16* !■ Design Considerations. — Chapter 16 contains detailed informa- 
tion on the characteristics of the four major parts of regulators: reference 
elements, sampling circuits, comparing circuits, and control elements. 
This chapter is a study of the over-all characteristics of regulators, and an 
attempt is made to show how these characteristics influence regulator 
design. 

In general, regulators are required for circuits or systems whose 
satisfactory operation depends upon constancy of voltage or current and 
that operate under conditions where there are variations in supply 
voltage and load. Since regulation is required for specific purposes, 
speed (i(uitions can be written precisely. The type of regulator called for is 
determined by the input voltage, whether it is alternating or direct 
(uirrent, how much the input voltage fluctuates, and the required 
range and a(‘.curacy of output. The actual circuits used in the regulator 
are detcu’mined by more detailed specifications such as the type of opera- 
tion: whether it is industrial or military; shipborne, airborne, or ground; 
mol)ile or stationary; or laboratory. Even more detailed specifications 
inclutle such information as the magnitude of the output voltage and the 
per cent n^gulation required; the upper limit of the output impedance, 
usiuilly d(d,ermined by the range of load (current) variation; the degree 
of dynamic- stability, determined by the character of the transients 
e.Yp(M't(Ml and the sensitivity of the circuit following the regulator to such 
transients; and the rcc|uired static stability, usually determined by the 
length of time that the equipment must remain stable between adjust- 
ments. For the sake of classification, regulator specifications have been 
divitled into two main groups: a-c regulation and d-c regulation. Each 
group is sulxlivided into several classes of regulators, the distinction 
between classes depending primarily upon the power level available 
from the regulator and whether the regulating action is simple or degen- 
erative. Admittedly, this division is arbitrary; in some cases the classes 
overlap, and there are many omissions. It is impossible in the space 
availal)le to incRide circuit diagrams, operating characteristics, and a 

theoreti<!al discussion of all common regulator designs. Examples of 
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most of the various classes of regulators are described, and many circuit 
diagrams and operating characteristics are included. 

A-c Regulation. — ^Alternating-current regulation may be divided into 
four broad classes: the regulation of power generated by a large central 
station with well-stabilized frequency, regulation of a local a-c generatoi' 
or inverter, simple regulation at low power levels for specific circuit 
applications, and regulation of the output of electronic or mechanical 
oscillators. Table 16T gives a rdsum4 of the principal characteristics of 
these classes of regulators. 

Simple regulators, employing magnetic saturation, are extremely use- 
ful in regulating a-c power, provided the frequency is constant. Com- 
mercial regulators, employing magnetic saturation, are available for a 
large range of power levels. Because of its ihiportance as a class, this 
type of regulator is discussed in some detail in Sec. 16*3. Rlectro- 
mechanical regulators, to which Sec. 16*4 is devoted, are considerably 
more flexible. Motor control of a variable transformer provides a-c 
regulation for conditions that magnetic saturation regulators cannot 
meet. In particular, this method of regulation is relatively insensitive 
to fluctuations in frequency and output power factors, two conditi'ons 
that must meet stringent requirements for satisfactory operation of 
magnetic saturation regulators. 

Nonsaturating resonant circuits to provide constant current have 
sometimes been used, particularly for controlling the input to high-power 
oscillators. Application of this type of a-c regulation is limited to 
central station power sources with carefully controlled frequency, since 
the resonant circuit has a high Q and hence is sensitive to frequency 
variations. The control of the output of local inverters by means of 
varying the field current with a carbon pile variable resistor in a degen- 
erative circuit has found considerable application in airborne and other 
portable inverters. Field control by carbon pile regulators is not too 
satisfactory but has found widespread use owing to the lack of a l)etter 
system. These classes of regulators, together with simple regulators and 
oscillators employing nonlinear impedances as stabilizing elements, are 
discussed in Sec 16*5. 

D-c Regulators. Table 16*2 divides d-c regulators into several classes, 
the classes being determined primarily by the voltage, current, andpowei* 
levels, and gives the general characteristics of each class. Field control 
of d-c generators is the usual practical way to provide d-c regulation at 
high power levels. Carbon pile control elements in a degenei-ativo 
regulator circuit are widely used in controlling the field current in low- 
voltage, high-current generators. For the regulation of low voltage at 
medium current and power levels, the carbon pile can be used as a series 
impedance control element in a degenerative regulator circuit. ^Phis 
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Efficiency 

50-90% 

50-75% 

30-60% 

30-50% 

Low 

Low 

Low 

Low 

Dynamic 

stability, 

sec. 

f J T 

|o jo (o 

V Jh V 

g lo 

^lO 

V J. 

Static 

stability, 

sec 

A 

S3 « 

pt 

Pair 

Fair 
Good to 
poor 
Good to 
excellent 

'Xj Xij 

o o 
o o 

O O 

Output 

impedance 

Low 

Medium 

High 

High 

Medium 

Low 

High 

High 




1-5 

1-5 

0.01-1 


Method 

Field control carbon pile degenera- 
tive regulator 

Carbon pile series impedance, de- 

generative regulator 

Nonlinear impedance simple re- 
gulator 

Bridge regulator 

Nonlinear impedance simple regu- 
lator 

Electronic degenerative regulator 

Electronic degenerative regulator 
Stabilized oscillator, rectifier 

Power level, 
watts 

500-10,000 

20-500 

1-20 

0-5 

0-M) 

0-50 

0-5 

0-5 

Class 

Low-voltage, high-cur- 
rent. 

Low-voltage, medium- 

current. 

Low-voltage, low-cur- 
rent. 

Medium-rvoltage, me- j 
dium-current ] 

High-voltage, low- 

current 
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type of regulation is discussed in Sec. 16-4. Low voltage at low current 
can often be regulated to the required accuracy by the use of nonlinear 
impedances in simple regulator circuits. Nonlinear impedances are 
available in a wide range of operating characteristics. They can also 
be used in simple regulators for medium voltage at low current. These 
classes of regulators together with the regulating bridge circuits are dis- 
cussed in Secs. 16-2 and 16*8. 

To provide very precise regulation in the voltage range of 100 to 
500 volts, electronic degenerative regulators are employed. Several 
useful circuits are described in Secs. 16*6 and 16*7. Section 16*2 contains 
some theoretical considerations of the characteristics of degenerative 
regulators that are very useful in designing such circuits. Section 16*8 
includes some regulators designed to operate at high voltage and low 
current. Volume 22 of this series includes considerably more information 
on high-voltage regulated supplies. 

Combination of Regulators , — Although the various regulators dis- 
cussed in this chapter are complete units, it should not be inferred that 
improved performance cannot be achieved by a. combination of separate 
regulators. Indeed, for many applications, using two or more regulator 
circuits in cascade gives greatly increased performance. Regulator cir- 
cuits, however, may not be put in cascade indiscriminately. In general, 
the use of two or more regulators in series improves the output of simple 
regulators; this is so because simple regulators contain only passive 
elements and tend to divide the input fluctuations by a definite fraction. 
On the other hand, degenerative i-egulators are characterized by active 
elements and are limited by the drift and change in characteristics of the 
active elements. 

The use of simple regulators in series can improve only the regulation; 
the output impedance is either unaffected or made worse as is the dynamic 
and static stability. For example, two a-c voltage regulators of the 
magnetic saturation class will give a fractional regulation that is 
appi'oximately equal to the product of the regulation fractions of the 
individual regulators. The output impedance, however, is the same as 
for one regulator; the static stability is somewhat poorer, whereas the 
dynamic stability is somewhat improved; and the efficiency is the product 
of the efficiencies of the two individual units. 

If regulator circuits are combined in other ways than by cascading, 
improved performance can be gained in degenerative regulators as well. 
For instance, Sec. 16*6 includes the description of a degenerative regulator 
that employs two comparing circuits and two reference elements. One 
of the circuits, wholly electronic, is designed to give the regulator a very 
short response time and hence good dynamic stability. The electronic 
reference element, however, does not have adeqxiate static stability, and 
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Ei 

Input 



Eo 

Output 


(a) Simplified schematic of voltage regulator 


this is provided by a separate comparing circuit utilizing a mechanical 
converter. The second, more accurate, comparing circuit is used to cor- 
rect the output of the first and, hence, gives the regulator excellent static 
stability. 

No general rules can be laid down to follow in combining regulator 
circuits. Combinations will be 
useful wherever input fluctuations 
are very large and where the speci- 
fications on regulation and static 
and dynamic stability are very 
severe. 

16*2. Prediction of Perform- 
ance. — The basic purpose of the 
present chapter is to enable the de- 
signer to choose the appropriate 
elements to meet the desired speci- 
fications. This section contains 
theoretical treatments of idealized 
circuits so the designer will have a 
better understanding of the work- 
ings and limitations of the various 
circuits. 

Since the typical circuits that 
are analyzed are idealized, it is 
rarely sufficient to predict perform- 
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Fia. 16-1. — Resonant constant-current 
. circuit. 


(6) Characteristics for saturable reactor, 

Li 


Et 


r . 


l-t- oc I, 


Fig. 16-2.^ — circtiit ni\<l chiir- 
acteristics of roactor ffn- riuip;notic. Hjiturnl jit's 
reactor a-c voltage regulator. 


ance wholly on the basis of calculations; it is usually necessary to u,s<^ lal)- 
oiatory methods to make the final adjustment of variable parainet(*rs and 
to check the performance. 

Siwi'ple A~c Regulators. — There are a great many applications, both 
industrial and laboratory, wlicro rogulatod a-c voltage or (*urrcnt ijs 
lequired. One of the simplest regulators, the resonant 
regulator, is shown in Figure 16*1. It is easy to show that the avciragf’: 
load current, I^, is equal to where Eo sin ct is the input from 

a zero-impedance source and cu = 1/LC. Thus the load current, is inde- 
pendent of the load resistance under these conditions. 
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Since they have found wide application, constant-voltage units are 
manufactured commercially by many manufacturers (see Sec. 16-3). 
Although commercial designs differ, they can all be understood from the 
explanation of a simplified circuit. 

In Fig. 16-2 Eo is independent of Ei provided La has a characteristic 
of the general form Lq — jLi/(1 ■+- al) and L and a are properly chosen. 

If all the components are without resistance, the voltage relations 
can be written very compactly using only elementary circuit theory. 


Ei — Eo “b 


L 

Lo 


(1 - o:^LoC)Eo; 


( 1 ) 


Eo is a saturable reactor whose performance can be characterized by the 
empirical relation 


Lo = 


Lx 


1 + al 


( 2 ) 


where Lo is the equivalent inductance, and I is the magnitude of the 
current through Lo- Thus, Lo is a real number. Also, 



(3) 


I and Lo can be eliminated from Eqs. (1), (2), and (3), giving 


EiLx 


(X 


O) 


mi (I - o>^LO + E, 


a 


L{1 — oi^LxC') “b Lx ~b E{ — 


But LC — so 


Eo 


EioiLx 
Loo 4- aEi 


If Loo <$C a/i'i, Eq. (6) l)ecomes 

Eo 


ooLx 

Oi 


(4) 

(5> 

(6) 

(7> 

( 8 > 


and Eo is independent of Ei. 

This is only approximate, for the assumptions regarding the behavior 
of Lo are somewhat drastic. It is also noted that the above derivation has 
neglected the load current. The approximation improves as Ei increases . 
As will be seen later (Sec. 16-3), balancing terms may be intmduced to 
give more nearly pei'fect regulation by suitable simple connections. 

ddiis regulator has essentially the same stability characteristics as tho 
c.onstant-current regulator. Dynamic response is approximately 2/f sec, 
and static stability is limited by the stability of the circuit elements. ^ 
Simple D-c Regulators . — Circuits for regulating direct current witla 
wholly passive elements (simple regulator) usually consists of linear and. 
iioiilinear impedances combined to provide reasonably constant output. 
Detailed characteristics of the most popular nonlinear impedance are 
given in Sec. 15'2 (Reference Elements). 
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Most nonlinear impedances, of which a glow tube is a good example, 
are connected as shown in Fig. 16*3 to form simple regulators. The 
regulation and internal impedance are calculable from the values of the 
linear elements and the data on nonlinear elements contained in Sec. 15*2. 
For example, in the circuit shown in Fig. 16-3, if the glow tube is a 
VR-105, the average dynamic impedance is 40 ohms. Table 15-1 lists 
a VR-105 as having a 0.7 per cent increase in Eg over the useful ciuTent 
range of 10 to 30 ma. Hence 


Rg — 


AE, 


a 


Ale 


0.007 X 105 _ 0.8 
0.030 - 0.010 0.02 


= 40 ohms, 


( 9 ) 


and 


per cent regulation = 


100 AEl 
AE o 


100 X 


40 /^, 


40 + Rr. 


40 


Ri -|- 




Ri + 40 


100 ( 10 ) 


40 + Rr. 


if Rz is large compared with 40 ohms. 

Such calculations are only approximate because the value of liu is 
an average value. If dEa/dIa is measured as a function of la, it is not 



/ ma 

Fig. 16-3. — Simple glow tube regu- Fig. 16-4. — Internal inipodan(u> of vm. 

lator. (uirrtvnt. 


constant; in fact it fluctuates rather violently. A typical exami)l(‘ is 
shown in Fig. 16*4. 

For constant average current !<? the impedance is not independent, 
of the frequency of fluctuations of lo. The reactive component 
depends on lo in an erratic fashion that does not lend itself to 
critical analysis. Figure 16*5 shows typical Rg vs. frequency curves for 
VR-105’s. 

No analysis is made of circuits employing other nonlinear imped- 
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imces. liecause of their temperature instability other nonlinear imped- 
ances hav e not found so wide applications as glow tubes. 

Perhaps the most widely used simple d-c regulator is a condenser. 
It is a t‘'t)rnmon practice for designers to place condensers across voltage 
buses whose stability is impaired by load transients. Capacity across a 



Fio. 16'5. — Internal impedance of VH-IOS’s vs. frequency. 


sourcie is particularly effective if the source impedance is large. Figure 
16-6 is a schematic of such an arrangement, where R is the source imped- 
anc^e, Ah. is the load impedance, and C is the filter, or regula ting, capaci - 
tance. Biich a regulator has an internal impedance of + 1. 

'The d-c regulation dE/dEa is obviously Rl/{R Rl)‘, whereas the 
r(‘gulation for fluctuations is 


dEt RC(K^'~-h~^^y 

w! le rc 

. _ -h Ri. 1 


( 11 ) 

( 12 ) 


Electronic Degeneratwe Regulators . — A simple form of degenerative 
regulator' is the d-c cathode follower (Fig. 16-7). From the definition 


o — WV— 
R 

E!o'~Es'^EtS\nu,t 


1 

E 


c >R,. 


-6 


Roku- 

liition with capacitor 
Mlmnting load. 


Unregulated 

Input 


^ 

Reference 

voltage 


To load 



► 

Fig. 16'7. — Cathode-fol- 
lower degenerative regu- 
lator. 


of M an<l f/m it is appanuit tliat the per cent regulation is 1/m X 100 and 
the internal impedan(;e is l/<7„.. If a pentode is used, the regulation is 
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very good, since the plate current is essentially independent of the plate 
voltage. Pentodes are often difficult to use, however, since they require 
stabilized screen voltages in order to obtain the pentode benefits. 

The transconductance bridge (Fig. 16-8) has excellent regulation but 
very high internal impedance. Balance is achieved when 


Rx -t- Rz 
R2R3 


(13) 


The bridge may be unbalanced to give either negative or positive regula- 
tion. 




Fig. 16-8. — Transconductance bridge. Fig, 16-9. — Degenerative bridge regulator. 


The amplification bridge (Fig. 16-9) is similar to the transconductance 
bridge in that regulation is good but output impedance is high. The 

condition for balance is approxi- 



Fig. 16*10. — Degenerative d-c regulator. 


mately 




Ri 


(14) 


so 


provided J?i is small enough 
that R lip <C. Ri/ {R i -f- /i? 2 ) Rm • 

The most popular form of elec- 
tronic degenerative regulator is 
shown in Fig. 16-10. The follow- 
ing analysis neglects the effect of 
the internal impedance of the ref- 
erence element. 

Connecting to En has been 
found desirable, as the amplifier 
Vi then operates in a more linear 


manner and the gain is somewhat higher than if Rs were connected to Eo- 
Using current from the regulated output, as in Fig. 16-10, to keep the glow 
tube operating is best practice but requires more control tube capacity. 
To find regulation, let 
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N = 


Ri 


Ri Rz 

Regulation 

If <7iA^» 1, /X2 > 1, 


G^ 

dE\ 

dEn 


py 


fxxRz 
+ Rz 


K = 


PI 


Pi 


+ R: 


}x%K -f- 1 


1 “f" ^2(1 “R GiN') -|- 


I (F Pii 

~Wo 


JT o 




then 


regulation 


dEo _ + 1 

dE B PzGiN 


(15) 

(16) 


(17) 


(18) 


The output impedance (sometimes called source impedance) is given 
by 


r = 

If GiN I, fjL > 1, then 


1 + At2(l + GiN) 


1 


(19) 

( 20 ) 


If the regulator is fed through a source impedance Ra (rectifier, filter, etc.) 
and has regulating factor R against changes in input voltage, then 
7't = RRa + r. 

If the preceding approximations are considered. 


Tt 


(fx-zK ^)Rs "h r, 




( 21 ) 


In predicting the estimated performance of a regulator more pre- 
cisely than by the preceding analysis, an experimental check on the 
behavior of the supply source Eb with lo should be made for the line 
and load variations, hh-om the tube characteristics for the control tube 
or tubes, the grid-cathode voltage excursion for the plate voltage and 
current can be determined. 

The next step is to determine the gain necessary to provide the 
required control tube grid-cathode voltage variation for the allowable 
difference between regulator output and voltage reference. The com- 
paring circuit and amplifier may then be designed with due regard to 
d-c levels and linear operation of the amplifier tubes. 

Stability Considerations . — In addition to correct d-c conditions degen- 
erative regulators require dynamic stability for satisfactory operation. 
Dynamic instability appears as oscillation of the feedback loop if the gain 
is more than unity when the phase shift is 180°. A lesser degree of 
instability may still cause excessive response to transients. The output 
impedance of the degenerative regulator also becomes high when the gain 
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goes down and the phase shifxs in a direction to make the loop less stable. 
In general, a wide bandwidth of the amplifier improves the dynamic 
stability, provided phase shift remains small over the pass band. Chap- 
ters 9 to 11 deal with the necessary stability theory. 

The long-time stability of regulators is primarily determined by the 
effects of aging on the reference element and comparing circuit. This 
subject is discussed in Sec. 15‘2 (Reference Elements) and Sec. 15-4 
(Comparing Circuits). 



la) Motor actuated control element (6) Carbon pile control element 

Fig* 16-1 1. — Mechanical degenerative regulators. 

Mechanical Degenerative Regulators . — This class of degenerative regu- 
lator is considered separately because mechanically actuated control 
elements may differ in many important characteristics from electronic 
control elements. As indicated in Tables 16-1 and 16-2 motor-driven 
control elements for alternating current and carbon pile control elements 
for direct current are about the only satisfactory mechanisms for high- 
power regulation. Carbon pile control elements are used for direct 
variable attenuation of the power source voltage or for variable attenua- 
tion of field current in. a generator. 

Figure 16-11 shows block diagrams of the two principal types of 
mechanical degenerative regulators. The quality of the static regulation 
of the circuit of Fig. 16- 11a is determined by the change in output 
voltage required to cause the motor to operate. As an example, let the 
output Eo be 100 volts, the voltage reference be a 1-volt standard cell, 
and a switch modulator be used for the comparison circuit. 

If the amplifier gain is 10,000 and 30 volts output is required to break 
the starting friction of the servo motor, then with the loss in gain of 
100 in the sampling circuit the necessary to make corrections is 
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_ sampling circuit loss X volts to operate motor 
~~ amplifier gain 

This is ±0.3 per cent, if the output is 100 volts. To realize a dead 
space of 0.1 per cent would thus require three times this gain. The 
gain of the amplifier could be increased, the loss in the sampling circuit 
could be reduced (by using a higher reference voltage), and/or a more 
sensitive motor circuit could be used to achieve a higher static accuracy. 
The static stability limitations of reference voltage and equating circuit 

Resonant 



(a) (f» . 

G-E circuit Raytheon circuit Sola circuit 

Fig. — Oommoroial coivHtant-voltage transfortners. 

are the same as for purely electronic regulators. Dynamically these 
regulators, like all electromechanical servos, have a time lag dependent 
on the motor and mechanism and may be dynamically stabilized by the 
usual phase-advance networks or tachometers. (0/ . Chaps. 9 to 1 1) . 

16-3. Regulation Using Magnetic Saturation Constant-voltage Trans- 
formers. — As explained in the preceding section voltage regulators can be 
built that depend on tlie saturation of a magnetic material to produce the 
necessary nonlinear impedance. Figure 16-12 shows schematics of three 
commercial vei-sions of constant-voltage transformers.^ Although the 
circuits are dilTercuit in dc'.tail, they all operate on essentiany the same 
principle. Theux^ are two rc^spec,ts in whi<‘h these circuits differ from that 
Fig. 16-2 (Wee. 16-2): I'he output is takem from only part of Lo, and the 
output E„ is the dilTerenca'. V)(‘twe(Ui the voltage from Lo and the voltage 

Since in Fig. I(r2, /L = cuLi/a, Li must l)e lairly small to keep K 
to the proper value, and couse<iuently C must be large (Li > L). It the 
1 There are many comhinationH of n^aeiors, tranKionnerH, and capacitors 

that achieve the diisireil simple ivKulator elTix-.ts. For other see K. J. Way, Voltage 
Regulators Using Magnetic Saturation,” EUrTnndcs, July 1937; also F. icrmaii, Radto 
Engineer'' Hawibxmk, Mc( Iraw-llill, New York, p. (VI 5. 
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output is taken from a part of Lo then Eo = K(o3Li/a), and Lo can be 
made correspondingly larger. 

As shown in Eqs. (6) to (8), the system does not give perfect 
regulation for practical values of <x. However, a perfectly flat (or even 
a drooping) Eg vs. Eij^ characteristic can be obtained by connecting the 
output of Lo in opposition to a small secondary winding on L. This also 
allows a larger Lq, since the output voltage is reduced still further. By 
giving the secondary of L the proper turns ratio the bucking voltage just 
cancels the E^, term of the voltage taken from Lo- 

For many applications the use of these regulators provides the most 
economical and convenient way of realizing satisfactory operation of 
electronic instruments. However, the output waveform is necessarily 

distorted by core saturation, and 
this may be serious in the opera- 
tion of some instruments. 

Probably the most serious dis- 
advantage of these simple regula- 
tors is the large error caused by 
frequency change. This is due to 
the use of resonanc^e to achieve 
regulation. The percentage 
change in output potential is ap- 
proximately proportional to the 
percentage change of freciuency. 
This is satisfactory for large inter- 
connected power systems where frequency is within ± of a cycle, but the 
error may be very serious for small isolated power systems such as are used 
in ships and some industrial plants and small communities. For air(u*aft 
power systems the errors due to frequency change would be prohibitively 
large. 

A test was run on two Sola 120-watt regulators in series to determiiw', 
if cascade operation would be of value. For a line voltage changes of 
100 to 125 volts with a 40-watt load on the second regulator, the first 
regulator output changed approximately 1 volt while the second regulator 
output changed less than 0.1 volt. The 40-watt load was removed, and 
the output increased by 0.1 volt. The wave shape from the secnuid 
regulator was somewhat more distorted than the output of the first, but 
not by more than a few per cent. This cascade arrangement would not 
be any better for changes in frequency than one regulator. 

The following information relates to a General Electric Company 
regulator but is typical of the performance of all commercial units. ’ 

The rated output voltage, when operating at rated load and rated 
^ Data taken from OE Bull. GEA-3634A. 
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Fia. 16"13. — Output voltage vs. input 
voltage for 500-volt-ampere unit at rated 
unity power factor load. Data subject to 
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(unity) power factor, varies less than + 1 per cent. Figure 16-13 shows 
the relation between input voltage and output voltage at rated load 
and unity power factor for a typical 500-volt-ampere stabilizer. The 

117 I 1 1 1 ^ ^ ^ ^ I 


actual variation of the output volt- 
age from the rated value is consid- 
erably less than ± 1 per cent. 

The variation in output volt- 
age resulting from change in load 
with unity power factor, from no 
load to full load, with the input 
voltage constant, is less than ± 1 
per cent. For simultaneous vari- 
ations of input voltage and load 
conditions, within the previously 
described limits, the output-volt- 
age variations are less than ±2 
per cent. Figure 16-14 shows the 
relation between input voltage 
and output voltage for various 
loads at unity power factor. 


115 ■ 

113 

^ 111 

O 
> 

“3109 1 

CL 
*3 

"^107 
105 
103 

101 1 I 1 1 ' ' ' ' ' 

90 95 100 105 110 115 120 125 130 
Input volts 

Fio. 16-14. — Typical regulation curves for 
various unity power factor loads for a 
standard 500-volt-ampero voltage stabilizer. 


The output-voltage relations to load power factor and to load are 



50 % 

Open circuit 
110 % 

100 % 

125 % 
150 % 


shown in Figs. 16-15 and 16-16 respectively. Note that load power 
factors lower than unity decrease the oiitput-vtiltage level. This 



Fio. 16-16. — Outi)ut voltjige vh. power factor at various IosuIh for a Htaudard voltage 

stabilizer. 

decrease is considtvralily less for 50 per cent load than for 100 per cent 
load, ddie lowered output-voltage level, however, rcunains pi-actically 
constant with cliange in line voltage for any given load or load power- 
factor condition. 
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A change of 1 per cent in the frequency of the input voltage causes a 
per cent change in the output voltage, the voltage change being in the 
same direction as the frequency change. This is a very important 
characteristic, and a serious limitation in maiiy cases. 



Fig. 16-16. — Output voltage vs. per- Fig. 16-17.~Harmonic contout of Htiuidard 
centage of full load at various load power voltage stabilizer, 

factors for a standard 500-volt-ampere volt- 
age stabilizer. Input, 115 volts; nominal 
output, 115 volts. 

Figure 16T7 shows the harmonic content of the output voltage for 
115 volts input, full load. Special stabilizers incorporating a harmonic 
filter are available for applications that require low-harmonic c.ontcmt. 



Fig. 16-18. Input and output current under short-circuit conditions as n futudion of input, 

voltage for a standard 500-volt-ampcre voltage stubilizxM*. 

A-ii inherent chBjrO/Cteristic which ncicikeB Biitumhle reiictor rc^|2jul<it<)rB 
very useful is the limited short-circuit current. At 130 volts input, the 
current is limited to approximately 200 per cent of the rated output 
current. This characteristic protects both the unit itself and thc^ load 
from excessive damage due to a short-circuit condition. This character- 
istic is very useful for applications that require large starting (vui’i'cuit 
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such as motors. Figure 16-18 shows both input and output current for a 
500-volt-ampere unit under rated and short-circuit conditions. 

Table 16-3 is a summary of characteristics of a number of available 
units. Many other models are made for other voltages, frequencies, and 
incorporating output filters for special applications. The simplicity 
of construction of a typical model is indicated by Fig. 16-19, showing the 
interior of a Ratheon VR-4 250- volt-ampere unit. 

Degenerative Voltage Regulation . — Simple a-c regulators, discussed in 
the first part of this section, are very frequency sensitive because the 



regulating action is closely allied to a resonance plienornenon. How- 
ever, magnetic saturation may be satisfacitorily used to control an a-c 
voltage over a fre<nitmcy ranges of one oc,tave when employed in an 
electronic-degenerative circ,uit. Figure 16-2() shows such a circuit. This 
regulator was developed to regulate accurately a few watts of power for 
an airborne computcsr. 

The output of this regulator is compared with a d-c signal derived 
from the 250-volt regulated bus. The output is maintained at 115 volts 
within 0.1 per cent for an input of 115 volts ±10 per cent and for a 
frequency rang<‘, of 380 to 450 (iycles. Thci output wave shape is vei-y 
good, with less than 0.1 per cent se(‘,ond harmonic and less than 0.2 per 
cent third harmonic, when op(‘.rated from an ordinary air(;raft inv(vrter. 
The output c.hang(‘s by less than 0.1 per cent for a 20 par cent change in 
output load imi)(ulan<‘.(u Sin<a‘. the time c.onstant for making correc-.tions 
is of the order of ^ sec*., sul)harmonics of the input frecpiency are not 
removed either l)y the filter or by tlie regulator c.ontrol actit)n. Tins is a 
practic.al diffi(‘,ulty of some imi)ortan(*.(^, since jq)t)reciabl(^ amounts of 
subharmonics are pres(mt in airc'.raft a-<‘. systems. 
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In operation this degenerative a-c regulator depends on the use of a 
saturable reactor as the variable attenuator. The input transformer 
raises the input voltage ; the saturable reactor provides variable attenua- 

Table 16-3. — Data on Typical Stock Voltage Stabilizers, 60-cycle, Suntgle- 

PHASE, 95-130 Volts Input 


Output E, volts 

Volt-amperes 

Weight, lb 

/ 115 

50 

16 

/ 115, 120, 125 

100 

18 

1 115, 120, 125 

250 

40 

) 115, 12(5, 125 

500 

68 

{ 115, 120, 125 

750 

100 

) 115, 120, 125 

1000 

118 

/ 115, 120, 125 

2000 

210 

\ 115, 120, 125 

3000 

310 

\ 115, 120, 125 

5000 

500 

1 6 . 3 or 7 . 5 

30 

8 

I 115 

30 

8 

\ 115 

60 

18 

) 115 

120 

26 

) 115 

250 

46 

1 115 

500 

70 

1 115 

1000 

140 

\ 115 

2000 

200 

/ 6.0 

15 

4 

/ 115.0 

15 

4 

1 6.3 

17 

4.| 

1 115.0 

15 

4l 

I 6.3 

15 

2 

1 115.0 

15 

2 

) 115.0 

30 

11 

( 115.0 

60 

12 

) 115.0 

120 

15 

1 6.0 

25 

10 

/ 6.3 

50 

12 

1 115.0 

250 

28 

1 115.0 

500 

40 

\ 115.0 

1000 

115 

' 115.0 

2000 

175 


Manufacturer 


General Electric Co. 


Raytheon Manufacturing Co. 


Sola Electric Co. 


tion determined by the direct current from the control amplifi(=;r; ami 
the filter reduces the harmonics of the input wave and those introdiicHxi 
by the saturable reactor to very small percentages. A degenerative 
feedback loop is provided by a sampling diode detector, dilferential com- 
parison amplifier, and control amplifier to keep the output very close 
to the desired value. 
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The loop is stabilized and filtered by Ci and C 2 . The use of a negative 
fi’^edback loop around the amplifier provided by Cx is of advantage in 
r-oalizing good dynamic stability. It was found that C 2 aided in minimiz- 
tiig harmonics generated by the saturable reactor. The M-derived filter 
usiiijr chokes with large air gaps is an important feature in realizing very 
l«nv harmonic content in the output waveform. The high-impedance 
diode detector is a factor in minimizing the harmonics and in realizing 
Ht operation. 



''I'he most serious effect of temperature on the operation of this circuit 
in in t.h(^ in(U’(uise of leakage current in the diode detection circuit- The 
Uuikag(‘. resistance of many good quality condensers of 0.1 to 0.01 ixi 
iinry change by 26 megohms when the temperature is increased from 
2i>® to 8()°(l This is a very serious problem, as the diode detector circuit 
linixsUuu-e must be made high, so a variation of 25 megohms will cause 
Jin i^rror of about 0.4 per cent in this circuit, which has an imped^ance of 
iiViout H)(),()00 ohms. Heater cathode leakage resistance in the diode is 
nn imiiortant matter in some instances as well as leakage resistance 0 

wiring, terminal boards, and sockets. ^ i • . 

d'he order of stability required calls for the use of wire-wound resistors 
for the sampling and level setting circuits and a balanced comparison 

t * ^ I 

16*4. Electromechanical Regulators ~ . T " • "IT 

t i VC regulator is a regulator in which the control element m mechanically 

atT-uated, for example, by a servomechanism, 

c‘c>ntrol elements may be variable resistances (rheostats, potentiom- 
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eters, and carbon pile elements are good examples) or variable trans- 
formers in which a slider picks off the desired voltage or in which the 
coupling between input and output is varied. The degenerative electro- 
mechanical regulator requires the usual reference element, sampling, and 
comparing circuits in addition to the electromechanical servomechanism 
that provides the amplification and mechanical drive for the control 
element. 

Alternating-current regulators using variable transformers for control 
elements have high efficiency and very large power-handling capacity. 


lA 



(4) Minneapolis-Honeywcll motor and gearbox M623Ay3X1 60 cycle 162 rpm with 2l< 
pot. 2<> induction motor. 

Fig. 16-21. — Brown Instrument Co. servo-operated roKulator. 


In d-c regulators the efficiency is low, as control is accomplished by 
variable series dissipation; however, the power capacity may be large. 
Both high efficiency and large power capacity are realized in the case of a 
generator with the output regulated by field control. 

Electromechanical regulators employing motor-operated control ele- 
ments usually exhibit discontinuities in their output-input characteristic's. 
Such discontinuities arise from the “dead space” of the motor-ciontrol 
system. The dead space, in terms of volts, is the potential diff'ercuice at 
the comparing circuit required to start the motor. In practical circ-uits 
the dead space cannot be eliminated, since reduction to zero requires 
infinite gain. As a result of the existence of the dead space the output- 
characteristic is best defined by the change in output voltage rcicpiired to 
make the motor operate. 

Servo-operated Regulator . — Figure 16*21 shows a servo-operated con- 
trol-element degenerative regulator. This example is a precision voltage 
follow-up position servo modified to function as a voltage regulator. 
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The unit is made up of a Brown Instrument amplifier and Minneapolis- 
Honeywell motor and gear box. The gear box has been modified by the 
addition of a dial. 

The basic parts characteristic of degenerative regulators are easily 
recognizable; a series resistance control element, a resistance sampling 
circuit, a Brown Converter vibrator comparing circuit, a dry battery 
reference element, and an a-c amplifier. The two parallel-connected 
7N7 dual-triode tubes provide a power phase-detector whose output is 
applied to one phase of a two-phase induction motor which drives the 
control element through a gear box. The 50- to 60-cycle carrier is 
applied to the vibrator, the phase detector, and one phase of the motor to 
synchronize the operation of the circuits. 

The vibrator compares the reference and sampling circuit voltages 
and produces alternating voltage whose phase and amplitude is a measure 
of error. The input transformer supplies gain by efficient impedance 
matching. The three-stage a-c amplifier provides high gain, and the 
gain control allows adjustment for optimum dynamic performance. The 
sampling circuit contains only low-temperature-coefficient precision 
wire- wound resistors. 

The unit is built to operate on 50 to 60 cycles, 110 volts. Similar 
equipment is available for operation on 25 to 40 and 350 to 480 cycles 
1 10 or 220 volts and 22 to 28 volts direct current. The control of a d-c 


source is accomplished by a series resistance element, a 2-k potentiometer, 
and requires a minimum current through the potentiometer to obtain the 
necessary voltage drop. The maximum allowable current is limited by 
the potentiometer construcition to approximately 30 ma. The dead 
space for this circuit is of the order of ± 50 fxv, and with a 4^-volt battery 
the accuracy obtainal)le would V)e of the order of 0.001 per cent. How- 


ever, pickup in the sampling (drcuit and dynamic instability of the servo 
loop limit the useful amplifier gain and reduc-e the acicuracy to about 
0.01 per cent. As the battery reference may be in error by 0.05 per cent 
due to small temperature clianges and aging, the static stal)ility is a.bout 
0.05 per cent. The resistance sampling circuit requires very high quality 
components to make the sampling errors smaller than the reference 


element errors. 

The rate at which correction can bo made is primarily determined by 
the motor and gear mecdianism. At full speed the potentiomet.er turns 
at 162 rpm requiring about sec to obtain (iorrcction ecpiivalent to lull 
variation of the potentiometer. This regulator may be used to provide 
long-time stability to a smoothed and partially regulated sour(;e, tlui 
voltage drop across the potentiometer being made just adeciuate to |)ro- 
vide the required correction range so that the roughness due to wire volt- 
age difference is small compared with the desired voltage actnirac^y. 




Fig. 16*22. — Wiring diagram for Leland aircraft inverter. 
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^ IVtariy servomechanisms of Part II can be used in conjunction with 
Htritable sampling, comparison, and control circuits to make an electro- 
tncHdianical regulator. This particular example can be used with an 
sampling detector and possibly other control elements to regulate 
Jilt,c-rnating current. The substitution of a standard cell as a reference 
«‘i foment in place of the dry battery improves the static stability and makes 
i Hotter use of the accuracy of the mechanical vibrator comparing circuit. 



10-23. — Bimplifiod (jiroiut of alternator with carbon pile regulator. 

(Utrhon Pile Inverter Regulator . — In many applications of electronic 
iiist rumen ts the prime power source is direct current, and a rotary 
inverter provides an economical means of obtaining a-c power. Field 
eiirit rol |>rovide8 a satisfactory way of regulating the output alternating 
ettrnmi. Since the field current is large for reasonable size inverters, 
ronic control is impractical and carbon pile control elements have 
fctiind general acceptance. The example given here is the field control 
nn aircmaft inverter by a carbon pile degenerative regulator.^ How- 
e%'€*r, <ui.rbon pile regulators are used extensively to control the field 
eiirrc'nt of d-c generators and as variable series resistors in low-power, 
|« »W“%u>lf.n,g;e regulators. By proper arrangement of the sampling circuit 
eitdier ctirrent or voltage can be regulated. 

‘‘rhe performance specifications for the inverter shown in Figs. 16-22 
aticl lb -23 are: input, 25 to 28 volts direct current; output, 115 volts 
a l t if UTiating current, ± 2 per cent, 0 to 13 amp ; nominal frequency, 400 cps. 
unit shown in Fig. l(>-22 is made by Leland Electric Company. 
* Inverters are discussed in detail in Vol. 17, Sec. 12-8. 
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Similar units are made by General Electric Company (P.E. 2181-)), 
Russell Electric Company (P.E. 218E), and others. 

The wiring diagram is complicated by several relays and terminal 
boards but may be described simply in the following manner (refer to 
Fig. 16-23) : Mounted on the same shaft are a compound wound d-c 
motor (not shown) and an alternator. The field for the alternator is 
excited from the d-c bus through a carbon pile resistance control element. 
The output of the alternator is sampled by a resistance voltage adjust- 
ment and a copper oxide bridge rectifier providing current to operate the 
solenoid of the carbon pile control element. A spring associated with 
the solenoid provides a mechanical reference. With proper connections, 
the loop is degenerative. Tx is used to provide derivative negative 
feedback around the solenoid and carbon pile element to obtain optimum 
dynamic performance of this electromechanical device. 

One of the most troublesome features of a carbon pile regulator is the 
change in characteristics of the carbon pile with temperature, time, and 
use. This affects the dynamic and static stability and necessitates fre- 
quent checking and adjustment of the regulator. Chapter 12, Vol, 17, 
contains a complete discussion of the critical adjustment procedxire 
employed with this type regulator. 

The carbon pile is separately mounted on shock mounts, l>ecause 
vibration modulates the resistance at the vibration frequency. High- 
frequency vibration is not serious, since the output of this type of invert(*r 
has a poor wave shape anyway and a few per cent increase in luirmonic*. 
content makes little difference. However, low-frequency vibration may 
be serious. 

16*5. Regulated A-c Oscillators. — There are many circuit applicui- 
tions that require voltage-regulated a-c power at a frequency not readily 
available. Electronic computers of all sorts are an important cla,ss of 
circuits requiring such supplies. If the carrier frequency is low or 
intermediate, it can usually be generated most efficiently by a Wien 
bridge oscillator. Some electronic computers require more acunirately 
stabilized frequency and less accurately stabilized output. For these 
applications Wien bridge circuits are generally impractical. Grystal or 
tuning fork circuits are the most efficient when high-precision freciuern-y 
control is required. 

Constant-voltage Wien Bridge Oscillators . — The circuit shown in Fig. 
16-24 was designed at Bell Telephone Laboratories with the participa- 
tion of Radiation Laboratory engineers for use with an airborne cjomputt*!* 
requiring accurately regulated voltage insensitive to element aging and 
temperature. The output of this circuit is 120 volts, 350 cps, working 
into a 4000-ohm load. For a period of one week, for a temperature 
range of —50® to 70®C, and for a 10-per cent change in load current, the 
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amplitude shifts by less than 1 per cent. The dynamic response has a 
time constant of ^ sec. The frequency, depending on R^, Rz, Ci, and 
Cz, is constant to approximately 1 per cent. Harmonic content is less 
than 0.1 per cent when a WEIC Thermistor is used; other Thermistors 
may introduce distortion. 

The tuned output transformer provides an efficient coupling network 
between the output amplifier and the load. A balanced center tap on the 
output transformer ensures two symmetrical signals of opposite sign 
for the bridge. The gain of the network at this frequency is controlled 



by two Thermistors in an arm of the bridge. As the frequency is nearly 
independent of the Thermistor cliaracteristics, and since the frequency- 
setting elements are not sensitive to power input, the amplitude con- 
trolling is done by the Thermistors alone. The, Thermistors decrease 
resistancic as tlie power applied increases; tliis reduces the luidge gain, 
and a st{d)le amplitude condition is establislied when the loop gain is 
unity. 

ConMant-Jreqmmcu Rcedhack 0,rf/aZor,s\--- Figure 1()*25 is a circuit 
diagram of a 12{)-(;ps oscillator with frequcmciy stability better than 
0.006 per <^ent for a temperature range of —50° to -f76°G and for a 
period ot one year. ^ ddie cir<;uit was designed to proyide an accurate 
time base for an iiirborne computer. Vibration as encountered in air- 
craft has no effect on the frtupiency staliility for either a short time, cycle 
to cycle, or long time, over a jx-riod of minutes. 

^ This oscillator was dcHigned by American Time Ih'odmvtH <k)rp., N<nv York. 
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This 'buniiig fork was a coniproinisG design in which weighf and space 
were important and accuracy req^uired was not nearly so high as it is 
possible to attain. Tuning forks can be obtained in a frequency range of 
240 to 1000 cps, temperature compensated to 1 part in a million over a 
temperature range of 15° to 75°C. 

The oscillator is made up of a two-stage resistance-coupled amplifiei 
and two feedback loops. The tuning-fork unit provides the positive 
feedback and mechanically resonant frequency-determining circuit. The 
amplitude stabilizing negative feedback loop is made up of a Varistor’ 



and a resistance in the cathode of V %. The tuning-fork assembly, 11-120, 
consists of a bimetallic temperature-compensated tuning fork, a drive 
coil, and a pickup coil, all of which are enclosed in a pressurized, luu-- 
metically sealed metal container. 

The negative feedback loop is adjusted by Ri to provide an output of 
7.5 volts rms, ±5 per cent, and because of the nonlinearity of tlie 
Varistor element the output is essentially constant. The Varistor distorts 
the output slightly, but this distortion was desirable in the original 
application of this circuit, as it provided better control of the thyratron 
inverter tubes that followed. 

16-6. Precision. D-c Voltage Supplies. — Many electronics instrumenlH 
require voltage supplies that are stable for a considerable time to lud-tcu* 
than one part in a thousand and recover from load transicuits with 
a time constant of the order of sec. The circuits given in this 

^ Varistor is the Western Electric trade name for a nonlinear resistance material 
made of silicon carbide. Similar material is called Thyrite by General Kbud-ric.. 
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section all contain elements tliat are rugged enough to stand commercial 
or military use. For laboratory purposes, voltage supplies need not be 


so rugged. Section 16-7 contains 
many circuits that have found 
wide application in laboratory use. 

Figures 16-26 to 16-28 are cir- 
cuit diagrams of the conventional 
types of regulated d-c voltage sup- 
plies. The component values are 
marked on the diagrams, and the 
average performance character- 
istics are given in Table 16-4. 

A Precision Voltage Supply . — 
The following precision voltage 
supply is rated 105 ma at +200 
volts and 105 ma at —200 volts 
with less than 0.1 per cent vari- 
ation in either voltage for a 10 per 
cent change in line voltage, a 30 
per cent change in load, and under 
conditions of vibration, shock, and 


Eo+400 ± 20 % 



Fig. lf>-2C). — C^-aH<*,odo regulator. 


temperature encountered on combat ships. 


Figure 16-29 is the top view 


of the chassis. 



Fig- l()*27.~1ialanee(l conipariHon circniit. 

A vibration test' was run on a model of this supply with amplitude 
0.36 in. The d-c output deviation was under 0.1 per (‘.ent except at 
1 IlL Report No. 1217. Vibration tests of " No. 97 PrecuHion Voltage Supply.” 
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Output voltage 
stability for 1 
week battery 
reference 

1.00 

1.00 

1.00 

0.25 

0.25 

Output voltage 
stability for 

1 week V-R 
reference 

±0.5 in 105.0 

2.0 

2.0 

2.0 

1.5 

1.5 

Output voltage 
change for 10% 
change of heater 
voltage of 
equating tube 

1.00 

1.00 

0.15 

0.15 

Output 
current 
range, 
ma to 
load 

0-30 

0-60 

i 

1 

0-60 

0-60 

0-60 

0-60 

120-cycle 

impedance, 

ohms 

May be two to 
three times 
d-c value 

8.00 

2.00 

0.45 

0.40 

0.35 


120-cycle 
regulation, %t 

May be two to 
three times 
d-c value 

0.60 

0.35 

0.10 

0.02 

0.18 

D-c im- 
pedance, 
ohms 

40 

17 
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Fig. 16 - 28 . — Balanced comparison circuit, 


Rectifier 


Power tramformers 
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Standard 

cell 


Brown -* 
converter 


Fiu. lG-29. — Prcdaiou voltage supply 
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17 cycles, at which, frequency the chassis resonated violently and. the 
error was 1 per cent. The a-c ripple was 25 to 60 mv, being a maximum 
at the resonance of the chassis. 

Figure 16*30 is a block diagram of the —200-volt supply showing the 
two loops that together achieve the desired performance. Loop a is a 
conventional regulator using a VR-tube reference. With the phase 
detector short-circuited, this loop is adjusted to give approximately 
— 200 volts. With loop h in operation and the phase detector operating, 
the sampling circuit b is adjusted to give precisely —200 volts output. 



Pig. 16*30. — Block diagram of d-c regulator with standard cell reforouco. 


Any deviation in the output as seen at the contacts of the vibrator pro- 
duces an a-c signal representing the error in magnitude and phase. 
This signal is amplified and detected by the phase detector and correcd-s 
loop a. A 60-cycle carrier is applied to the vibrator and to the pliase 
detector to produce the desired switching action. Loop h has a liand- 
width of about 5 to 10 cycles owing to the use of a 60-cycle carrier and 
to the use of filters to smooth the phase detector output. Loop h can 
correct only for relatively slow changes, while loop a tan correot for 
changes of several thousand cycles per second. The use of an output 
capacitor reduces the impedance at high frequencies. 

Figure 16*31 is a schematic diagram of this supply. The referoiiee 
element is a standard cell. The vibrator compares the sum of thci sam- 
pled voltage and reference emf with ground. Rj and Rz are used to 
pass a portion of the plate current, thus reducing the required current 
capacity of the series control tubes. This is a practical way to reduc^e 
the number of tubes if the current range is not too great. Rs limits the 
current through the standard cell, and relay Ki is not closed until the 
negative supply is warmed up. This also keeps the current through 
the cell low. 
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The Brown Converter is actuated by 9.5 volts alternating current 
instead of 6.3 volts (for which it is designed) to reduce effects of vibration 
on the accuracy of the comparing operations. 

Cl, C2, Ci, and C3 reduce high-frequency pickup, remove any spikes 
from the square wave, and prevent high-frequency oscillation of t;he 
amplifiers. Ra and C5 shift the phase of the 60-cycle carrier to compensate 
for the phase shift in the vibrator and a-c amplifier. 

The integrating circuits, made up of R5, Re, Ce, and R7, Rs, C7, act to 
stabilize loop b for each regulator. C9 and Cs are a part of loop a for 


Control tube 



each regulator increasing the middle-frequency gain of these loops. The 
d-c gain from vibrator to phase detector output is about 22,000 for tlie 
negative regulator. Gain for the positive regulator can be one htintlretl 
times less, since the reference voltage is effectively one hundred times 
greater. 

The phase detector for the positive supply has a 60-cycle ripple com- 
ponent which is not entirely removed by filter Cio and Cn. R9 applit^s 
a 60-cycle signal to the screen of Vi, the magnitude and phase of which 
is of such a nature as to cancel the ripple from the detector. 

C12 and Ci3 reduce the impedance of the regulators at the higher 
frequencies. 

Alternative Circuit Arrangements . — The use of a vibrator comparison 
circuit, a-c amplifier, and phase detector would not be justified if a refer- 
ence voltage of —200 were available. An alternative circuit is shown in 
Fig, 16-32. All data available indicate that a 6SL7 comparing tube in a 
balanced circuit can be depended on to stay within ± 50 mv for a con- 
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period of time (see Section 15-4). With a sampling circuit 
iiaviiip; an attenuation of 2.0, the required stability of the comparing 
<*ir<‘uit Would need to be no better than 100 mv for 0.1 per cent stability 
c‘rr<>r f rom this source. 

llio capacitor minimizes any stray pickup in the 6SL7 comparison 
t-ir<*iiit u.nd prevents ripple in the —200 volts supply from affecting the 



| “ ‘2CM)-volt r('.p;ulator. It also divides the regulator into two loops, one 
tln^ (>BJ7 and control tube, which is effective for frequencies 
nl»o%*c a f(av cycles per second, and a loop through the sampling circuit, 
rtSI .7 c-ornparison (dreuit, CSJT amplifier, and control tube in which only 
«ki\v tduinges at a rate of less than a few cycles can occur. 

use of VII tubes in these regulators is not justified, as VR tubes 
iiiiiy introduce some roughness of small amplitude at a rate higher than 
iho |)rc<tisioii correcting (‘ircuit can function. The VR tube and phase 
iltd in Fig. 16-31 might be replaced by the circuit shown in Fig. 16-33. 

1 f tlris arrangement were used with a 400-cycle vibrator, the response 
Urni* could V)e made high enough around the precision loop practically to 
t*liiikiiitatie all effects of vibration. TLhe clamping detector shown is just 
otw of a number of detectors that would be satisfactory. This circuit 
arrriugt^inent has the advantages of fewer components and fewer 
ii<iJi.iHtments. 
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16*7. Laboratory Regulated D-c Supplies. — The d-c supplies described 
in this section are useful in the development of electronic instruments and 
in other experimental work. 

Example A . — This is a commercially available unit built by the Oregon 
Electronics Manufacturing Company. The outputs provided are unregu- 
lated 400 volts and adjustable-regulated 0 to 300 volts at a total of 
200 ma (150 ma is limit on the regulated output) ; adjustable negative 
0 to 150 volts, VR-stabilized at a maximum of 2 ma; and an a-c output 
of 6.3 volts at 5 amp. 



Fig. 16-34. — Hegulated power supply: Example A. 


The construction of this unit is shown by Figs. 16-34 to 16-36 which 
are respectively front, top interior, and bottom interior views. Figure 
16.37 is the schematic circuit diagram of this supply. The output 
impedance and regulation of the negative supply of this unit are approxi- 
mately 30,000 ohms and 0.15 per cent for a 10 per cent line change. It 
will supply only 2 ma. The regulated 0- to 300-volt output when set 
at 250 volts has an impedance of 15 ohms for direct current. Figure 
16-38 shows how impedance varies with frequency. The regulation is 
rather poor, being approximately 1 per cent for 10 per cent line change. 
The apparent discrepancy between the low output impedance between 
20 and 20,000 cycles (Fig. 16-38) and 15 ohms at direct current is due to 
the presence of the 0.1 juf condenser shunting Rx. Also the unregulated 
source for the VR reference is not affected by the alternating current, 
and Cz decreases the impedance for alternating current. These three 
factors make a marked difference in the output impedance of this regu- 
lator. The increase at 100 kc is due to phase shift in the negative feedback 
loop. The relatively small effect of the 4 /xf condenser Cs on the imped- 
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Motes: ilv 

L The 150k resistors used as Ri and should be individually measured and the larger of the two used as R 

Fig, 16‘37. — ^T^ariable volta^ regulated power supply. 
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ance at high frequencies should be noted in Fig. 16-38. There are a 
number of reasons why the performance of this regulator is poor com- 
pared with other circuits in this section. One factor is that the screen 


voltage on the 6SJ7 amplifier is 
higher than it should be; reduction 
by 25 or 30 volts would improve 
operation materially. The use of 
the unregulated supply to operate 
the reference VR tubes is another 
factor that impairs performance. 
Despite these performance limita- 
tions, this unit is valuable for 
laboratory use. 

Example B . — This regulated 



20 50 100 1000 10.000 200,000 

Frequency In cycles per second 

16-38." — Output impedance vs. frequency 
characteristics of Oregon power supply. 


power supply (Fig. 16-40“44) was widely useds at the Radiation Laboratory 


for experimental and developmental work. The outputs provided are 


a total of 225 ma from the unregulated 450- volt bus and regulated 250- 



Line variations Line variations 

(a) C?^) 

Fig. 16-39. — Chtu-acteristicB of Oregon Eloctronics supply, (a) Output rix)plo; Qi) change 

in outx>ut voltage. 

volt bus, 30 ma from the YR-rcgulatcd —105 volt bus, and 8 amp 
alternating current at 6.3 volts. An unregulated supply at —1700 volts 
2 ma, and 6.3 volts at 1 amp, are provided for a cathoderay tube. 

The performance of the negative YR, -stabilized supply is: output 
impedance; 50 to 100 ohms, and regulation, 0.15 per cent for a 10 per 
cent line voltage change. Figure 16-40 shows the performance of the 
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1:2.0 h 

2 1.5 

1.0 



150 ma 
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no 120 

Line voltage 

(a) 


130 


250-volt supply for Hue and load changes. The output impedance for 
direct current is 20 ohms, and the regulation is approximately 0.1 per 
cent for a 10 per cent change in line voltage. 

The compensating network Ux and 
K 2 modifies the characteristics of this 
regulator materially. In this case 7?2 
is adjusted to minimize the effect on 
the output voltage of slow changes 
in line voltage. This compensation 
has to overcorrect for regulation to 
correct for the change in heater voltage 
on the comparing tube. The result is 
a momentary change of 0.5 per cent in 
output voltage for a 10 per cent change 
in line voltage settling back to the 
values given in Fig. 16-40 with a time 
constant of a few seconds. 

The variation in output imped- 
ance with frequency (Fig. 16-44) from 
20 ohms for direct current dropping 
to less than 1 ohm at 500 cycles and 
rising to above 30 ohms at 125 kc is 
typical of this circuit. The rise in 
output impedance above 25 kc is due 
to loss in the feedback gain and phase 
shift in the negative feedback loop. 

The compensation network, afairly 
well smoothed unregulated supply, and 
Cx are responsible for the low output 
ripple (see Fig. 16-40). 

Example C . — This is a modification 
of Example B in which the newly 
developed 6AS7G tube replaces 3-6B-1: 
tubes as the control element. The 
output was made -1-200 volts at 100 to 
200 ma. The 200-ma rating, low 
plate-cathode potential for rated cur- 
rent, and 300-volt heater-to-cathode 
rating of the 6AS7G are advantages; 
however, the low /x (2.1) is a limitation in the use of this tube, as the grid 
swing required may necessitate a more complicated amplifier. 

The unregulated supply variations were reduced somewhat by using 
choke input. The allowable current variation is less owing to the inability 



(b) 

Fig. 16*40. — Characteristics of lab 
oratory power supply, (a) Output rip 
pie; (6) output voltage. 
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Fig. 16-41 — Schematic of laboratory power supply, Example B. 
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Fia. 16-44. — Output impedance vs. frequency for laboratory i-ogulated power- supply. 


of providing adequate grid voltage var- 
iation to the control tube with the 6SJ7 
amplifier connected in the usual man- 
ner. The operation for line voltage of 
100 to 130 volts and load current 100 
to 20 ma is shown in Fig. lG-45. Fig- 
ure 16-46 indicates the variation of 
impedance with frequency. The regu- 
lation is 0.14 per cent for 10 per cent 
change in line voltage, and the output 
impedance for direct current is approxi- 
mately 15 ohms for operation at the 
higher load currents. The lack of line- 
arity at lower currents is due to the 
lower jj. of the C)AS7-G rexiuiring more 
voltage swing out of the ()SJ7. This 
is a serious limitation. The comments 
on the compensation circuit of Example 
B are the same for this example. The 
larger change in ripple for line and load 
variations results from more nonlinear 
operation reducing the effectiveness of 
the compensation. 

Example D . — In an effort to obtain 
the smoothest possible output, very low 
ripple, very low output impedance, and 
very good regulation the circuit of Fig. 
16*47 was developed.^ This regulated 
supply has an output of 250 volts at 0 

^ J. Xi. Lawson, "Notes on Design and Con- 
struction of ll<^gulatod Power Bupiilies,’^ liTj 
Report No. 44, Feb. 20, 1045. 



100 no 120 130 

Line variations 



Line variations 

Fio. 16--16, C’haraotoristics of regu- 
lator C. 
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to 350 ma with ripple of less than 0.3 mv rms, an output potential change 
of about 15 mv for the rated current range and less than 5 mv for 105 to 
125 volts input. The source impedance for direct current is less than 0.2 
ohms, and the regulation factor is better than 0.002 per cent for a 10 per 
cent line voltage change. These rather fantastic figures for regulation 









Freed 11374 Of Thordarson T-75C51 6AS7G-V2 

Thordarson T17R31 13h 2Mnia. Both chokes 
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Fig. 16-48.— Direct-current regulator with^balnaced comparison circuit, 
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and source impedance as well as the low ripple are achieved by a number 
of expedients. 

The circuit has a balanced pentode comparing circuit with an addi- 
tional stage of amplification using another pentode and four 815 dual 
beam power tubes, triode-connected in parallel, for the control ehunent . 
The impedance of the unregulated supply is kept low by tlie xise of thret^ 
power transformers and rectifiers in parallel. The balanced comparison 
circuit has the 150-ma heaters connected to the regulated output so that 
no ripple is introduced through the cathodes and no unbalance occurs 
due to heater voltage changes. 

The effects of common resistance paths and electrostatic, and elt‘c- 
tromagnetic coupling causing spurious signals between the oui;put ami 
the comparison tubes are minimi25ed by the use of jR(7-filters at tlie grids 
of the comparison amplifier and by careful attention to the wiring ami 
arrangement of components. 


The static or long-time stability is limited primarily by the VR tubes 
and the effects of leakage in the high-impedance /f^C'-filters in each 
comparison tube grid. With series resistance of 500 k, 5()-megohinM 
leakage resistance causes 1 per cent error. Leakage ofTecsts tend t,o vary 
widely with temperature and time, so for long-time stability of tlw. order 

of 0.5 per cent both a different sampling circuit and refertiiicc would he 
necessary. 

Example E. This regulator (Fig. 16-48) is designed to have good 
long-time stability, very low output impedance, and very good i-(‘gula- 
tion. The use of a tube comparison circuit and VR tul)e for refererHa* 
are limitations to long-time stability. This circuit is well adapted f<» 
the use of a dry battery reference voltage in place of the V R tul>e. 

The supply provides up to 200 ma at 250 volts with a regulation of 
0.045 per cent for a 10 per cent line voltage change and luis an output 
impedance of 0.16 ohm for direct current. Figures l()-49 and ,l()-5() 
typical performance curves for line and load variations. The ■ 150-volt, 
bus at about 20 ma has the usual characteristics of VR-regulatcal sup- 
phes: about 60 ohms output impedance and regulation of about 0 15 per 
cent for a 10 per cent line voltage change. The effect of a fraedon of a 
volt fluctuation of the -150-volt bus on the regulated 250-volt outrnit is 
practically zero due to the amplifier design. 

The regulator as shown in Fig. 16-48 stays within f of 1 per cent <,f 

e original voltage over a period of one week. The variation is deter- 
mined mainly by drift of the VR tube 

to rfrift wire-wound resistance sampling circuit is used 

to mimmize dnft. The mercury yapor rectifier and choke input filter 

t^be^vith ^ impedance. A 6AS7-( } cent rol 

be with a three-stage amphfier aids m realizing low output impedance. 
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I amplifier which provides the grid voltage for the 6AS7-G tube 
uis a relatively low value of plate-load resistor to improve the response 
«it »ij2^lier frequencies. Additional filtering by an RC combination is 
icciuii Gcl for the plate supply of the Vz amplifier to minimize the effect 
on tho output voltage of 1-volt ripple of the unregulated supply. Vi, 
luind ioris as a dilterential to single-ended comparing amplifier for the 
interirietliate and high frequencies. 

16- Miscellaneous D-c Regulators. — There are several regulating 
circuit-s that have found general application but do not fall into any of 



< 'luiractoiTHticH of rcgulatoi’ with balanced compariyoii circuit. 

th«‘ cdarssifications so far discussed in this chapter. Perhaps the most 
iinpoirt.frnt of tliese is the use of VR tubes in simple regulator circuits. 
.Vnotdicvr class f.hat has not been discussed is the regulation of high-voltage 
-tMiiuxuit sui>|>lics for application to cathode-ray tubes, electron mul- 
Cite;. vSornc tyi^ical circuits for these applications are given here. 
I'or iiiLorts dxd-a,ilcHl information on the regulation of cathode-ray tube 
rchu' to Vol. 22. 

Simple Vli-tiibc Regulators . — ^As simple regulators, YR tubes (and 
ot In'* r ^1 ow tul )(*s) ar(i used in series resistance, shunt tube circuits. "V7hen 
a U, tiil)c is ustid as a simple regulator, the flatness of the volt-ampere 
<diani,cHAvristic, and f,he low effective impedance are probably the most 
hiiIH>rhanf. (‘.harax’teristics. Ea varies considerably from tube to tube and 
frmn inanufactur(‘r to manufacturer. Figures 16-4 and 16 - 5 , in Sec. 16 - 2 , 
the variation in with frequency and current, are typical of 
\'H t til>es. Of, her glow tubes have more variable characteristics. Fig- 
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ure 16 -51 a and h show the operating conditions for two of the most 
popular VR tubes. These curves together with the data in Table 15T 
are all that are needed to design a simple regulator using VR tubes and 
to predict its performance. If the increase in internal impedance with 
fluctuation frequency is undesirable, it can be reduced by connecting a 
condenser across the VR tube. 





(a) (6) 

Fig. 16-61. — Operating conditions for certain striking of tubes, (a), VR-105; (6>, 

VR-150. Er is the drop between source and regulated output. 

High-voltage Regulators . — The use of series control tubes may be 
impractical when the voltage to be regulated is high. However, if the 
current drain is very low, other forms of high-voltage regulated supplies 
are practical. In this case the load impedance may be very high, and 
the internal impedance of the regulator will not greatly affect operation. 
This is the case for supplies designed to operate cathode-ray tubes. It is, 
however, necessary to regulate against line voltage changes, since the 
focusing, intensity, and deflection sensitivity of cathode-ray tubes are 
sensitive to the anode voltages. 
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MISCELLANEOUS D-C REGULATORS 

l^igiire U)*52 is typical of a class of high-voltage regulated power 
Mipi>lies. ihe high voltage is obtained by rectifying the stepped-up 
imt-put ot a stabilized audio oscillator. The output impedance of such 

, 110 disk 

+ 250v--26ma selenium 




— Oscillator high-voltage supply with d-c regulator. 

a (vinuiit is cpiito high, but this is not too troublesome if the load is a 
cath()(l(‘.-ray tube with a constant impedance bleeder. It is not suitable 
if large leakage eairrents due to moisture condensation, etc., are encoun- 
itu'ad By proper choice of elements the oscillator output is made inde- 
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pendent of small variations in the input voltage. The use of selenium 
rectifiers eliminates the necessity of having vacuum-tube rectifiers. 
Except for the problem of heater supply, vacuum-tube rectifiers are pref- 
erable. The 8016 is the tube most frequently used, as it is specially 
constructed for this type of application, has a l-watt filament, iind is 
designed to be operated at audio and radio frequencies. 



Fig. 16*54. — Degenerative shunt high-voltage regulator. 

Figure 16-53 is an extension of the circuit in Fig. 16*52 to improve 
the regulation and output impedance. It is a completely degenerative 
regulator and hence has better performance than the circuit of Fig. 
16-52. Since it requires more tubes and a lower impedance divider (for 
the sampling circuit), the circuit of Fig. 16*53 has much lower effic-iem^y. 

Figure 16*54 shows the application of a special shunt tube to regulate 
high voltage. The reference element must have several hundrcMl voltes 
output but can have fairly high impedance. This circuit is a spcHnal 
application of the transconductance bridge (see Fig. 16*8), and the con- 
ditions for balance are given in Sec. 16*2. 
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DEVELOPMENT AND DESIGN 

By H. J. Reed, Jr., and R. W. Lee 
INTRODUCTION 

174. Scope of Part IV. — The term “test equipment'' has been applied 
generally to all of the auxiliary apparatus used in the design and 
maintenance of electronic equipment. This includes general-purpose 
laboratory instruments, permanently constructed apparatus for special 
applications, and “breadboard" units which are built for a limited number 
of special measurements in the laboratory. Radar test equipment may 
logically be classified in four fairly well defined groups: (1) units used 
for measurements at microwave frequencies, (2) those used at inter- 
mediate frequencies (i-f), (3) those used at video frequencies, and (4) 
those used in the d-c, audio, and supersonic frequency range. 

In Part IV, equipment designated as video or pulse circuit test 
equipment will receive the most emphasis. The upper frequency limit 
involved may be as high as 30 me, for pulses containing such frequency 
components are sometimes employed as signals or for synchronization. 
Test equipment in this group includes oscilloscopes with synchronized 
sweeps, synchronizers that supply trigger pulses and beam deflection 
voltages for an external cathode-ray tube, pulse and marker generators, 
amplifiers with wide bandpass characteristics, and apparatus for the 
precise measurement of small time intervals. It is noted that the cir- 
cuits involved are very similar to those in the ranging and indicating 
sections of radar systems. 

The present chapter will deal with some of the more important 
aspects of test equipment development and design. It is hoped that the 
material covered in this chapter will be of assistance to the general 
reader in following some of the necessarily terse descriptions of representa- 
tive equipments in the following chapter. An object of the authors has 
been to provide a background which will be especially helpful to the reader 
interested in adapting to his needs portions of the many circuits of Chap. 
18. A search for specific circuits and a general understanding of over-all 
equipments is greatly facilitated by an understanding of the bindamental 
circuit types from which the designers have put together the pulse 
test equipments listed in Chap. 18, and of some of the military require- 
ments which greatly influenced these designs. It is with this purpose in 
mind that the material of Chap. 17 is presented. 

573 
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At the start of the war period, test equipment applicable to the fre- 
quency bands and pulse lengths used in microwave radar was practically 
nonexistent. Many types of commercially built test apparatus were 
pressed into service, and some of these were used continually through the 
war. However, completely new apparatus was often necessary. At 
first, the trend was toward production of many specialized test units, 
designed to perform specific test functions with one particular radar 
system. Cables and fittings were provided that permitted direct con- 
nection of the unit into the radar system. While in most cases this 
increased the ease of servicing the radar, it also led to the production of 
many different units having basically similar characteristics. Later, 
considerable effort was made to incorporate general-purpose functions 
in new test equipment designs and to make the units applicable to as 
many systems as possible. 

17*2. Measurement Problems. — Measurement of physical quantities 
requires the availability of measurement standards. However, absolute 
instruments are seldom necessary or desirable outside calibration labora- 
tories. In most electronic design and maintenance, secondary standards 
supply the basis for time measurements. The amplitude of an electrical 
quantity such as current, voltage, power, or flux density must usually 
be related to such secondary standards as precision meters, impedances, 
and standard cells. The bridge in its many forms is almost universally 
used for accurate impedance measurements, although direct use of fre- 
quency and amplitude standards may sometimes be desirable. 

Comparison of an unknown quantity with the standard requires the 
use of some type of indicator. Of the various types used, the cathode- 
ray tube is by far the most versatile. The electron beam requires very 
little power for deflection because of its low inertia. The orthogonal 
character of the usual deflection system allows the introduction of at 
least two variables, and intensity modulation of the beam allows the 
use of a third if desired. Other visual and aural devices that will respond 
to an electrical signal find application as indication means and are used 
where particularly adapted. 

Probably the most general and important measurement function in 
electronic equipment is waveform analysis. Here, simultaneous measure- 
ment of both time and signal amplitude is required. Meters will indicate 
the peak, average, or effective amplitude; frequency-selective devices 
will give the harmonic content; but the oscilloscope or oscillograph will 
show the characteristics of the complete waveform as a function of time. 
At frequencies higher than say 5000 cps the cathode-ray tube becomes 
the only generally applicable indicator for this type of presentation. 

Determination of the frequency-response characteristic for all types 
of electrical networks and amplifiers presents another type of measure- 
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ment problem. Classic point-by-point methods using a c-w signal gen- 
erator and indicating meter are probably the most accurate but are very 
time-consuming. Techniques employing f-m signal generators permit 
direct presentation of the entire characteristic on a cathode-ray tube 
screen and make adjustment of circuit components much quicker and 
easier. 

Electronic circuit design must be based on a broad knowledge of the 
characteristics of electrical circuit components. These must be deter- 
mined accurately for the operating conditions under which the compo- 
nent is to be used. A wide variety of accurate and reliable commercial 
instruments is available for making impedance measurements of simple 
linear elements and determining characteristic curves for nonlinear ele- 
ments under d-c conditions. Component characteristics may be con- 
siderably different, although operated within their power ratings, when a 
high-amplitude, low-duty-cycle pulse waveform is applied. Skin effects 
and capacitive and inductive effects become important in the presence 
of high-frequency components in the pulse waveform. Operation of 
vacuum tubes in highly nonlinear regions of their characteristics also 
complicates both measurement and circuit design problems. Some 
special equipments have been designed to measure component charac- 
teristics under pulse conditions; but as these conditions vary widely, 
simple pulse voltage and current measurements or substitution measure- 
ments are usually employed. 

17-3. Laboratory Equipment. — ^Almost all types of commercially 
available electrical test equipment were used in the i-adar development 
laboratories. Such units as signal generators, vacuum-tube voltmeters, 
multimeters, bridges, decades, wave analyzers, and “Q” meters were 
required in large quantities and used with very little modification. 
Commercial oscilloscopes were used directly for servomechanism and 
other low-frequency design work and, with the addition of an external 
synchronizer unit, for the design of many pulse circuits. 

Much equipment of entirely new design was necessary for the develop- 
ment of radar receivers, indicators, and ranging equipment. Included 
in this group were new types of cathode-ray oscilloscopes for indicators, 
apparatus for accurate time measurement, pulse generators for simulat- 
ing signals and making impedance measurements, and signal generators 
for determining the bandpass characteristics of circuits. These equip- 
ments underwent parallel development with the radar systems. New 
radar techniques and circuits were incorporated in test equipment design 
as developed. 

The mechanical requirements of test equipment designed strictly for 
laboratory use are not particularly stringent. It is not subjected to 
heavy shock, vibration, or large variations of temperature and seldom 
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has to be moved appreciable distances. In addition it is usually oper- 
ated and maintained by skilled technical personnel. Consequently, other 
factors can be subordinated to the attainment of high accuracy, ease 
or rapidity of construction, and convenience of use. 

17*4. Field Equipment. — The complexity of radar apparatus soon 
made adequate field test equipment an absolute necessity. Mainte- 
nance crews found that ‘‘'a neon bulb and a screwdriver” were not suffi- 
cient to keep a radar system operating at all, much less at maximum 
efficiency- The necessity of providing test equipment for field use under 
adverse conditions presented a huge problem in design and production 
engineering. 

All of the previously mentioned types of laboratory equipment were 
necessary for use in the field along with many additional units to meet the 
special requirements of the Services. These units were often required to 
be as accurate as the equivalent laboratory equipment even when oper- 
ated under field conditions by nonscientific personnel. Field conditions 
include the extremes of temperature, humidity, shock, and vibration. 

Satisfactory operation at the extremes of ambient temperature 
( — 55® to -}-71®C in some specifications) required development of new 
components and types of insulation, the use of forced air cooling, and 
operation of components at much less than their room-temperature 
voltage and power ratings. To meet humidity and immersion specifica- 
tions, hermetic sealing of all critical components and the use of corrosion- 
resistant metal finishes were required. In some cases, entire equipments 
were built in waterproof containers. Completed chassis were sprayed 
with special varnish to resist the growth of tropical fungus. Special 
attention was required on bakelite, wood, fiber, and leather in this 
regard. 

Careful consideration of the effects of shock and vibration is required 
in the mechanical design of field test equipment. Since most of these 
equipments must be portable, the use of shock-absorbing mountings is 
usually impractical. Transportation over rough roads in vehicles having 
stiff springs is the rule rather than the exception. The added weight 
of sealed components further increases the mechanical design problem. 
Chassis must be braced and reinforced, and components securely clamped 
to meet these requirements. At the same time, weight restrictions are 
severe. It is impossible to meet the requirements imposed by the nature 
of field test equipment without keeping them in mind from the earliest 
stages of both mechanical and electrical design. 

CHARACTERISTICS OF RADAR TEST EQUIPMENT 

17*6. The Cathode-ray Oscilloscope. — The cathode-ray oscilloscope 
is an important direct-measurement instrument and the most versatile 
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indicator yet developed for comparing electrical quantities. Probably 
its greatest single advantage is its ability to indicate instantaneous 
values of rapidly changing voltages. Electromechanical oscilloscopes 
have many of the advantages of the cathode-ray oscilloscope, but their 
inertia limits their frequency response to the a,-f range. 

The heart of the cathode-ray oscilloscope is, of course, the cathode- 
ray tube. In this device, a beam of highly accelerated electrons passes 
through a deflecting field (electrostatic or magnetic) before striking a 
fluorescent screen at the end of the tube. The deflectiiig field is usually 
the resultant of two mutually perpendicular fields which can be inde- 
pendently controlled by signal voltages. If one of these voltages increases 
linearly with time, the waveform (time variation) of the other voltage 
will be graphically indicated. Since most electrical quantities can be 
converted into voltages having proportional variation, they may in this 


way be directly or indirectly observed. 

Knowing the deflection sensitivity of the cathode-ray tube, voltage 
measurements may be made with a scale on the screen. Accuracy is 
limited by the manufacturing tolerances on the cathode-ray tube, ^bic 
limit the linearity of deflection, and by the difficulty of reading the dot 
or trace position accurately. The diameter of the dot when focuse on 
the screen may be about 0.03 in. at low intensity, increasing in size as 
the intensity of the electron beam is increased. These factors limit the 
possible accuracy of direct measurement to about 1 per cent. 

Considerably greater accuracy may be obtained when the cathode- 
ray oscilloscope is used as a null indicator for comparing the quantity 
to be measured with a standard. It may, in fact, be limited only by the 
accuracy of the standard used. Measurements of time, frequency, phase, 
harmonic distortion, impedance, and other related quantities may be 

made, using appropriate auxiliary apparatus. , r xx. 

17-6. Cathode-ray Tube Development. — The development of the 
cathode-ray tulie was greatly accelerated during the war, and many new 
and improved designs of magnetic, and electrostatic deflection tubes were 
produced Mtignetic deflec.tion tubes have found application mainly 
in radar plan-position indie, ators (PPrs), while ek^-.trostatic deflection 
types are used for radar “ A-scopes” and in test equipment. 

New electrostatic deflection tubes were developed to meet the require- 
ments of pulse circuit work for better definition, higher intensity, and 
lower input capacitance to the deflecting plates. ^ Of the cathode-ray 
tubes most used in t(wt equipment, the type 902 with a 2-in screen was 
replaced by the 2 AP 1 , and the 3 API with a 3-in. screen was replaced by the 
HEP1/18()() and \iiiox ])V the 3BP1 with a medium shell dihepi^al base. 
The has been largely superseded by the 5-m. 5C.P1 having a 

medium shell diheptal base and a third aeceleratang anode which may be 
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operated at twice the acceleration potential of the earlier tube. The 
high-de£lection-sensitivity type 5LP1 will probably be replaced by the 
5JP1 which has much lower input capacitance to the deflecting plates. 
In addition, 3- and 5-in. radial deflection tubes were developed for use 
with circular sweeps. The type 3DP1, having an electrode in the center 
of the screen, is now in general use. 

The PI screen is the most desirable type now available for direct 
viewing. The high sensitivity of the human eye to a green'^trace permits 
operation at lower beam current than is possible with white, blue, or 
amber trace screens. This, in turn, permits better focus and definition. 
The medium persistence time is also well suited to the average measure- 
ment problem. 

Blue trace P5 and Pll screens are well suited for direct photography 
of the tube face. Their light spectra coincide closely with the region of 
maximum sensitivity of ordinary photographic film. The P5 has a some- 
what shorter persistence time than the Pll and may be used for con- 
tinuous film recording of waveforms at frequencies up to 60 kc/sec.* 

Waveforms having frequencies lower than 20 cps make a long-per- 
sistence screen very desirable. The P7 screen, developed for radar indi- 
cators using magnetic deflection tubes, has also been supplied in standard 
electrostatic deflection cathode-ray tubes. Such a tube is very useful 
for viewing transients which may remain visible for as long as 2 min. 

For best definition with any of the above-mentioned screens, color 
filters and hoods are desirable. A plastic color filter alone will make 
viewing possible under bright ambient light conditions. When mounted 
within a hood at an angle of 30° to 45° with the tube face, reflections 
from both the tube and the filter will be eliminated. A light-tight hood 
permits operation of the cathode-ray tube at very low intensities and 
gives the best possible definition. However, lighted grids or sc^ales are 
necessary if direct voltage measurements are to be made. Edge-lighted 
plastic plates with ruled grids have been found to be very useful, for 

by dimming the light, the effect of the superimposed grid can be almost 
eliminated. 


The basic cathode-ray oscilloscope consists only of a cathode-ray 
tube and a bigh-voltage power supply oontaining intensity, foeusinK 
and centering control. The majority of the newer types of moiwurement 
problems to which the cathode-ray oscilloscope is applicable re(iuire.s the 
use of supplementary electronic apparatus. This is particularly true 
where time measurements are necessary. 

17*7. Deflection Systems. — Viewing an electrical waveform without 
distortion requires that the horizontal and vertical deflection of the elec- 


?r' Photography of the Cathtjde Ray 

lube, Mev. Scz. Inst., 17, No. 3, 89-96, March 1946. ' 
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tron beam be directly proportional to the amplitude and the independent 
variable of the waveform. Since the independent variable is usually 
time, some type of “sawtooth’’ waveform is used to sweep the beam 
across the tube face at a constant rate periodically. Other waveforms, 
including sinusoidal, parabolic, and hyperbolic, are sometimes required 
for special applications. 

The use of a linear-sweep voltage makes the cathode-ray oscilloscope 
applicable to the field of measurement in which a graphic presentation 
of the measured quantity is necessary. The most common application 
is signal tracing in electronic equipment in which a qualitative knowledge 
of the waveforms present is adequate. Quantitative measurements of 
waveform amplitude as a function of time may be made to an accuracy of 
about 1 per cent by direct measurement on the cathode-ray tube face. 
A much higher degree of accuracy may be obtained using the linear- 
sweep presentation as a null indicator for comparison of the signal with 
time and amplitude standards. 

The circular sweep has more limited but very important applications. 
It is particularly desirable for frequency comparisons and precise time 
measurement. The fact that no retrace is necessary and that a much 
longer baseline is obtained (6 to 8 in. on a 3-in. tube) tends to offset the 
disadvantage of waveform distortion with polar presentation. 

Frequency-comparison measurements may also be made by applying 
a sinusoidal sweep voltage directly to the horizontal deflecting plates. 
The equal-frecpiency Lissajous figure is readily recognizable for both 
c-w and pulse waveforms, although with the latter the adjustment prob- 
lem is fairly difficult. 

Most other types of sweeps have little application in test equipment. 
Intensity-modulated television sweeps may be used for cathode-ray 
tube testing or for specialized television applications. Other special 
applications may require hyperbolic or parabolic sweep voltages. Spiral 
time bases offer some additional possibilities. Treatment of these and 
other types of presentation will be found in Vols. 19 and 22 of this series. 

Two forms of linear-sweep generators are in general use. One is a 
conventional free-running sawtooth generator of variable frequency. 
Synchronism between signal and sweep is obtained by first making the 
sweep frequency slightly lower than the signal frequency (or a submultiple 
of the signal frequency). A portion of the signal voltage is then intro- 
duced into the sweep generator, causing it to fire slightly sooner on each 
cycle and locking it in phase and frequency with the signal- This type 
of circuit is very useful for viewing continuous waveforms but requires 
constant attention to the synchronism and sweep frequency controls 
when a series of different waveforms are to be viewed. Synchroniza- 
tion with low-duty cycle pulse waveforms may be quite difficult or 
impossible. 
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A second sweep generator is the start-stop type which produces a 
single excursion of the electron beam for each synchronizing signal 
applied. When synchronizing trigger pulses are used to start both the 
sweep and the waveform to be viewed, no synchronizing adjustment is 
necessary. Since most radar waveforms are initiated by ti-iggers to 
make precise timing possible, this type of sweep generator has found 
general application. Most viewing requirements can thus be met by a 
number of fixed sweep durations selected by a tap switch. 

Both types of sweep generators consist of integrating devices in 
which a condenser is charged or discharged by an essentially constant 


A ‘’■Synchronizing pulses 
„ ,+300v 


current). 


usually an electronic 
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- Fine frequency 6,002 
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Fig. 17-1_ roe-runniiig thyratron sweep 
generator. 


f — [ — I — switch tube is used to discharge a 

5 k i f ^^ 205 o!y^ condenser which is then permitted 

to charge again from a constant- 
1 150 k p;L current soui-ce. The free-running 

>ik > o'^tput sweep generator is usually a relax- 

y j~ ation oscillator which rapidly dis- 

6SJ7rt ^E==^, charges the condenser when the 

0.0004 voltage across it exceeds a prede- 

3.3k|22kV/ 1001 termined value. The triggered, 

^ :== 025 single-stroke type of sweep gen- 

50 k^ erator employs a switch tube ha V- 

~ Fine frequency 0.002 ^ Stable, quicsceiit Condition. 

„ ,,, Upon introduction of a trigger 

tho tube is Out off 

... . , (“opened'’) for a definite period 

ol time, permitting the voltage across the condenser to rise. Conventional 
methods of obtaining constant-current charging, low-impedamse output 
and push-pull voltages are applicable to both types of circuits. 

The types of sweep-generating circuits that have been developed are 
described fully in Vol. 19, Chap. 10, in Vol. 22 of this series, and in Time 
Bases hy Puckle. Examples of the practical application of most of these 
oircmts wiU be found in the following chapter. It will suffice to mention 
here the various types of circuits applicable to test equipment. 

The thyratron is the most widely used free-running switfdi tube 

frequency obtainable is limited to between 
«,000 and 50,000 ops by the time required for deionization to occur 
A typical circuit is shown in Pig. 17-1. Vacuum tubes may be used for 
ree-running sweep generators at frequencies up to 1 Mc/sec and for 
ta^ered _ switching applications. A blocking oscillator is ' used as a 

^ triode 

switch most commonly used m test equipment. 

1 O. S. Puckle, Time Bases, Chapman & Hall, Ltd., London. 
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A number of methods of producing a linear rather than an exponential 
j-iHO of voltage have been developed. The simplest of these uses a very 


+300v 



-t-supply 


HiUiill portion (5 per cent or less) of the characteristic exponential con- 
charging curve. An effective RC time constant roughly twenty 
t iinc'H the expected sweep duration will ensure this. Another method is 
(<> vise a pentode as the charging 
rt'siHtiince, taking advantage of its 
v(‘ry high plate resistance to provide 
cruustant-current charging as shown 
in h^ig. 17-1. These methods will 
be found generally in oscilloscopes 
eiti ploying a free-running thyratron 
Bwit.ch tube. 

A positive-feedback unity-gain 
ann>lifier may he used to maintain 
a. <*c>tistant voltage across thechaig- 
ing; resistor as the condenser volt- 
jiKt'T rises. The simplest form of 
t hin <nr(aiit uses a cathode follower 
UB shown in Fig. 17-3. This type of 
circuiit is widely used in radar test 

etiuipnicnt. A negative-feedback ^ 

j an 1 >1 if ier may also be used to make a very stable linear-sweep circuit. A 
circuit of this type is shown diagrammatically in Fig. 17-4.^ 

Approximate linearization may be obtained by inserting a arge 
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Neg. sawtooth 


inductance in series with the charging resistance as shown in Fig. 17-5. 
This method reduces the required tube complement but introduces 
severe duty-cycle limitations. It will be found in a number of the oscil- 

loscopes described in Chap. 18 but has 

been largely replaced in new designs by 

one of the feedback types of sweep 

f voltage generators. 

^ Neg. sawtooth The voltage swing required of any 

.C one tube may be halved and uniform- 

" T Iv ity of focus materially improved if the 

I 1 beam deflection is accomplished by 

/ Amo. ^ push-pull voltages applied to opposite 

j I o o 1 plates. An inverter amplifier is re- 

quired, which may be a single-stage 
' negative-feedback amplifier as shown 

“ in Fig. 17-6. When lower maximum 

Fig. 17-4.— Sweep generator using neg- voltages are required, a push-pull 

ative feedback for linearization. ^ i ^ ^ 

amplifier of the cathode-coiipled type 
shown in Fig. 17-7 may be desirable. If the series inductance type of 
sweep generator is used, push-pull voltages having about 80 per cent bal- 
ance may be obtained using a center-tap choke as shown in Fig. 17*5. 
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Fig. 17*4. — Sweep generator using neg- 
ative feedback for linearization. 



(a) (6) 

Large inductance in series Center-tap choke 

with charging resistance 

Fig. 17-5. — Sweep generators using a high-impedance choke for linearization. 

A circular sweep is generated when sinusoidal voltages that differ by 
90® in time phase are introduced onto deflecting plates that have a 90® 
space-phase relationship. Probably the simplest method of obtaining 
these voltages is to use the voltage drops produced across a resistor and 
condenser when connected in series across an alternating current source. 
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If good focus is to be obtained, push-pull voltages must be supplied. 
These are more accurately obtained by using a resonant transformer as 
shown in Fig. 17*8. When the secondaries are tuned on opposite sides 



Fia. 17*6. — Negative-feedback inverter. Fio. 17-7. — Cathode-coupled inverter. 

of resonance, both phase and amplitude differences are obtained. By 
simultaneous adjustment of the secondary tuning capacities C 2 andCs, 
equal deflections in both coordinates and a 90° phase difference between 
secondary voltages may be ob- 
tained. Circle diameter may be 
controlled by adjusting the signal 
amplitude or by tuning off res- 
onance with the primary tuning 
capacity Ci. Use of high-Q com- 
ponents aids in eliminating dis- 
tortion from the sweep voltages 
and produces a more nearly linear 
sweep rotation rate. By inserting 
this tuned circuit in the plate cir- 
cuit of a crystal oscillator or buf- 
fer stage a very accurate time base 
may be generated quite simply. 

17-8. Signal Channels- — The 
cathode-ray tube has one property 
that is particularly valuable in a 
general-purpose measurement in- 

strument, that of high input im- r.„Ti7.8.-^-p».itodo crystal oBoiiiator and 

pedance. The capacity from any phase-shift transformer for generating a- 
deflecting plate to the other elec- «ircuiar sweep. 

trodes is in almost all cases less than 10 /x^f so that the input impedance 
at all frequencies up to 15 Mc/sec is -greater than 1000 ohms. For a 
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low-capacity tube such, as the 5JP1 (which has an average of S.Syujuf 
from a deflecting plate to all other elements) the direct input imped- 
ance is found to be greater than 1000 ohms up to 40 Mc/sec. 
Even lower input capacitances are obtained with the type 3DP1 tubes, 
a typical value being l.SjuAif from center electrode to all other electrodes. 

A major disadvantage of the cathode-ray tube is its low voltage 
sensitivity. This presents no particular problem where signals of greater 
than 5 volts amplitude are to be displayed, as is the usual case in radar 
synchronizing, indicating, and ranging equipments. Use with small 
signals such as are found in some radar signal circuits requires amplifiers 
that will not distort the waveform. These amplifiers must have small 
amplitude and phase distortion in the band between the lowest- and 
highest-frequency components of the signal if a true picture of the wave- 
form is to be obtained. 

The design of wide-band ‘Video” frequency amplifiers is one of the 
most critical steps in the design of test equipment. Very careful con- 
sideration of compensation for the effects of loading due to tube and 
wiring capacities and of mechanical layout of components is necessary 
to obtain optimum gain and bandwidth with a given power input. For 
cathode-ray tube deflection this is of particular importance, since an 
undistorted output of 30 to 100 volts is normally required. 

A number of requirements must be considered. The rise time of the 
amplifier when a step function is applied is of more direct interest for 
pulse applications than the bandwidth. It is, in general, a function of 
the bandwidth and may be approximated by the expression 


Rise time — 


0.35 

h ’ 


( 1 ) 


where /a is the frequency at which the mid-frequency gain is down by 
3 db. The rise time is usually measured as the time required for the 
pulse to rise from 10 to 90 per cent of its final amplitude, since these 
points are fairly well defined. 

Overshoot in the output pulse represents a form of distortion. It is a 
measure of the amount that the output signal initially exceeds its nominal 
amplitude and results from a nonlinearity in the phase-shift vs. frequency 
characteristic of the amplifier. The amount of overshoot is normally 
limited to less than 5 per cent in amplifier design. 

The ability of the amplifier to sustain a long rectangular waveform 
is related to the low-frequency gain characteristic. Normally, about a 
10 per cent drop in the pulse amplitude is the maximum permitted in the 
longest pulse that the amplifier is designed to pass. The amount of 
slope in the top of the output waveform is directly dependent on the 
time constants in the cathode, screen grid, and plate circuits and in the 
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grid and plate coupling circuits. These time constants are made as 
large as is practical without impairing the high-frequency response by 
capacity-to-ground of large components or unduly increasing the recovery 
time. Actual selection of values usually requires a rather careful com- 
promise between these conflicting requirements. 

The signal delay introduced by the amplifier must be considered in 
timing applications. The delay will be the same for all frequency com- 
ponents of the signal in the region where the phase-shift vs. frequency 
characteristic is linear. This region corresponds closely to the region of 
“fiat” frequency response. 



(a) (6) (c) 

Fig. 17-9. — Basic poakius circuit, (a) Series peaking; {b) shunt peaking, (c) series shunt 

poukiiig. 


A treatment of the design methods used to meet the above require- 
ments is beyond the scope of this chapter, but will be found in Vols. 18 
and 23 of this series. 

The tubes used in these amplifiers are chosen by a figure of merit 
which is the ratio of the transconductance to the total of the tube capaci- 
tances. For a given tube, with its associated socket and wiring capaci- 
ties, the plate-load resistance is then determined by the bandwidth 


requirements: ^ 


( 2 ) 


where Ct is the total of all shunt capacities in the plate circuit. With 
the load resistance and set, the mid-frequency gain is determined. 
The tube choice must have been made such that the rated power dis- 
sipation of the tube will not be exceeded when the operating point is 
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set for the required output voltage swing. The stage gain is also set by 
the determination of Rl and 

The bandwidth of the amplifier may be increased somewhat by the 
use of series and/or shunt peaking. The basic peaking circuits, shown 
in Fig. 17*9, consist of an inductance in shunt or in series with the capacity 
to ground or a combination of the two. In any case, the small inductance 
included is adjusted to resonate with the shunt capacity at a somewhat 
higher frequency than fh without peaking. This effectively extends the 
region of flat frequency response by a factor between 1 and 1.7. Over- 
peaking, setting the resonant frequency low enough to cause an increase 
in stage gain at high frequencies, is to be avoided, as it results in over- 
shooting. Other considerations such as plate circuit decoupling to 


Amp. 



Fig. 17-10. — Voltage-divider probe. 


-f supply 



— supply 

Fig. 17-11.^ — Cathode-follower i>rol>e. 


avoid feedback are essentially the same as required for conventional 
high-gain a-f amplifier design. 

Since a few micromicrofarads of amplifier input capacitanc^e may 
represent a very considerable loading of the circuit under test, signal 
probes are often used which reduce this capacity to a minimum. Two 
types are in use. In one type, a resistance-capacitance divider is ins(u*ted 
at the end contact of the shielded probe lead which makes the connection 
from’^ the circuit under test to the amplifier. This divider, shown in 
Fig. 17*10, reduces the capacity and attenuates the signal by an approxi- 
mately equal factor so that a higher-gain amplifier is required than wouh l 
be necessary otherwise. The constants are adjusted so that RiCi == 
where C 2 represents the capacity of the lead plus the input c.aiifwuty of 
the amplifier. The reduction in capacity by this method is limited only 
by the point at which the bandwidth reduction introduced by the addi- 
tional amplifier stages exceeds that produced by the capacity of the probe. 

The other method of reducing input capacity is to mount the first 
stage of the video amplifier in the probe itself . This stage is designed to 
have an output impedance low enough that the effect of the capacity 
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of the lead and the input capacity of the following stage is negligible. 
A cathode follower is desirable for this application because of its low 
output impedance. Furthermore, if the gain of the cathode follower is 
G, the input impedance due to the grid circuit can be increased by a factor 
approaching <7/(1 — G) by returning the grid resistor to the cathode as 
shown in Fig. A circuit described in Sec. 18-11 uses another 

cathode follower to make the plate supply vary in the same manner as 
the cathode, keeping the Miller’^ grid capacity to a minimum. 

The resistance-capacitance divider is also often used for gain controL 
Accurate gain calibration can be obtained by selecting one of a series of 
these dividers with a tap switch. A calibrated attenuator may also be 
used to indicate a difference in voltage and power levels. This is obtained 
directly from the difference in attenuator settings for equal signal ampli- 
tudes at the output of the amplifier. 

17*9. Auxiliary Circuits. — The usefulness of the cathode-ray oscillo- 
scope may be increased by including measurement standards and other 
auxiliary circuits in its design. These include time and voltage standards, 
time and voltage comparison circuits, synchronizing pulse generators, 
circuits for mixing two or more signals on a single trace, and circuits for 
presenting signals simultaneously on two or three traces. 

Either pulsed or continuous oscillators may be included as time and 
frequency standards. These may be LC or crystal controlled, depending 
on the accuracy required. The output may be presented directly as 
sinusoids or converted into marker pulses. Calibrated delay circuits 
may be used as time standards or as interpolating devices. The usual 
voltage standard is a meter reading directly the d-c voltage required to 
deflect the baseline on the cathode-ray tube a distance equal to the 
amplitude of the signal being measured. A precision potentiometer and 
voltage difference amplifier may be used for more accurate measurements. 

Since many types of circuits i*equire externally generated synchroniz- 
ing pulses to initiate their action, a trigger generator is often desirable 
in the oscilloscope. When continuous oscillators are used for timing, 
the trigger pulse is normally locked in phase with the oscillator voltage 
by some form of frequency division. This permits simultaneous syn- 
chronization of the oscillator with the signal and the sweep. 

When two signals are to be compared in this manner on a single time 
base, methods of mixing them must be provided. The simplest method 
of doing this is to connect the signals to opposite deflecting plates in the 
cathode-ray tube. The resultant coupling of the two circuits is usually 
negligible because of the low capacity between plates. Where more 
signals must be superimposed or push-pull deflection is necessary, tube 
or switch mixers must be used. Signals may be applied to both the grid 
and cathode of a triode amplifier tube with the mixed output appearing 
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at the plate. Pentode and pentagrid mixer tubes will combine more 
signals in a single stage. Additional signals may be applied to subse- 
quent stages, or a common plate or common cathode-resistm* may be used 
with, a number of tubes, giving an output proportional to tlie sum of tlie 
signals applied to the grids. Representative circuits are shown in Fig. 
17-12. Some of the voltage adding circuits discussed in Clhap. 3 and in 
Vol. 19, Chap. 18, may also be used for combining a number of signals. 

When the distortion caused by superimposing two or morci signals is 
undesirable, electrical or mechanical means of switching the deflection 



plates to each of the signals on consecutive sweeps may l)C‘, used. A 
motor-driven multiple switch or capacitive coupler is entirely practiced 
if it can also supply synchronizing pulses for the signal and sweep cir- 
cuits. Electronic switching circuits of the multivibrator or “ilip-flop” 
(scale-of-two) type are also used. A circuit of this type for use with 
triggered sweeps is shown in Fig. 17-13. 

Another approach to this problem uses a cathode-ray tube having 
multiple gun and deflecting plate structures. Tubes of tins tyi)<?i ai-o 
available from several manufacturers, although as this is written, only 
the two-gun type 5SP1 has received RMA nomenclature. Twc)- and 
three-gun tubes in both 3- and 5-in. screen diameters have l)ee:n designed . 
The sets of deflecting plate for each gun structure are shielded and fin*; 
brought out to separate connections. Identical sweep voltagcis may be 
used when waveform comparison is desired, or different sweep volbigc'B 
may be applied for two-scale timing systems or similar applications. 

17 10. Timing Oscillators. Oscillators in any of a large number of 
forms have considerable application as pieces of test equipment. They 
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may be used as standards of time or frequency or as signal sources, 
'^riiey may also determine repetition rates or the rate of any other recur- 
rent phenomena. They may have their frequency determined electrically 
by an RC- or L(7-circuit or mechanically by the characteristics of a quartz 
c-rystal, vibrating fork, or motor. Their output may be sinusoidal, 


Scale-of-two Cathode follower Gated amplifiers 




square, triangular, or a train of pulses. They may oscillate continuously 
or for a given length of time after receiving a synchronizing pulse. 

The crystal oscillator has the highest inherent stability and is generally 
used as a secondary frequency standard. For any given circuit the 
crystal may be ground to almost the exact frequency ^ 
ard and then “pulled” to the exact frequency. A crystal will drift only 
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1 to 3 cycles per megacycle per degree if cut to obtain a low-temperature 
coefficient. The oscillator circuit used should be designed to reduce the 
frequency shift produced by tuning the plate circuit and to give a con- 
stant output voltage. A representative circuit meeting these require- 
ments is shown in Fig. 17-14 and is described in the April I944 issue of 
the General Radio Experimenter. Where an accuracy of about 0.1 per 
cent is^ adequate, a simple triode oscillator with no regulation or com- 
pensation will suffice. 

Oscillators using LC- or 2? (7-circuits as their frequency-determining 
elements may be easily designed to give a variable output frequency 
Single-frequency accuracy comparable with that of a crystal oscillator 
may be obtained by very careful design. 

The oscillator circuits employed for the generation of timing pulses 
have been described rather completely in Vol. 19, Chap. 4, and examples 
of their application will be found in Chap. 18 of the present volume. 
Some discussion of the frequencies used and types of output signals 
generated is appropriate for this section. 

In radar applications it has been convenient to measure time directly 
in terms of an equivalent radar distance. On this basis 1 pcsec is approxi- 
mately equivalent to 164 yd. Oscillator frequencies in general use range 
from 1617 cps for a 50-nautical-mile period to 1.639 Mc/sec for a 100-yd 
period. Oscillator frequencies in use in test equipment include 80 86 
kc/sec (1 nautical mile), 81.94 kc/sec (2000 yd), 93.11 kc/sec (1 land 

^ 819.4 kc/sec 

( d yd). Multiples or submultiples of these frequencies are obtained 
y requency multiplication or division. For general-purpose instru- 
ments, however, standardization on frequencies giving direct readings 
m microseconds is desirable. Most of the 80- or 90-kc/sec oscillators 
in existing equipments may be tuned to use 100 kc/sec crystal by a small 
reduction in the tuning capacity. A similar change can be made for 
most of the other frequencies that may be encountered. 

_ Oscillators generating a sinusoidal waveform are usually used in 
timing applications. A large number of cycles must lie in the interval 
of tinie being measured if accuracy is to be obtained. This introduces 
counting difficulties and may cause a superimposed signal wavetem 
to appear distorted. Squaring the sinusoidal wave by amplification and 
c ipping gives a fast wavefront which permits more accurate reading. 

ea mg is wave with, an KC-circuit having a short time constant gives 
a tram of pips that cause less distortion of the waveform on which they 
are superimposed. A blocking oscillator may be synchronized by pips 
generated across a small choke, damped by a resistance, in the oscillator 
plate or cathode circuit. This will generate the desired waveform directly. 

When higher accuracy is required than can be obtained by visual 
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interpolation between a reasonable number (10 to 30) of marker pips, 
interpolating circuits must be included. One method is to use a cali- 
brated phase shifter to vary the phase of the pips with respect to the 
synchronizing trigger. Another is to provide a movable marker pulse 
or a second scale of markers. These are used with an expanded oscil- 
loscope sweep to obtain maximum reading accuracy. 

17*11. Delayed-pulse Generators. — The delayed-pulse generator 
may be used for time and distance measurements and in setting up timing 
sequences. This circuit accepts a pulse and produces another pulse after 
a period of time determined by the circuit constants. The delay time 
may be fixed or variable, depend- 
ing on the requirements of the ap- 
plication. When variable, the 
control may be calibrated to read 
directly in delay time. 

Stability of delay time from 
cycle to cycle and over a period of 
time is important. Variations in 
the delay time of succeeding pulses 
introduces a time variation or 
“jitter” in all of the following cir- 
cuits or in the delayed pulse on an 
oscilloscope screen. This may 


+ supply 



upset the operation of these cir- 
cuits and will reduce the accuracy of time measurements by producing a 
broad trace. This jitter cannot be completely eliminated but can be 
reduced to a negligible point for a given application by careful circuit 
design. 

When a calibrated variable delay is desired, the ease of calibration 


must also be considered. A linear relation between the rotation of the 
control shaft and the time delay produced facilitates this process and 
makes special dials unnecessary. Slope and zero controls must be 
adjusted to make the indicated and actual delay “track.” It is desirable 
to have the action of these controls independent and to eliminate either 


where possible. 

Of the large number of delay circuits developed tor radar applications 
only a few have found application in test ecpiipment. Those commonly 
used are the delay multivibrator, the phantastron, and the linear-sweep 
delay. Blocking oscillator pulses are sometimes used for short fixed time 
delays as are lumped constant delay lines. . 

The delay multivibrator is the least stable of these but requires the 
smallest tube complement. A representative circuit, shown in Fig. 
17-15, requires only two triode tube sections. The delay time is largely 
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determined by the time constant RC, with the circuit values normally 
used, and is sensitive to variation in pulse repetition rate, plate and heater 
voltages, and tube changes. This delay circuit if frequently calibrated 
may be used for interpolation with an accuracy of better than 1 per cent, 
when a regulated power supply and constant repetition rate are used. 
Its delay may be made linear with variation of the voltage Yi to about 
0.2 per cent. 


4- supply 




Fig. 17-17. — Linear-sweep delay block diagi-am. 


The phantastron and linear-sweep delays may be made considerably 
more stable than the delay multivibrator but require more tubes. The 
phantastron, for which a circuit is shown in Fig. 17T6, requires a pentode 
with sharp cutoff suppressor characteristics (a 6AS6 or 6SA7 is used), 
a diode, and one or more amplifier stages. With careful design it may 
be made linear to 0.1 per cent with variation of the voltage Vi and, with 
occasional calibration, accurate to about 0.3 per cent. Any of the linear- 
sweep generating circuits mentioned in Sec. 17-7 may be used with a 
“pick-off” diode (through which a control potential is introduced) and 
one or more amplifier stages. An average of six to eight tube sections 
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is required. A block diagram of this type of circuit is shown in Fig. 
17-17. These and other time-modulation circuits are described in detail 
in Vol. 20. 

Fixed and variable time delays of from 1 to 10,000 jusec duration are 
in general use in radar systems and test equipment. Many of these 
circuits may be used outside this range with minor redesign. 

17-12. Video Pulse Generators. — Both frequency- and pulse- 
response of the video amplifier are of interest. An approximate relation- 
ship between the bandwidth and pulse rise time has been pointed out 
in Sec. 17*8. The frequency-response characteristics do not immedi- 
ately give the complete transient response of the circuit to a pulse, how- 
ever, since the phase-shift characteristic is not directly indicated and the 
latter cannot be computed unless a minimum phase-shift network can 
be assumed. The use of rectangular pulses directly for video-amplifier 
testing gives much more information on the pulse amplification charac- 
teristics. High-frequency response may be determined from rise time 
measurements. The ability of the amplifier to sustain a long pulse is 
also directly measurable and is a function of the low-frequency response 
of the amplifier. Any transient distortion is directly indicated by this 
type of analysis. In addition, the nonlinearities that can be tolerated 
in pulse circuits make ordinary bandwidth measurements of less meaning 
than direct pulse waveform observations, for the representation of a 
time function by a frequency function is valid only for a linear system. 

To give a significant indication, the output pulse from the pulse 
generator must be as nearly square as possible when connected to the 
stage under test. A rise time of 0.03 to 0.05 ^sec for a ± 50-volt pulse is 
usually considered satisfactory for short pulses. Pulse lengths of 0.1 
to 1500 jusec are normally required and are usually covered in two or more 
ranges by separate circuits. Gas tubes offer an easy way to obtain the 
fast switching action required for production of short pulses, although 
"hard" tubes may be used. A variety of commercial square-wave 
generators are avaiiable for testing response to pulse waveforms. 

Stage gain under pulse conditions must also be measured. This is 
usually done by inserting a calibrated attenuator in the input to the 
amplifier. The difference in the attenuator readings for equal pulse 
amplitudes at the output of the attenuator and the output of the amplifier 
is a measure of the gain of the stage. 



CHAPTER 18 

PRACTICAL RADAR TEST OSCILLOSCOPE DESIGNS^ 


By H. J. Reed, Je., A. H. Feedrick, B. Chance, and 

E. F. MacNichol, Jr. 

This chapter summarizes particular instruments that incorporate in 
their design the circuits and principles treated in Chap. 17. It con- 
solidates information on many of the radar pulse test oscilloscopes 
developed during the war period. Much of this information is available 
only in reports and manuals that may be difficult to obtain or might 
not otherwise come to the attention of the reader. 

The electrical specifications of these instruments are intended mainly 
to facilitate the selection of equipment for given applications. These 
or similar instruments may be available for some time from the Army 
or Navy supply centers or their surplus sales or from the manufacturing 
organizations. An attempt has been made, however, to present sufficient 
information for the construction of units having similar electrical char- 
acteristics when this becomes necessary. The general construction 
techniques used in the original instruments are shown in the photographs 
included. If actual mechanical and wiring layouts are desired, these 
must usually be obtained from the references cited. Circuit diagrams 
giving component values are included. The discussion of circuit opera- 
tion is intended to aid one in understanding the relation among the 
various circuits used and also their adjustment. Particular attention is 
given to the functions of the various controls and adjustments. The 
detailed analysis of the operation and waveforms produced in the various 
basic circuits is necessarily left to other chapters and Vols. 19 and 20 of 
this series. For further data and specifications, references are given to 
the designer, the manufacturer, and the procuring agency. 

Units included are representative of equipments that have been built 
during the war. Most of these circuits represent working designs that 
have withstood the test of at least limited production and use. It 
should be understood that in many circuits the particular stray capacities 
present have been important in determining some of the circuit constants 
given. These may not be duplicated with changes in layout and wiring 
some so that adjustment of component values may be necessary. Many 

1 All of Chap. 18 is by H. J. Reed, Jr., except Secs. 18*4, 18-8, and 18-9.' 
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components and tubes in particular will usually not be held to wartime 
standards, broad as they were, and should be checked with care. 

18* !• The P4 S 3 mchroscope.^ Function, — The P4 synchroscope was 
designed for use as a general-purpose oscilloscope for laboratory study 
of short pulses. Its principal application has been in the study of mag- 
netron or radar modulator pulses and of beacon transmitter character- 
istics. It has also found application in the design of receiving, timing, 



Fig. 18-1. — Synchroscope. 


and indicating circuits, in the production testing of radar components, 
and as a general-purpose “A” scope for system testing. 

Characteristics . — A type 5LPI cathode-ray tube operating at a total 
accelerating potential of 2600 volts is used, giving a vertical deflection 

sensitivity of about 60 volts per inch. 

A triggered sweep generator of the constant-current pentode type is 
employed. Writing speeds are 0.04, 0.166, 0.5, and 2 in./^isec. Repeti- 
tion rates provided by the local oscillator are 500, 1000, 2000, or 4000 
cps. External triggering pulses having repetition rates between 200 and 

1 Developed and procured by the Hadiation Laboratory. Manufactured by 
Sylvania Electric Products, Inc., and Browning Laboratories, Inc. RL Manuals Ml 18 
and Ml 26 describe the complete equipment. The r-f detector and video amplifier 
are described in M124 ; the high-gain video amplifier is described in M166. 
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4000 cps or a sinusoidal oscillator in the same frequency range may be 
used. Either the internally generated trigger or an external signal of 
10 to 300 volts amplitude may be used to synchronize the sweep generator. 
If an externally generated positive pulse of less than 100 volts amplitude 
is used, the intensification of the trace will be delayed about 0.2 /isec, 
and this portion of the observed pulse will not be seen. No sweep voltage 
outputs or inputs are provided. 

The trigger generator output is a 135-volt positive trigger having a 
pulse width of 26 ^tsec between 10 per cent amplitude points. The pulse 
repetition frequency may be set by the local oscillator or to any frequency 
between 200 and 4000 cps by an external sinusoidal oscillator. Phasing 
of the output trigger with respect to the sweep trigger is variable by at 
least +250 jusec. The cathode follower supplying the output trigger 
has an effective internal impedance of 500 ohms. 

The only signal channel provided in the standard P4 synchroscope is 
a direct connection to the top vertical deflecting plate which has an input 
impedance of 1 megohm paralleled by 20 jxid or less, depending on the 
signal switch position used. Several auxiliary amplifiers have been 
designed to mount in this synchroscope- One type includes an r-f input 
fitting and an r-f square law detector which is used in examining the 
envelope of r-f pulses. The two-stage video amplifier has a gain of 
about 100 which is constant to ±3 db between 200 cps and 4.5 Mc/sec. 
With this unit installed, the synchroscope is given the designation P4-E. 
A four-stage wide-band video amplifier may also be installed. This 
unit has a gain of 2000 which is constant to +3 db between 120 cps and 
5.4 Mc/sec. At the minimum setting of the gain control, the gain is 
reduced to 200 and the bandwidth is extended to 8.2 Mc/sec. Signal 
amplitudes of from -i-0.16 to —0.8 volt may be amplified without over- 
loading. The input impedance is 1000 ohms paralleled by 21 /x/xf. 

No signal attenuator or probe is included with this instrument. It 
is often used with an external capacity divider for viewing high-voltage 
pulses, however. Several designs of r-f probes are used with the P4E 
and are described in Vol. 11 of this series. External mixers are required 
for viewing several signals simultaneously. 

A Wien bridge stabilized oscillator, used to control the repetition 
rate of the trigger generator to + 10 per cent of the frequencies 500, 1000, 
2000, and 4000 cps, may be used as a timing standard. An oscillator 
output (sinusoidal waveform) connector is provided. Alternately, the 
output of a shocked TC-circuit having a resonant frequency of 2 Mc/sec 
may be connected to the CRT deflecting plate by the signal switch. 
The train of damped oscillations is sustained for a long enough period 
to allow calibration of the two fastest sweeps. The frequency is accurate 
to + 5 per cent. A secondary vertical centering potentiometer and meter 
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■terminals for rea>ciiiiS voltage across it provide an amplitude standard. 
Pulse amplitude measurements may be made to 2 per cent if a meter of 
Higher accuracy' is used, bpace is provided for mounting a 3-in. volt- 
meter on the panel of the synchroscope, and some units are so equipped. 

1 he over-all dimensions of the synchroscope are 8f by 14i- by 20-| in., 
neglecting the handle, and the weight is 40 lb. It requires 115 + 10 volts 



Fio. 18'2. — Block diagi'am of the P4 synchroscope. 


jit 50 to 4-00 cps and has a power rating of 140 watts at GO cps. The 
t.uhe complement is 1-5LP1, 2-2X2/879, 1-5Z3, 1-6SK7, 2-6SL7, 6-6SN7, 
and 1-7 V7. The connectors on the instrument are Amphenol type 80C, 
V)ut no cables are provided. A type “N” r-f connector is used for the 
r-f signal input the P4E synchroscope. All signal connections are made 
at the rear of the instrument to reduce lead lengths. 

1410 mechanical construction of this unit is quite conventional as 
shown in Fig. 18*1. It is built to good commercial standards and is 
satisfactory for laboratory use. 

Circuit Descrvption . — The cathode-ray tube control circuits use a Mgh-voltage 
l)l(Hi<lcr of conventional design. Horizontal and vertical centering potentiom- 
t'tcu’s have their range extended below ground by being included with the focus 
and intensity potentiometers in this bleeder circuit. Application of centering 
voltages to only one of eacdi pair of deflecting plates results in some defocusing 
with changes of these voltages. The time base and the video signal are also 
introduced on only one of their I'espective pairs of deflecting plates resulting in 
excessive astigmatism of the trace with large signals. Since this instrument was 
not designed for precision measurements of observed signals, tliis was not con- 
sidered a great disadvantage. . i u u + +* 

Tlie d-c ijotential of the signal deflecting plate may be adjusted by the potenti- 
ometer whose arm is connected through switch Si when this switch is in the on 
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position. This permits the measurement of peak voltage by deflecting a signal 
through Its amplitude with an equivalent d-c voltage which may be read directly 
on an external indicating meter. A switch ,§6 is mounted on the back of the 
instrument and selects sipials from one of four locations: the signal input, the 
triggei input, the calibration oscillator, or the video amplifier (if used). 

ffe'/ieraifng circuits include a multivibrator, a switch or 
clamp u >c, and a constant-current pentode through which the sweep con- 
denser discharges. Constants of the multivibrator ha4 been selected to give a 
free-i unning fiequency of about 200 cps and to give a maximum rate of rise on the 
leading edge of the negative half cycle. It may be readily synchronized by nega- 
tive triggers having a pulse repetition rate between 200 and 4000 cps. These 
triggers may be obtained from an external trigger generator, being peaked and 
limited in one or both of the stages of the amplifier Vio or from the internal 
trigger gtmerator as selected by switch ^3. Negative pulses from the multi- 
vibrator are coupled to the clamp tube Fes, the intensifying pulse amplifier Fg, 
and tlie slux^ked oscillator composed of the parallel 150-/i)uf condenser and 42.2-/xh 
choke. 


These negative pulses cut ofi current flow in the clamp tube, permitting the 
sweep <*oudenHer selected by switch to discharge through the pentode Fg at 
essentially constant current. The linear fall of voltage produced is used to deflect 
the electron l>eam across the screen of the cathode-ray tube. 

The negative multivibrator pulse is also coupled to the control grid of the 
intensifying pulse amplifier F 9. The pulse rise time of about 0.2 fisec is reduced 
to a maximum of 0.05 jusec by amplification and by mixing with the differentiated 
leading edge of the external trigger or signal. Nevertheless, the portion of the 
leading edge of the pulse that occurs during this period cannot be viewed when 
the synchroscope must be triggered from an external source. Adjustable phasing 
between tlie synchroscope output trigger and the sweep trigger eliminates this 
difficulty when the system supplying the signal will accept a trigger. 

The internal trigger generator consists of a Wien bridge sinusoidal oscillator 
and amplifier, an adjustable RC phase shifter, and separate squaring and differ- 
emtiating ainjjlificrs for the output trigger and sweep trigger. An oscillator 
input conncictor which permits synchronization from an external sinusoidal 
voltage of al)out 15 volts amplitude is also provided. 

TIh^ freciuency of the Wien bridge circuit using the double triode Fi is set to 
500, 1000, 2000, or 4000 cps by the selection of the appropriate pair of condensers 
with Hwitc.h ^S'l. A 0-watt, 115-volt lamp is used as a nonlinear resistance in the 
oKfvillator cathode circuit (one arm of the bridge) to provide stabilization of the 
oH(dllator aiui)litude. Another arm, a 5000-ohm variable resistor, may be 
adjusted to control the waveform. 

The osdllator output voltage is amplified by the triode section V zb, and push- 
l)uU output is obtained from the transformer in the plate circuit. One winding is 
<a)nnected directly to tlie reversing switch Ss. The voltage from the other wind- 
ing has its phase shifted by the i^C-divider across the transformer secondary 
IxToi'O reaching the switch. These two voltages are then rectified in the diode- 
connected tube sectious V->a and V r,A- 
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One half-wave rectified voltage is then squared in the amplifier tubes V sb and 
V 6A and differentiated by the RC in the grid circuit of F? to give the internally 
generated sweep trigger. The other half-wave rectified voltage is similarly 
amplified by Vsa and Vsb- This voltage is differentiated by the RC in the grid 
circuit of V^s, and the resulting trigger is amplified by this stage. The cathode 
follower V iA gives a low-impedance positive output trigger. The reversing 





Fig. 18-4. — P4E r-f detector and video amplifier, 



Fig. 18-5.^ — -P4E amplifier circuit. 


switch ^8 permits the output trigger to be either advanced or retarded witli 
respect to the synchroscope sweep. 

A signal amplifier was not included in the P4 synchroscope because it was 
designed for use with equipment producing pulses of at least 100 volts amplitude. 
Subsequent application of this unit to small signal and r-f measurements led to 
the development of several signal amplifiers which can be mounted in the scope, 
at the rear of the chassis. 

The circuit of one of these which adapts this instrument for use as an r-f 
envelope detector is shown in Fig. 18-6. The r-f signal at X band or lower 
frequency is coupled through a type matched impedance r-f connector 

paralleled by a 50-ohm disk-type terminating resistor to the control grid of a type 
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954 acorn, pentode. This tube operates as a square law detector, giving an output 
voltage proportional to the power level of the r-f signal. Gain control is effected 
by changing the bias level of this tube with the potentiometer in the cathode 

circuit. 

The detector output is amplified in the two-stage video amplifier that follows. 
The first stage, a 6AC7, uses a shunt peaking coil to increase the plate-load 
impedance at high frequencies, extending the video bandwidth. A 6AG7 is 



used in the output stage to drive the GllT deflecting plate. Some shunt peaking 
is provided by the inductance of the wire-wound plate-load resistance in its plate 
circuit. Further peaking in this stage is obtained by using a very small bypass 
condenser across the degenerative cathode resistor. 

The coupling circuits are designed to pass a wavefront having a rise time of 
0.1 /xsec between the 5 and 95 per cent points, feince the amplifiei is essentially 
linear, the CRT beam deflection is proportional to the output of the detector 

and to the power in the r-f ininit pulse. 

The wide-hand video amplifier shown in Figs. 18-6 and lS-7 may also be used 
in this synchroscope when greater sensitivity is required. Shunt peaking is 
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employed in all stages, and the amplifier gain is controlled varying the degenera- 
tive cathode resistance in the first stage. This amplifier may also be used as an 
r-f envelope detector by connecting a probe containing an r-f crystal to the input 
with not over 12 in. of video cable. With the video gain at the medium setting, 
the output voltage is nearly proportional to the power input. The electrical 
characteristics of both of these amplifiers have been described in the characteristics 
part of this section. 

A calibrating oscillator is built into this instrument for use as | timing standard. 
The negative pulse from the multivibrator in the sweep generator is coupled to the 
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parallel resonant circuit composed of a ISQ-ixfd condenser and 42.2-/ih choke. 
The voltage generated across the circuit is a damped sinusoid having a frequency 
of 2 Mc/sec. This voltage may be coupled to the vertical deflecting plate of the 
cathode-ray tube by switch and is sustained for a long enough period to cali- 
brate the two fastest sweeps. An am'plitude standard is provided by a circuit for 
measuring pulse voltages by substitution as previously described. 

A power supply of conventional design is used. The low-voltage supply gives 
320 volts at 115 ma, and both plus and minus 1500-volt cathode-ray tube supplies 
are included. A separate low-resistance filter for the sweep generator makes 
350 volts available for that circuit. 

18-2. The Model 6 S 3 nachroscope. Function .^ — The Model 5 synchro- 
scope is a laboratory instrument designed primarily for determining the 

* The Model 5 synchroscope was designed by the MIT Radiation Laboratory and 
manufactured by Sylvania Electric Products, Inc., and Philharmonic Radio Corp. 
Procurement was by the Radiation Laboratory and others. References are 
Reports Nos. M-212 and S-18. 
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amplitude, duration, and shape of short video pulses. Its functions are 
quite similar to those described for the P4 syuchroseope, but its circuits 
have a much greater stability, so that more precise measurements can 
be made. "While it is primarily intended for use in the study of radar 
modulator and magnetron pulses, it has found wide application in the 
design and production testing of all types of pulse circuits in radar and 
allied fields. Its construction for the most part meets Army and Navy 



Fiq. 18-8. — Model 5 syiiciiiroscopc. 


specifications, but its portability is considerably restricted by its w-eight 
and bulk. 

Characteristics . — A type 5JPI cathode-ray tube operating at a total 
accelerating potential of 2700 volts is used in this instrument, giving a 
vertical deflection factor of approximately 65 volts per in. This tube 
was chosen because of its very low shunting capacity (about 3 jn/uf) at 
the deflecting plates. 

A triggered Imear-swee'p voltage generator of the feedback type is used. 
The horizontal time base writing speeds are 0.01, 0.05, 0.2, 1 , 2, and 
5 in./jitsee with a minimum sweep amplitude of 4 in. on the 5-in. cathode- 
ray tube screen. Either the output of the internal trigger generator or 
an externally generated trigger or sine wave having a frequency of 50 to 
5000 cps may fire the sweep generator. For externally triggered opera- 
tion a positive or negative trigger having a minimum amplitude of 50 
volts and a rate of rise of 70 volts/jusec is required. Alternatively, a 
sinusoidal voltage having a peak-to-peak amplitude of at least 30 volts 
may be used. Sweep voltage input or output connectors are not pro- 
vided on this instrument. 


604 


PRACTICAL RADAR TEST OSCILLOSCOPE DESIGNS [Sec. 18-2 


The output of the internal trigger generator is a positive trigger which 
amplitude of 200 volts, repetition rates of 500, 1000, 2000 and 
cps and which is supplied from a low-impedance source. This 
pulse has a duration of 15 ^sec between 10 per cent amplitude points 
and rises to full amplitude in 0.3 /zsec. It is phasable from 75 yusec before 
to 25 /isec after the start of the sweep generator. 

The standard signal input circuits comprise six input fittings which 
connected to the top vertical deflecting plate through a selector 
switch. The input impedance is 470,000 ohms, paralleled by 16 



Fig. 18-9. — Model 5 synchroscope, bottom view. 



A video amplifier is not normally supplied vfith this instrument 
Space and power are provided, however, for either of the amplifiers 
described for use with the P4 synchroscope. An amplifier of more i ec*cnt 

isTd“Tt power snpplv 

on^ ^ f approximately 180 and is flat within 3 db 

pamfletd LT4 ^""f ' A impedance is 1 megohm 

_i_ I ^ ■ six-step resistance-capacity attenuator having 

signal attenuation ratios of 1, 3, 10, 30, 100, and 330 to 1 is included “n 
the mput cmcuit The maximum unattenuated input voltage that can 
bv without overloading is 0.3 volt. This may be increased 

si^ialmix^rffc^SieTlmpL:^^^^^ Probos or 

No timing standard is incorporated in this instrument. Sweep call- 
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bration and the measurement of time intervals are accomplished with 
t e aid of separate marker generators. An amplitude standard is provided 
- y an auxiliary vertical centering control which is used to measure pulse 
amplitudes by substitution. The voltage readings are made on an 
eternal meter which connects to pin jacks mounted on the panel, 
ihe over-all dimensions of this unit are 22 by 15i by 17 in.; the weight 
without auxiliary amplifiers is 85 lb. A supply voltage of 115 ± 10 
volts, 60 cps is required at a power drain of 200 watts. The tube com- 



Fici. 18-10. — Block diagraiti of the Model 5 synchroscope. 


plcrnent is 1-5JPI, 2-2X2, 1-5U4G, 3-6AG7, 1-6HC, 2-GSH7, 10-6SN7, 
1-()X5, l-() Y(), 1-Vlil05, and 1-VR15()- All cable fittings are of the UHF 
single-(iondiictor type with the exception of one Amphenol type 80-PC 
2F two-conductor fitting on the rear of the unit. The mechanical cori- 
struction of this unit departs from the conventional in mounting tubes 
below and components above the chassis. While it does not entirely 
meet wartime standards, it is well built and should be satisfactory for 
field as well as laboratory use. 


Circuit Description ,. — The circuits that supply the operating potentials to the 
cathode-ray tube elements liave been carefully designed to give optimum focusing 
over the entire screen. A well-filtered negative potential of 1300 volts supplies 
tlui high-voltage bleeder that contains the focus and intensity controls. An 
after-acceleration jjotential of 1500 volts is also included. Balanced horizontal 
centering voltages are ol)ta,ined from a dual potentiometer. Another dual poteri- 
tionieter is used to vary tlie average horizontal centering potential and the second 
anode i)otential by cciual amounts. This astigmatism control is screwdriver 
adjusted and is mounted through the chassis. 

Single-plate vertical centering is necessitated by the inclusion of substitution 
voltage measuring circuits. The veitical centering control varies the potential 
of the lower deflecd/ing jdate, while the potential of the upper vertical deflecting 
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Fig. 18*11. Model 5 sjmchroscoTie circuit. 




Sec. 18-2] 


THE MODEL 5 SYNCHROSCOPE 


607 


plate may be adjusted by the calibrate control. In making pulse amplitude 
measurements, the latter control is used to deflect a pulse through a distance 
equal to its amplitude. The pulse amplitude can then be read directly on a 
1000-ohm per volt external meter which is connected to the VM tip jacks on the 
panel. Any of six signal input jacks may be connected to this upper deflecting 
plate by the input selector switch S 4 . The Unear-sweep generator consists of a 
scale-of-two type of multivibrator, a bootstrap-type sweep generator, a sweep 
inverter stage, and a circuit that terminates the sweep on all ranges when the 
proper voltage amplitude is reached. The multivibrator made up of V ta and V s 
has two stable states and regenerates from one to the other with each trigger 
applied. A trigger from either the internal or external trigger generator fires V 7 A 
and cuts off Vs. This condition is maintained until the sweep voltage attains the 
required amplitude, at which time a positive trigger from the cathode follower 
Vtb again fires V $. This restores the initial condition until the next input trigger 
is received. 

The positive voltage pulse produced at the plate of T s is coupled to the cathode 
follower Fgyi, whose output intensifies the cathode-ray tube during the sweep. 
The cathode follower reduces the shunt capacity at the plate of Vs, decreasing the 
rise time of this waveform. When the synchroscope is triggered by the signal to 
be viewed, it is essential that the sweep and intensifying pulse start as rapidly as 
possible. Only about 0.0 1 /isec is lost in viewing a fast-rising negative signal, 
although slightly more time is lost when a positive signal triggers this circuit. 

The fall of voltage at The grid of Fs is direct-coupled to the grid of the clamp 
tube Fio- This tube is cut off, allowing the sweep condenser selected by switch 
section S-aa to charge through the charging resistor selected by switch S-ab- The 
voltage acu'oss the charging resistor is maintained essentially constant by the 
bootstrai) cathode follower Fa/i, thereby generating a linear rise of voltage across 
the sweep condenser. The phase of this signal is reversed by the voltage-feedback 
inverter Fii-, and both signals are capacitively coupled to the horizontal deflecting 
plates. 

When the voltage at the arm of the potentiometer in the cathode circuit of 
Fa/i rises al)ove the cutoff potential of the blocking oscillator Fn, regeneration in 
this stage occurs. The positive pulse generated across the tertiary winding of the 
pulse transformer is coupled to the cathode follower Vtb. As previously men- 
tioned, this drives the grid of Fa (in the multivil)rator) positive, terminating the 
gate and the 8weei>. This eliminates any requirement for switching time con- 
stants in the multivibrator and maintains a fairly constant sweep length on the 
cathode-ray tube screen. This length is normally adjusted to 4.5 in. with the 
lOO-k screwdriver-controlled potentiometer which sets the control grid potential 
of Fii. 

The internal trigger circuits include a Hartley oscillator, a blocking oscillator 
trigger generator, and a linear-sweep time-modulation circuit having two “pick- 
off stages. These make i)ossible several tyi)es of oper-ation whicdi are cdiosen by 
the TRIGGER SELECTOR switcli S‘a. In one of these, the action of the delay circuit 
may be initiated l>y the internal trigger, an externally generated positive or nega- 
tive trigger or a sinusoidal voltage. The sweep trigger is generated after a fixed 
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delay of 90 Aisec, and the positive output trigger may be delayed l)y a,u jimoiint 
adjustable from 75 ^usec before to 25 ;usec after the sweep trigger. Alternatively, 
the sweep generator may be triggered directly by the video sigiiai. 

The internal trigger generator consists of the iC-tiined oscillator and the 
blocking oscillator trigger generator Vib- The tank circuits selected by the 
EEPBTiTioN HATE switch /Sij. are tuned to 1000 and 4000 cj;)s. The hhx^king; 
oscillator is s 3 mchronized by the voltage pulses developed across the lOOO-olim 
resistor in the cathode circuit of by the pulses of current resulting from Clas.s 
C operation. The grid time constant of the blocking oscillatoi- is (duingcd l>y 
switch S\c permitting the generation of 500 and 2000 cps lepetition rat(‘H by 
frequency division. 

A linear-sweep delay circuit having dual pick-off stages supplies the swtH‘p ant 1 
output triggers. The multivibrator made up of V and V ‘m is fii-etl by the pulst* 
selected by the trigger selector switch 8 2 . The negative gate generatcal at the 
plate of V 2 B is coupled to the grid of the clamp tube Vaa, cutting it off. The 
charging of the sweep condenser through the plate resistor of I', 1.4 is nuide linear 
by the “bootstrap^’ cathode follower Vsa. 

After the cathode potential of V^a has risen for a fixed pciviod of tiiiu^, the grid 


ire used m a 
Tlie 


of Vsa is carried past its cutoff potential. This tube and V'c,;/ 
cathode-coupled multivibrator circuit which immediately regenerjiteH. 
leading edge of the negative gate produced at the plate of F,u is dilTcrentiateil to 
generate the sweep trigger. 

The variable delay pick-off stage is isolated from the delay swctq) generator 
by the cathode follower Vsb. The pick-off multivibrator l ',4 is hkmtical witli the 
one just described except that the cutoff potential of the iuinit tulie may he 
varied with the trigger-delay coarse and fine controls, wliiidi set tlu‘ (luieHcent 
common cathode potential by adjusting the voltage to wliicli the' gri<l of the **011 '* 
tube is returned. The differentiated rise of the positive gate from tins stagt^ 
triggers the blocking oscillator Visa, which supplies the iiositive out-ijut trigger 
through the cathode follower Fis^. 

When a sinusoidal input voltage is used for synchronization, it syiudironizes 
the cathode-coupled multivibrator F, 3 . The square waves developed at the 
plate of Vi3B are differentiated, and the negative pulses removed in the cathode 
follower F 4 B, which supplies a positive trigger to the delay ciriaiits. 

This unit is not usually supplied with a wdeo amplifier installed. Hpacc* and 
power are available, however, for either of the amplifiers descrilied for use with 
e P4 synchroscope (Sec. 18-1). The schematic diagram of a five-stagii vhk^o 
amplifier is shown m Fig. 18-14. This amplifier takes advantage of thci low 
interplate capacity of the 5JPI and the high-power output of tlie 829 pusli-pull 
^phfier to give a flat frequency response ( ±3 db) between 20 iqxs and 1 S Me /hchl 
D etmls of construction and mounting are shown in the ai'comimnving photo- 

resistance-capacitance divider typi^ is us<‘d as 
and a amplifier proper are two 6AC17 nniplilier stages 

fiAPT’ i^^erter-amplifier. These drive a pair of push-pull 

6AG7 s_, which in turn drive the two sections of the 829 in imsh-pull Both shunt 

and .enes peaking are need in all etagee except the inverter, in which .„dy 








the model 5 SYNCHROSCOPE 




IH'l.'L — Model 5 8ynchroscoi:)o without wideband amplifier, inside view 
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peaking is employed* Stray capacities throughout the amplifier have been kept 
to a minimum by careful layout and point-to-point wiring. The sizes of the 


AJP- 
280 ma 


, — _tJiv.r 

• IM -4 

A- g 


iM * n 

Vertical deflecting 
j plates L.™ 


8ytih <;27k 




5-20 P5-20 q5-20 7-45 


Fig. 18'14. — Wide-band video amplifier circniit 


^ wnW' 1-' ‘ ' ' ^ " iLL ' ' '‘V 

Fio. 18*15. — High-voltage multiplier* 


peaking inductances are correct for the particular layout shown but wull re<iuiro 
readjustment for any changes in components or layout. 

An external power supply delivering 225 volts direct current at 280 ma ami 
6.3 volts alternating current at 7 amp is required for this ami>lifier. It is of 
conventional design and uses a pair of 5R4-GY rectifier tubes. The power suppltf 
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delivers +1500, —1300, and +360 volts unregulated in addition to regulated 
potentials of +250 and — 105 volts. The 250-volt potential may be set by a 
potentiometer controlling the control grid voltage of Fso- The use of this elec- 
tronically regulated supply is essential if “jitter’’ in the delay and sweep circuits 
used is to be avoided. 

A voltage multiplier to supply 12,000- 
volt accelerating potential for a type 5RPI 
cathode-ray tube is shown in Figs. 18-15 
and 18-16. Sufficient brilliance is ob- 
tained for direct screen photography of 
the very fast sweeps available in this unit. 


Selenium rectifiers 
have 4000v peak 
inverse rating 
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O— I f- 


Input from high 
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of power 
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No.l 
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Gnd. 

~0 


Eig. 18-16. 


-High-voltage 

circuit. 


multiplier 


18-3. Oscilloscope TS34:/APd 

Function . — The TS34/AP test oscillo- 
scope shown in Fig. 18-17 is a small, 
easily portable instrument that was 
designed for use as a general-purpose 
oscilloscope for laboratory and field 
maintenance of radar and similar elec- 
tronic equipment. It is useful for sig- 
nal tracing and for making voltage and 
power measurements by comparison. 

Characteristics . — A type 2API 
cathode-ray tube operating at an 
accelerating potential of 800 volts is used. A viewing hood is built into 
the oscilloscope with a lens over the face of the tube to give an image 
magnification of approximately two. 

Both triggered and free-running sawtooth sweep generators are pro- 
vided. The triggered sweep lengths are 5, 50, amd 250 jusec, while the 
duration of the free-running sweep is variable from 20 to 100,000 /xsec. 
Triggered sweep rates of 10 to 1800 cps may be used with the 250-jusec 
sweep triggered by all synchronizing pulses. Higher rates may be used 
by frequency dividing in the sweep multivibrator. Free-running saw- 
tooth sweep rates of 10 to 50,000 cps are provided. Both the triggered 
and sawtooth sweep generators may he synchronized by external signals 
of either polarity having amplitudes between 0.5 and 75 volts and by 
observed signals of 0.1 volt or greater. Positive and negative sweep 
voltages of 150 volts amplitude can be supplied to a load impedance of 


^ Designed by the Bell Telephone Laboratories and nianxifactui-od by the Western 
Electric (Jo., Code No. X-61713-B. Instruction manuals include TM 11-1067 and 
AN 08-35 TS34-2 published by the Dayton Procurtiment Officxi and the manuscript 
of the Haridhook of M aintenance Instructions for Oscilloscope TSZ4/AP published by 
Western Electric Co. TS34A/AP is an improved version having continuously 
variable sweep circuits and being drip-proof and vibration-proof. 
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not less than 500,000 ohms from an output jack on the instrument. 
Also, a single-polarity sweep of 300 volts amplitude or a puBh-pull 
sweep of ±150 volts amplitude may be supplied to the oscilloscope by 
an external generator. 



Fig. 18-17.— Oscilloscope TS34/AP. 


The TS34/AP was designed to operate only with radar systems or 
portions of systems that supply a synchronizing trigger. Ck)nsequently 
an internal trigger generator is not incorporated in the design. 

A direct signal channel to one deflecting plate has an input* impedance! 
of 3.9 megohms paralleled by 25 M^f- Also included is a vid(M) amplifier 
which has a gain of about 1000, constant to ±3 db between 40 cycles and 
3 Me. A 0.5-/isec delay line is included in this circuit to permit starting 
the sweep before the signal reaches the deflecting plate. With no attenu- 
ation, a signal voltage of 0.1 to 1 volt may be amplified without overload- 
ing. This limit is increased to 100 volts on the 40-db input position 
and to 450 volts when the probe is used. The input impcsclance on tlic’! 
low-impedance position is 62 ohms and on the high impedance position 
is 430,000 ohms paralleled by 30 [xyd. A signal attenuator covering the 
range of 0 to 60 db in 2-db steps and a signal probe of the resistance- 
capacitance divider type are included in the design. The probe gives a 
voltage attenuation of 10/1 and has an input impedance of 4 megohms 
paralleled by 12 /x/zf. 

A cathode input permits signal mixing by intensity modulation of 
the cathode-ray tube beam. A connection to the unused vertical deflect- 
ing plate is also available as described above. It should be remembered 
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that an 0.5-]usec time difference exists between these signal inputs and 
the regular video amplifier channel. 

An ingenious timing standard is built into this oscilloscope. Pro- 
vision for improperly terminating the 0.5-iUsec video delay line is included. 
When a fast rising pulse is impressed on the video input, a series of timing 
pulses are produced by multiple reflection. These may be used for 
calibration of time intervals not longer than 10 jusec. While the cali- 
brated attenuator may be used for relative voltage measurements, there 
is no voltage standard in this instrument. 



Fiti. 18- IS. — Top interior view of the TS34/AP. 


The dimensions of this oscilloscope are 6 by 8 by 15 in. over all, 
and the carrying case is 29 by Of by 10 in. Its weight is 26 lb alone or 
•K) ll> when in the carrying case with all cables. Power requirements are 
115 ±1() volts, 50 to 1.200 cps, and 90 watts at GO cps. Ambient tem- 
perature limits are —40° to -1-120°F. The tube complement is 1-2AP1, 
1-5Y3GT, 1-6AC7, 1-()AG7, 4-6AK5, 2-6SL7GT, 1-6SN7GT, and 

1-6X5GT. 

The TS34/AP test oscilloscope has been designed to keep weight 
and volume at a minimum, while taking advantage of the ease of manu- 
fa(d,ure derived from the use of complete circuit subassemblies. In this 
unit the subchassis is mounted in a rectangular frame of channel con- 
struc.tion. The controls are mounted in this channel and are placed 
immediately adjacent to their respective circuits. ''Dish” type covers 
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are attached to both sides of this rectangular frame by captive-head 
screws. The cathode-ray tube mounting is a tubular magnetic shield 
which also serves as a portion of the viewing hood and supports the 
magnifying lens and illuminated scale. 



Fig. 18-19. — Bottom interior view of the TS34/AP. 


Circuit Descri'ptiqn. ^The cathode-ray tuhe control circuits have a conventional 
high-voltage bleeder circuit with potentiometers for focus and intensity control. 
Vertical centering voltage is applied to one deflecting plate only, the opfiositc 
plate having a d-c connection to the output of the video amplifier. Hoiizontal 
centermg is accomplished by changing the d-c level of the bypassed grid of the 
cathode-coupled sweep amplifier. When switch is opened, a 2.2-niegohm 
resistance is introduced into each of the leads from the sweep amplifier to the 
horizontal deflecting plates, and external sweep voltages may be introdu(;ed 
t rough the connectors marked H-1 and H~2. The connector marked time may 
be used to apply signals to the cathode of the cathode-ray tube, giving intensity 
modulation. This circuit has a short time constant (R = 5100 ohms* C == 100 
ixfd) and is most suitable for fast timing markers. ’ 

The s3mchronizmg pulse amplifier Vio is used with both tlie triggered and 
sawtooth sweep generators. A synchronizing signal input, which may be either 
positive or negative, can be obtained from the video signal after the first amplifier 
stage or from an eternal source. Variation of the cathode degeneration controls 
geLmtor synchronizing signal amplitude supplied to the sweep 

the condition is used to generate 

r normally nonco.,- 

T ““'‘-brator. Current^orving in iL date 

50 volte th! to ground of that clement to about 

thelurrent^wl r synchronizing pulse triggers the multivibrator, 

Vs 13 cut off and the voltage across the sweep condenser con- 



Fig. 18-20. — TS34/AP circuit. 
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nected. bstween plate and. ground rises exponentially toward the supply potential. 
Reasonable linearity is obtained by amplifying only the first 5 per cHUit of this 
exponential to produce the push-pull sweep voltage. The other section of Vh 
is used as a diode clipper to eliminate positive pulses and ovei'shoots present in 
the synchronizing signal. It also prevents the control grid ol 1^9 Iroin rising 
above ground, holding the quiescent plate voltage constant with variations ol 
duty cycle. The 5000-ohni potentiometer in the cathode circuit of h is {i<lj listed 
to just prevent continuous oscillation of the multivibrator, giving niaxiinuni 
sensitivity to synchronizing signals. 

The sawtooth sweep voltage is generated by a continuously oscillating, 
synchronized multivibrator using the two triode sections of y n in a laithodc- 



PiG. 18-21. — Block diagi'am of the TS34/AP. 


coupled type of circuit. Generation of the sweep voltage is acc.oinplished lay a 
partial charge and discharge of the sweep condenser connected lietwoen one plate; 
and ground with each cycle of oscillation. The time constant of tins circuit is 
adjusted to keep the voltage change small with respect to the supply voltage for 
all sweep frequencies. This gives a reasonably linear sawtooth which is amplified 
in the sweep amplifier. Coarse frequency control is accomplislied by changing 
the capacity of the coupling condenser between the plate of one tube section 
and the grid of the other with switch S^d. The fine freciuency control varies the 
discharge time constant of this coupling condenser. The potentionu'ter in the 
plate circuit of Vhb is in the charging circuit of the sweep condenser selei^tial by 
switch Stc and keeps the time constant of that circuit proportional to the time 
constant of the grid circuit so that a constant sweep voltage output is olitained. 

Approximately balanced push-pull output voltages are obtained from a sweep 
amplifier of the cathode-coupled type. Since these voltages arc dir(M*t-eoupk!d 
to the cathode-ray tube deflecting plates, a control has been provided to adjust 
the average potential of the two plates to minimize astigmatism. Tlie horizontal 
centering control adjusts the d-c level of the bypassed grid changing the [lotcntial 
differences between the plates. 

The input attenuator provided in the signal amplifier channel of tl lis ( »s(all< 
is of the resistance-capacitance divider type descril^ed in Chai>. 17. 'Frimnier 
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capacitors which parallel the resistors between the 20- and 40-db pairs of switch 
points on switch Si are adjusted to pass a 20 kc/sec square wave without peaking 
or rounding off the rising and falling edges. This adjustment will be correct 
when the ratio of the trimmer capacity to the grid-to-ground capacity equals the 
ratio of the grid-to-ground resistance to the resistance across the trimmer. The 
capacitors between these switch points and ground are adjusted in a similar 
manner when the probe is in use. 

The coupling amplifier Vi drives the 12-section O.b-jusec video delay line in its 
cathode (drcuit and the synchronizing pulse amplifier from its plate circuit. 
The image size control changes the stage gain by varying the amount of negative 
feedback. 

The delay network is terminated in a calibrated attenuator composed of 
resistors mounted on switch Si, and its output drives the three stages of a fixed- 
gain video amplifier. In the first amplifier Vi, a relatively small bypass con- 
denser across part of the plate-load resistor is used to give some low-frequency 
compensation. The second amplifier Vm employs shunt peaking to extend the 
high-frequency response in addition to the low-frequency compensation. A 
variable resistor in the grid circuit of Fa permits adjustment of the over-all low- 
frequeiK^y response of the amplifier. Shunt peaking is employed in the final 
amplifier stage 1%, which is direct-coupled to one vertical deidecting plate of the 
cathode-ray tube. 

In building this amplifier, it should be remembered that any departure from 
the original mechani(;al design may change the operating characteristics mate- 
rially. More detailed information may be obtained from the maintenance 
handbook previously mentioned. 

Tlie 'po wer-sup'ply ci remit employed in this oscilloscope is entirely conventional 
in design. If these circuits are to be used with a 3- or 5-in. cathode-ray tube, a 
higher voltage will be required. 


18*4. Type 266-B A/R Range Scope. ^ Function . — The A/R range 
scope'^ IB -22) was designed to fulfill the multiple functions of a range 
circuit calilu-ator, an auxiliary range unit, and a test scope for radar 
systems. It. c,ont.ains a crystal-controlled range mark generator, inter- 
polating circuits, swe^eps, and a video frccpiency amplifier suitable for 
observing fast pulses. Tlie operational flexibility of the unit as a general- 
purpose t(^st sc.ope has l)een (uirtailed to achieve good calibrator accuracy 
with rciasonabk’: portal)ility. Bince this \init was designed to measure 

^ Section 18-4 is by H. .1. lt(Hid, Jr., and A. II. Fredrick. 

® DfwcdoptHl l)y ilKi Itadiation T^aboratory and rnanufacturexl by the Allen B. 
Du Mont IjaI)oratori(‘H, Ttu*,. Ib'oeurtxl by tlu^ Navy Dej)artment and the Radiation 
Laboratory. Inwtniciion nuumalH and uqjortH incilude NAVSIXIPS 900, 606 and 
CO-NAVAKK. l(>-55-r)04, i)ul)UMhed by tli<^ liurejui of Aeromuitics, Navy Dejjartment, 
WaBhiugton, D.Ct, ami RL Reii)ort No. 755. Tlu^ Hcheinat.ic. diagram is RL drawing 
number I) 18r)2-A. Tins tyije 2r)()-.'\ i.s Himilar to tbe 256-11, the principal difference 
being an 800-yd ''R. ” .swe<‘p on tln^ 2()0,000-yd. scale of the 256-A instead of the 
4500-Maec sweep of t.h(i 256-B. A closer approach to a unit meeting service specifica- 
tions is obtained in th(i 256-B. 
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time in terms of radar distances, the radar yard” (0.0061 Msec) will 
be used in this discussion. 

Characteristics . — A 5CP1 cathode-ray tube operating with 2000 volts 
on the gun structure and 2000 volts of post-deflection acceleration is 
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Fig. 18-22. — Type 256-B A/R range scope, 


used to obtain definition and brilliance consistent with the sweep speed,s 
and video bandwidth provided. 

The sweep generator is of the triggered type, producing both type 
“A” and type “R” displays. Type A sweep lengths are 1220, 122, 24.4, 
12.2, and 4.9 /isec (200,000 ; 20,000 ; 4,000 ; 2,000 ; and 800 yd) , correspond- 
ing to 300, 30, 7, 3, and 1 /isec/in. of trace. On the type 256-B units, a 
4500-Msec (1000 Msec/in.) sweep is also available. 
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Switch positions that allow the 4000-, 2000-, and 800-yd sweeps 
to be delayed between 600 and 20,000 yd and the 4000 and 2000 yd 
sweeps to be delayed from 1000 to 200,000 yd are provided. These 
delays are controllable through a panel dial which may be calibrated to 
be accurate to better than 0.1 per cent. The portion of the 20,000- 
or 200,000-yd A sweep, bracketed by the fast R sweep, can be intensified. 
Details can thus be picked out without the necessity of an A sweep cali- 
bration matching the delay dial. 

Repetition rates are limited to a maximum of 2000 cps on the 20,000-yd 
scale and 400 cps on the 200,000-yd scales. The minimum trigger 
required for accurate ranging is ±16 volts with a rate of rise of 100 
volts/jusec. Satisfactory triggering can be obtained with rates of rise 
as low as ±10 volts/jusec, but recalibration of the sweep delay circuit 
may be needed. Externally generated input triggers are shaped in an 
input circuit that supplies an essentially constant trigger to the intei’nal 
circuits for all trigger amplitudes greater than the minimum requir^ed. 
This shaped trigger is also available on panel connectors. There is;; no 
provision for bringing out the sweep voltages or for using externally 
generated sweep voltages in this instrument. 

The start (left edge) of the R sweeps is intentionally made very 
sharp. The range delay dial, controlling the position of the R sweeps, 
can thus be accurately calibrated to indicate the elapsed time or range 
between the trigger and the start of the sw’eeps. The normal accuracy 
of this calibration is better than 0.1 per cent of full scale; 20 yd in 20,000 
or 200 yd in 200,000. Provision is made for calibrating this delay with 


the crystal-controlled range marks. 

An 81.94-kc/sec crystal oscillator, accurate to 0,02 per cent, is used 
as a timing standard. Marker pulses 1 jusec wide, rising in 0.25 /isec 
and occurring at intervals of 2000 or 10,000 yd, are derived from this 
standard. These pulses can be used as bright or dark dot markers on the 
scope sweeps. Owing to the nature of the trigger generator circuit, 
2000 yd are lost in the first 10,000-yd marker interval. Consequently 
the first ‘‘ 10,000 ”-yd marker occurs at 8000 yd. Subsequent marks have 
the correct spacing. Marker spacing and polarities are chosen by a 
panel switch, and the markers chosen are simultaneously available at an 
external connector. Ihn jacks on the panel bring out the vertical cen- 
tering voltage for pulse amplitude measurements with an external meter. 

An internally generated ± 100-volt output trigger having a width of 
1 jusec and a rise time of 0.3 /xsec is also obtained from the divider chain. 
This trigger is ac(uirately locked in phase with the 2000-yd markers. 
Its frequency is adjustable to any integral sub multiple of 81.94 kc/sec 
between 80 and 2000 cps on the 20,000-yd range and between 80 and 


400 cps on the 200,000-yd and 4500 -mscc ranges. 
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On© siQfidl chci 7 iTi 6 l is q> dirscti conii©ction to tli© top voitictil clGfiGCtion 
plate of the 5CP1 and is accessible when the attenuator is set at off. 
The deflection factor for this plate is 79 ± 16 volts per inch upward for a 
positive signal and the input impedance is 1 megohm paralleled by 32 fxfd. 
IVIaximum signal level on this channel is 600 volts d-c plus peak a-c. 

The lower 5CP1 vertical deflecting plate is accessible through a three- 
stage video amplifier having a gain of approximately 125. The amplifier 
gain is down 3 db at 7 Me and 6 db at 10 Me. Its pulse response is 
such that the sum of the output rise and fall times does not (exceed 0.08 



Fig. 18-23. — Right interior view of the A/R range Bcope. 


^tsec for an input pulse with a rise and fall time of 0.01 ^csec. The low- 
frequency response is such that the vertical position of the tra(‘.e follow- 
ing a 1000-/xsec pulse does not change by more than 10 per cent of the 
pulse amplitude. 

A 0.2-vort signal at the input of the amplifier gives at least f-in. sc.opo 
deflection. Overload occurs for a 1-volt peak input signal at which 
point the scope deflection is • approximately 1.5 in. The peak signal 
plus steady voltage at the amplifier input should not exceed GOO volts. 
A step attenuator having ratios of 1/1, 3/1, 10/1, 30/1, and 100/1 pei'~ 
mits the observation of signals in excess of l-volt amplitude. This 
attenuator is made up capacity-compensated resistance divider xinits 
which are switched in ahead of the video amplifier. The input impedance 
is approximately 1 megohm shunted by 20 ju^f on all ranges. ' 
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Internally generated range marks and the R sweep gate are introduced 
as intensity modulation of the beam. A minor wiring change will per- 
mit simultaneous connection to both vertical deflecting plate with one 
direct channel and one through the amplifier for mixing two video signals. 

This equipment is housed in a steel case Ilf by 16i by 26 in. The 
case is equipped with two carrying handles, access panels for internal 
adjustments, and a panel cover containing clips for the instruction manual 
and power cord. Total weight is 104 lb. Power requirements are 115 
to 120 volts, 60 to 1200 cps, 220 watts at 60 cps. The tube complement 



is 1-5CP1, 2-2X2, 1-5U4G, 2-6A07, 2-6116, 9-6SN7, and 1-807. Panel 
connectors are of the UPIF type. 

The 256-B range scope was designed to stand a lOg shock. Conse- 
quently, the vertical chassis structure is of steel strongly reinforced with 
corner braces and structural framing. An effort was also made to^ achieve 
a maximum of accessibility and serviceability of all parts. Since the 
instrument was intended for battle service, the panel clearances around 
operating controls are large. This feature and the accessibility lesult in 
a unit of large size. All transformers, filter reactors, and capacitors 
larger than 0.01 juf in this unit are hermetically sealed. ^ The remaining 
components are “moisture I’esistant,” and the entire unit is anti-fungus 

treated. 
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Cf%rc'uit Description. — The cathode-ray tube circuits in this instrument use 
t'< »ti ventional high-voltage supplies employing half-wave rectifiers followed by 
fit ’—filters. Focusing and beam intensity are controlled by means of poten- 
tinri\<3ters in the negative supply bleeder system. Negative bias voltage for the 
amplifier is also obtained from this bleeder. 
l£lssentially distortionless pattern centering is accomplished by symmetrically 
tli!S|>l‘i,cing each plate of the horizontal or vertical pair from a nominal voltage 
to one-half of the low supply voltage (250 volts). Dual linear poten- 
ti«>"£xxcters are used for this function. Another potentiometer, the auxiliary focus 
eoi xti'ol, is used to adjust the second anode potential with respect to the deflecting 
pUt=ts0.s. This control is located on the front panel, since it must be adjusted for 
sweep rate to obtain ojitimuin focus. 

*“l''hc e,athode-ray tube sweep voltages are obtained by charging the sweep rate 
n. tiTensers between switch Sic and ground with a feedback-type constant-current 
^oiM’M'ator. Tube Fsx is the feedback cathode follower which supplies the posi- 
t ivc’i— going CRT sweep voltage. A negative-going sweep voltage is obtained by 
inverting the positive sweep in a unity-gain voltage feedback amplifier, Yta- 
’Triocle Vtu receives a negative gate either 4000, 20,000, or 200,000 yd long 
t h r< »ngh switch Sik which is ganged to the sweep rate selector switch Sic. When 
f It its. tulte Vtu is gated “off ” it allows the sweep to start and causes it to be restored 
it is “on.” During the time Vyb is off the cathode-ray tube is intensified. 
i *« >i 5 iHe(iuently, on the 800- and 2000-yd sweeps the trace runs off the right-hand 
isit It* of the tube. 


nriie A sweep multivibrator, which actuates the cathode-ray tube sweep 
gf'' Iterator and the range delay sawtooth generator, is the self-biased direct- 
rt>-\i'j)lcd Hingle-tiine-<‘.onstant multivibrator 7 1 . The negative output of this 
tilt 1,1 ltivil>rator, taken from the plate load of 7 ia , is used to turn the linear sweep 
.dsi.nil) tube 7:u off aiul, via switch Sm, to gate Ftb as previously described. The 
|M mitive output i)idse, taken from the plate load of 7 ib, intensifies the cathode- 
nty tul)e on the 20,000- and 2()0,000-yd scales. 

"rhe 11 sweep delay and ranging circuit, comprised of 72, Vs, and Vi, uses a 
I M ><>tstrai)”-tyi)e (^onstant-current generator which charges a capacitor to obtain a 
Itiio.ar sweej). This circ.uit is elaborated by the use of clamping diodes to relieve 
t Ik*-, load on the I )Ootst rapping cathode follower V sb and to obtain rapid recovery 
“tvlie Ciharged c,t)ndcnserH upon termination of the linear-sweep period. This is 
acK-omplishod by <liocles Vi and, in part, 72 a. The sweep condensers for the 
20,000- and 2()(),0()0-yd i-ange are each split into two temperature-compensated 
M - ries groups. The lower of tliose groui)S has an auxiliary charging path through 
t i rcHistors acu'osa each section of 74 to the cathode of 73 b. Current flowing in 
1 1 i iH circuit is approximately proportional to the square of the elapsed time since 
1 1 (nrcuit was triggered. These resistors have been chosen so that this current 
hKlHiuwH out the sec.ond-order current flowing in the charging resistor (between 
r and duo to imperfect bootstrapping. By this compensation, a sweep 

It It ear to Ixittor than 0.1 per cent is obtained at the grid of 73 b. , x 

The i>ick-off dio<lo 7-« has the linear-sweep voltage impressed on its plate 
niKl a variabk^ bias derived from a 10-turn precision potentiometer (which is 
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coupled to the range dial) on its cathode. When the sweep voltage equals the 
cathode bias voltage, V 2 B conducts, and a portion of the sawtooth voltage passes 
over to the delay amplifier Fg- Here it is amplified until its rate of rise is suffi- 
cient to give stable firing of the 4000-yd R gate blocking oscillator V ba- Slope 
and zero potentiometers are provided for setting the calibration of the range dial 
on the 20,000- and 200,000-yd delays. These controls are accessible through a 
side panel in the case. 

A switch, located on the front panel, permits firing the R gate generator 
directly from the trigger. This allows the R gate to cover the range between 
the minimum linear delay and the trigger. As previously mentioned, the nega- 
tive R gate output via switch starts the short sweeps, and the positive output 
via switch Sio intensifies the CRT during the sweep interval. 

The liming standard for the range mark generator is an 81.94-kc/sec oscil- 
lator Vm. The Class O plate current pulses of this tube are used to synchronize 
the 2000-yd marker generator blocking oscillator Foa- Low-impedance short 
range marks are derived across the current pulse resistors in the plate and cathode 
circuits. A division by 5 to obtain 10,000-yd range marks is accomplished in a 
plate-to-cathode coupled blocking oscillator Fioa- This type of circuit was 
chosen for its stability with respect to heater voltage variations. As in the 
previous case, current pulse outputs are obtained across the resistors in the plate 
and cathode circuits of Fiox- The final repetition rates are obtained from a gate- 
generating blocking oscillator Fios and are controlled by the panel-mounted 
potentiometer in the grid circuit .of this stage. The minimum PRF of this circuit 
is about 80 cps while the upper rate is limited to about 2000 cps by the fixed grid 
circuit resistance. On the 200,000-yd delay position of Sx, deck Sxn introduces 
additional series resistance in the timing circuit, limiting the maximum PRF to 
400 cps. This is done to avoid exceeding the maximum duty ratio of the linear- 


sweep delay circuit. 

A jitter-free trigger is obtained by selecting one of the 2000-yd ranp marks of 
Foa with the output pulse of Fio«. This is accomplished in the coincidence tube 
FiiA which is so biased (approximately twice cutoff) that no plate conduction 
occurs unless the negative cathode gate derived from the plate circuit of Fio/j 
coimndes with (that is, brackets) a positive grid pulse derived from the cathode 
circuit of Vqa- Coincidence causes Fua to draw a pulse of plate current for the 
duration of the positive 20()0-yd mark, and the normally off blocking oscillator 
FiiB fires. Its outi)ut through the paraphase amplifier, Vsn, furnishes positive 
and negative triggers at the trigger output panel connectors. The internal A 
gate trigger is obtained from tlie timing condenser of the blocking oscillator Fnzi. 
This point gives an unambiguous negative trigger upon differentiation in the 
coupling condenser making the firing of the A gate reliable. When the oscil- 
loscope is triggered externally, the triggers are shaped in Fn to obtain essentially 
constant triggers for the A or R gates. For external triggers, 83 converts 
to a biased amplifier by removing the positive bleeder-bias connection. Positive 
input triggers are then grid-coupled with the cathode resistor bypassed. Nega- 
tive triggers are introduced in the cathode circuit with the grid resistor bypassed. 
In each case the incoming trigger fires the blocking oscillator Vna- A shaped 
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output trigger synchronous with the input trigger can be obtained from the 
trigger output connectors. Switch Sz also disables the crystal oscillator and 
marker generator when an external trigger is used. This prevents the possibility 
of improper use of the range marks with unsynchronized triggers. 

The video amplifier is preceded by a four-step constant input impedance 
capacity-compensated resistance attenuator. Each attenuator section is inde- 
pendent. The video amplifier, with the exception of the 807 output stage, is a 
shunt-peaked Class A amplifier. The output stage uses both shunt and series 
peaking. Cathode peaking is also employed in the input and output stages. 

The high-voltage power supply uses two half-wave rectifiers Viz and Vu to 
supply both positive and negative 2000 volts at 5 ma for the cathode-ray tube 
circuits. The low-voltage supply, which uses Fia as a full-wave rectifier, delivers 
200 ma at a potential of 400 volts. Of this current, 60 ma is dropped to 250 volts 
in an EC-filter section. The second stage of the two-stage XC-filter is shunt- 
tuned to approximately 120 cps. 

18-6. Oscilloscope TSIOO/AP.^ Function . — Test oscilloscope TSIOO/AP 
has been designed to perform two general functions. It is a precision 
range calibrator which uses a circular sweep to measure the time inter- 
vals normally encountered in radar practice with an accuracy of about 
0.02 per cent. It is also used with linear-type “A” sweeps as a general- 
purpose portable test oscilloscope for radar equipments. 

Characteristics . — A type 3 DPI cathode-ray tube operating at an 
accelerating potential of 1800 volts is used. This gives a vertical deflec- 
tion factor of about 150 volts/in. Two sweep generators are included in 
this instrument, providing gated or continuous circular sweeps and 
triggered linear sweeps. The length of each revolution of the circular 
sweep is 12.361 /isec (1 nautical mile), accurate to 0.02 per cent. This 
sweep is generated continuously. All revolutions or the first 1, 30, or 
350 revolutions immediately following the synchronizing trigger may be 
intensity-gated. Triggered linear-sweep lengths of approximately 1 0 , 370 , 
and 4300 /xsec (0.8, 30, and 350 nautical miles) are provided. Eithei' 
the intensifying gate of the circular sweeps or any of the linear sweeps 
may be delayed by a continuously variable period to a maximum of 
620 /xsec (50 nautical miles) with respect to the synchronizing trigger. 

^ Developed by the Radiation Ijaboratory and manufactured by the United Cine- 
phone Corporation, Torrington, Conn. Procured by the Signal Corps, Dayton Procure- 
ment Office j and Radiation Laboratory. The Alanuscript of Handbook of AT aintefiance 
Instructions for Test Oscilloscope TSIOQ/AP is an instruction manual printed by 
the manufacturer. Also available is the technical order TO-08-TS100/AP-2, pub- 
lished by the Signal Corps, Dayton Procurement Office. The sectioirs on maintenance 
and the waveforms shown in this latter publication are inaccurate and do not apply to 
this instrument. This unit is used with the AN/APS-15 and other airborne radar 
systems. The Model 5 type AJ test oscilloscope (60ACZ) which is described briefly 
nt the end of the present section is of similar mechanical and electrical design. 
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The sweep circuits may be synchronized either by the internal trigger 
or by an ext-ernally generated trigger of either polarity having an ampli- 
tude of 15 to 50 volts and a minimum rate of rise of 100 volts/Msec. 


Fig. 18-27. — -OBcilloscopo TSlOO/AP. 

Satisfactoi’y triggering may be obtained up to 5000 cps when the sweeps 
are triggevrecl directly or to 1200 cps when the variable delay is used.^ A 
positive liiioar-sweep voltage of 226 volts amplitude may be obtained 
from a coimcMitor on the back of the instrument, this ciicuit has an 
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internal impedance of 100,000 ohms. An input is also provided on the 
panel for an externally generated sinusoidal voltage having an amplitude 
of 35 to 100 volts rms and a frequency between 78 and 84 kc/sec to gen- 
erate a circular sweep. 

The circular sweep, which is generated by quadrature voltages from 
a crystal oscillator, provides a precision time base for the measurement 
of short time intervals. The period of each cycle, which corresponds to 
the time for one revolution of the sweep, is accurate to better than 0.02 
per cent. The position of a signal on the circle can normally be read to 
±.05 /tsec (±8 yd). Marker pips generated by the crystal oscillator 
can also be made available by adding a panel connector and one wire to 
the instrument. 

A 100-volt positive trigger and a 70-volt negative trigger having a 
pulse width of 0.6 Aisec are supplied by the trigger generator for synchroniz- 
ing external equipment. These triggers are accurately locked in phase 
with the circular sw^eep by frequency division. The repetition rate is 
variable from 300 to 1500 EM/SEC in integral submultiples of 80.86 
kc/ sec. A low-impedance output is provided. 

A direct signal channel to either or both vertical deflecting plates is 
provided when the linear sweep is used or to the center electrode for 
the circular sweep. The input impedance is 1 megohm paralleled by 
55 /t/if for the upper vertical deflecting plate and 45 /xy^f for the center 
electrode. The video amplifier has a voltage gain of about 12 w±ich is 
constant to ±3 db between 250 cps and 2.8 Mc/sec. Overloading occurs 
with an input signal amplitude greater than 2 volts. The input imped- 
ance is 1 megohm paralleled by 32 Mjuf , and the stage gain is fixed with no 
control provided. Only one signal input is provided for the circular 
sweep. Signals can be mixed on the linear sweeps, however, as inputs 
to both vertical deflecting plates are provided. One input is connected 
directly and the other either connected directly or through the video 
amplifier. 

The over-all dimensions of this oscilloscope are 9 by 14 by 16-i- in., 
and the weight including the cover is 42 lb. Test cables w^eighing a total 
of 2 lb are also supplied. Power requirements are 115 ± 10 volts (the 
transformer may be reconnected for operation on 230 volts), 50 to 1200 
cps, 110 watts at 60 cps. Ambient temperature limits are —22° to 
-4-122°F. The tube complement is 1-3DP1, 1-2X2, 1-5Y3GT/G, 

1-6AG7, and 7-6SN7GT. Space is provided in a removable panel cover 
for the variety of test leads and cables supplied. 

Circuit Description. ^The cathode-ray tube control circuits use a conventional 
high-voltage bleeder containing the focus and intensity potentiometers. Dual 
potentiometers provide balanced centering voltages for deflecting the beam. An 
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Fig. 18-28. — Right inteiior view of the TSlOO/AP, 
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Fig. 18-30. — Block diagram of the TSIOO/AP, 
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astigmatism control, which sets the voltage on the center electrode and the 
second anode, is mounted on the panel, since it must normally be adjusted to 
obtain good focus when changing from a circular to a linear display. 

The circular sweep is generated by a triode crystal oscillator V 73 . The crj^-stal 
is ground to a frequency of 80.86 kc/sec giving a period that is equivalent to one 
radar nautical |nile. The oscillator may also be used with an 81.94-kc/sec crystal 
for a 2000-yd^ period. Several circuit changes are necessary to modify this 
instrument for use with a 100-kc/sec crystal (giving a 10-Aisec period) . 

The tuned transformer in the oscillator plate circuit (Sickles RElOOOl) has 
two sets of secondary windings which are tuned by panel-mounted air trimmer 
condensers paralleled by temperature-compensating fixed capacitors. These 
windings are each coupled to a pair of cathode-ray tube deflecting plates and are 
tuned on opposite sides of the resonant frequency to give a 90® phase difference 
between the voltages across them. When the horizontal and vertical deflection 
amplitudes are also equal, a circular trace is obtained. The circle diameter is 
controlled by a trimmer condenser across the primary. It may also be adjusted 
by the screw-driver-eontrolled potentiometer in the oscillator plate circuit to 
compensate for variation in the deflection sensitivity when the cathode-ray tube is 


replaced. 

When the oscillator switch S^ is in the ext. position, the crystal is shorted 
out and the oscillator stage functions as a low-gain amplifier. A sinusoidal volt- 
age from an external oscillator having either of the frequencies mentioned above 
may then be connected to the 80-kc in connector to generate the circular sweep. 

The circuits generating the linear sweep include a trigger shaper, a sweep delay 
multivibrator, a sweep gate multivibrator, a ‘‘bootstrap” sweep generator, and 
an inverter to provide push-pull deflection. The trigger shaper consists of the 
triode tube sections V xa and Eib. The first tube receives eithei a positive triggei 
on the gi’id or a negative trigger on the cathode and amplifies it to fire the biased- 
off blof’king osciillator uu Tlie waveform of the pulse produced by this stage is 
essentially inde|)endont of the input trigger characteristics and provides the 


optimum trigger for the multivibrator following. 

The two triode sec-tions of are used in a cathode-coupled delay multi- 
vibrator whose pulse length is set by the sweep delay grid-voltage control. 
When the trig sbliqcit switch Si is in the + or — delayed position, this multi- 
vibrator is triggered by the l;)loc;king oscillator pulse. The fall^ of the positive 
rectangular pulse that is generated at the plate of Vnn is differentiated to provide 
a delayed trigger for the sweep gate multivibrator. With switch Sx in the -+- or — 
xjNDELAYED position, the delay multivibrator is not used and the sweep gate 
multivibrator is triggered directly by the trigger shaper. The 4- and — positions 
of the switch Si. refer to the input trigger polarity. The sweep delay control 
has a roughly calibrated dial to indicate the time delay in terms of nautical miles. 
Slope and zero adjustments can be made with the screw-driver-adjusted poten- 
tiometers in tlie control voltage bleeder to make the actual delay agree with the 
dial reading. This delay is normally used with the 1-mile circular or lineai- 


sweep to expand a portion of the viewed signal. 

Tube sections Vnu and Yha make up the sweep gate multivibrator which is 



PRACTICAL RADAR TEST OSCILLOSCOPE DESIGNS [Sjbc. 18-5 





Fig. 18-31.— TSIOO/AP circuit. 
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also of the cathode-coupled type. The length of the pulse produced by this 
cnrcuit is controlled by changing the feedback capacity with the gate switch S 4 a- 
"^rhe positive pulse developed at the tap in the plate-load resistor of V 8a is coupled 
to the grid of the cathode-ray tube to turn on the beam when the sweep voltage is 
generated. The negative pulse from the plate of V m is coupled to the grid of the 
clamp tube Fr,^. Simultaneous control of the three pulse lengths selected by 
switch SiA is provided by the screw-driver-adjusted potentiometer in the plate 
(urcidt of Wii- This makes it possible to compensate for the variation of pulse 
kmgth witli tube and component changes. The sync potentiometer is used to 
jidjust tlie trigger amplitude when the time interval between trigger pulses is less 
tlian the multivibi’ator gate length. Stable operation at these high repetition 
rates may be obtained when the trigger amplitude is just sufficient to cause the 
multivibrator to fire. 

The linear-sweep voltage is generated by the clamp tube V ga and the cathode 
follower ViA^ which are used in a bootstrap-type circuit. Since the sweep dura- 
tion is set by the length of the gating pulse, the capacity of the sweep condenser 
must be changed for each gating pulse length if the sweep amplitude is to be con- 
stant. The GATE switch Sis performs this function. Simultaneous adjustment 
of all sweep amplitudes can be made with the screw-driver-adjusted poten- 
tiometer in the plate circuit of V ga to compensate for tube and component varia- 
tion. The positive sweep voltage is coupled to one horizontal deflecting plate 
from the cathode follower. An attenuated voltage of similar waveform is 
developed at the tap in the cathode-load resistor of this stage and is coupled to 
the grid of the inverter amplifier Vgb. The negative sweep voltage at the plate 
of this tube is approximately equal in amplitude to the positive sweep voltage 
and is coupled to the opposite horizontal deflecting plate. 

A single-stage video amplifier is connected into the main video signal input 
circuit when the video amp switch #83 is in the on position. Series peaking and 
cathode peaking are used to extend the bandwidth. No gain control or atten- 
uator is necessary, since the gain is quite low {G == 12). The amplifier is con- 
nected to eitlicr tlie top vertical defle(ting jdate or the radial deflecting center 
electrode by the sweep switch Bg, which selects either linear or circular sweep 
operation. Direct connection to both vertical deflecting plates or to the center 
(dee,trodo may be made through the main video and axix video inputs when the 
video amplifier switch Sv, is in the off position. 

The trigger gtmerator is designed to provide positive and negative output 
ti'iggers whi<‘.b arc accurately lo(“ked in phase with the sinusoidal voltage generat- 
ing the (drcular sweep. Any phase shift, or ‘'jitter,” in this relationship would 
cause a l)roadening of the signal trace or an a(;tual shift in its position on the 
(niaudar sweep. Since time measurements are made by direct comparison with a 
Kcude on the face of the cathode-ray tube, the accuracy of the instrument would be 
materially reduced. 

liy inserting small resistance-damped inductances in the plate and cathode 
(drcaiits of the crystal oscillator, relatively short voltage pulses (or pips) are 
l)roduc.ed by the pulses of plate current in the Class C oscillator. The pips pro- 
du(;ed in the plate circuit are used to synchronize an otherwise free-running block- 
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ing oscillator Vsa.- This circuit oscillates at a rate determined by tlie discharge 
time constant of its grid circuit which is varied by the out. trig, freq, poten- 
tiometer. The circuit constants of this blocking oscillator lia,ve been so chosen 
that a relatively square negative current pulse of about 15 volts amplitude and 
18-)usec duration is generated across the resistor in the plate circuit. This pulse 
and the positive 15-volt pips generated in the cathode circuit of the cu'ystal 
oscillator are coupled to the cathode and grid respectively of the coiiundcnce 
amplifier V 4 A- The fixed bias level of this tube is set to give conduction w'hen 
these pulses occur simultaneously. Since the crystal generated pips liavo a 
12-jusec period, this will occur for the pip immediately following tlie one that 
causes the blocking oscillator to fire. When coincidence occurs, the amplified 
pip appears as a negative trigger at the plate. Since Vaa has a common plate 
circuit with the blocking oscillator Vab, this stage is fired. The 0.()-/xsec i>ositive 



trigger generated is coupled to the cathode follower inverter Vnn wliicli supplies 
low-impedance positive and negative output triggers. 

A 'powev supply of conventional design is used. The low- voltage sujiply 
gives 400 volts at 40 ma and 270 volts at 45 ma. A —1700- volt, 2-ma supiily is 
provided for the cathode-ray tube. The power transformer lias a two-section 
primary winding which may be connected for operation on either 115 or 230 volts. 

Similar Equipments.-— The Model 5 type AJ test oscilloscope manufactured 
by the Technical Apparatus Company of Boston, Mass., is almost identical with 
the TSIOO/AP in electrical and mechanical design. The circuits have been 
modified, however, to provide a e.l-gsec (1000-yd) circular sweei) and linear- 
sweep lengths of approximately 5-, 370-, and 2500-gsec duration. The repetition 
rate range of the trigger generator has been changed to 250 to 1000 c;i>h. Other 
characteristics of the two instruments are essentially the same. 

Only component value changes were necessary in the oscillator, sweep gate 
multivibrator, and sweep generating circuits. The Sickles transformer No. 
IIE13386 was developed to supply the quadrature voltages for the circular sweep. 
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A redesign of the blocking oscillator frequency divider Vza was necessary to 
generate the rectangular 8-/isec current pulse required for selection of one of the 
pips generated in the 163.88-kG/sec crystal oscillator. The same pulse trans- 
former is used, however. No changes were required in the other circuits. 

While the redesign was made for a specific application, this unit has some 
advantages over the TSlOO/AP. The most important of these are higher reading 



accuracy obtained with the 1000-yd circular sweep and the faster linear sweep for 
viewing portions of waveforms. 

Figures 18-32 and 18-33 show a laboratory instrument that used the same 
circuits as the TSlOO/AP. Somewhat greater flexibility was obtained by using 
separate cathode-ray tubes for the linear and circular sweej^s, eliminating switch 
S(,. Signal inputs go to both tubes simultaneously, removing some of the ambi- 
guity encountered in the use of the circular sweep alone. 


18-6. Model III Range Calibrator. Function— TYiOi Model III range 
calibrator is a relatively specialized device for accurately measuring small 
time intervals in the laboratory. It uses a circular sweep generated by 

1 Developed by the Radiation Xjaboratory and the F. W. Sickles Co. and manu- 
factured by the latter company. Proc.iired by the Radiation Ijaboratory and others. 
"Operating Data for the Modd TIT Calibrator” is an instruction report published by 
the F. W. Sickles <3o. The Models I and II Sickles Calibrators (RL Report No. 333) 
are earlier models of this unit which have similar functions. 
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a crystal oscillator as a precision time base and supplies synchronizing 
triggers to external signal generating equipment. Most of its functions 
are duplicated by the circuits associated with the circular sweep in the 
TSIOO/AP test oscilloscope (Sec. 18.5). 

Characteristics . — A type 3DP1 cathode-ray tube is used. This tube 
has a signal electrode in the middle of the screen for producing radial 
deflection of a circular time base. An accelerating potential of 2000 
volts is employed, giving a radial deflection sensitivity of about 225 
volts per inch for a positive signal on a 2.5-in. diameter circular sweep. 



Either continuous (type J) or gated (type X) circular sweeps having 
a fixed frequency are provided by this instrument. Three models having 
sweep periods of 10, 10.74 (1 radar statute mile), and 12.2 ^sec (2000 
yd) per revolution have been constructed. The corresponding oscillator 
frequencies of 100, 93.11, and 81.94 kc/sec are generated with an accuracy 
of about 0.02 per cent. Pulse position on any given sweep revolution 
can be read to about ±0.1 )usec with the circular scale on the CRT screen. 
The circular sweep generating circuits cannot be triggered but must 
supply a synchronizing trigger to external equipment. A single revolu- 
tion of the circular sweep may be intensified and delayed with respect to 
the output trigger. When properly calibrated, the delay should agree 
with a calibrated range dial to within ± 1 per cent. Higher accuracy 
is not necessary, since it is necessary to have only an indication of the 
particular sweep revolution being illuminated. The maximum delays 
for the three models are 300 Aisec, 25 land miles, and 50,000 yd. A delayed 
output trigger may be derived from the narrow (intensifying) gate output 
if desired. 
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The internal trigger generator provides positive and negative output 
triggers having an amplitude of 100 volts and a pulse length of 0.6 /isec. 
These pulses are locked in phase with the crystal oscillator and are 
developed across resistances of 1000 ohms. Nominal repetition rates 
of 400, 800, 1200, 2000, and 2300 pps are selected by a five-position switch. 

A sinusoidal output voltage from the oscillator that generates the 
circular sweep may be obtained from a connector on the rear of the chassis. 



Fto. 18-36. — Chassis view of the Model III range calibrator. 


While no input connector is provided, an externally generated sinusoidal 
voltage may be used to generate a circular sweep. The oscillator, which 
should have a frequency near that for which the unit was designed, 
should be connected through a 25-/igf condenser to the internal oscillator 
grid pin of the socket from which the crystal has been removed. 

The signal channel to the center electrode of the CRT either is a 
direct connection or passes through a video amplifier. The input imped- 
ance with the amplifier switched out is 760,000 ohms paralleled by 37 mi. 
The single-stage video am.plifier has a voltage gain of approximately 
18 which is constant within ± 3 db between 50 cps and 4 Mc/sec. Over- 
loading occurs with an input signal exceeding 3.5 volts peak. The ampli- 
fier input impedance is 750,000 ohms paralleled by 25 ggf. 

The over-all dimensions of this unit are 11. by 17 by 10 in. high, and 
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it weighs 40 lb. Power requirements are 117 ± 8 volts, 60 cps, 110 
watts. The tube complement is 1-3DP1, 1-2X2/879, 1-5 V4G, 1-6AG7, 



Trigger outputs 

Fig. 18-36. Block diagram of the Model III range calibrator. 



1-6SK7, 5-6SX7, 1-Vltl05, and 1-VR150. The only cable provided is a 
nonremovable 6-ft power cord. Panel connectors are Amphenol type 
80G. 
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Circuit Description . — The cathode-ray tube circuits include a high-voltage 
lileeder c*,ircuit of conventional design which contains the rocos and intensity 
potentioinetei’S. Centering voltages are applied to one of each pair of deflecting 
plates through the RE 10001 coil assembly. Either a direct-coupled or an ampli- 
fied signal may be applied to the center electrode via the video switch Sx. Posi- 
tive intensifying pulses are coupled to the grid of the CRT. 

Tul)e Vi is used in a crystal oscillator sweep generating circuit which produces 
a voltage output of stable frequency across the primary of the tuned trans- 
former in the plate circuit. The secondary tuning condensers may be adjusted 
to give sinusoidal output voltages having a 90° phase difference across the two 
sets of secondary windings. Each of these voltages is coupled to a pair 



l''i(i. IS-SS.- — 200 yard “J” scope attachment. 


of <iathodo-ray tube deflecting plates, generating a circular trace with a diameter 
<^ontrolI(Ml l)y tlic primary tuning condenser. 

The nieasurement of a longer time interval than that required for one revolu- 
tion of the circular sweep requires an auxiliary circuit to indicate the number of 
revolutions made by the sweep before the signal is observed. This is accona- 
plished l)y using a calibrated delay circuit to delay a pulse whose duration is 
somewhat less than the period of the sweep. This pulse is applied to the grid of 
the catho<ie-ray tube. In this manner, any particular revolution of the sweep, 
out to the maximum delay of 25 to 30 revolutions following the trigger, can be 
intenHified. The range of the illuminated revolution is indicated on the calibrated 
delay control. 

idle circ.uits used include a trigger shaper, a delay multivibrator, and a sweep 
gate rnultivilirator. Tlic positive trigger from the blocking oscillator is coupled to 
the grid of the trigger shaper V ah. The output of this stage fires the delay multi- 
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vibrator V 5 . The length of the pulse produced by this stage may be adjusted 
with the RANGE control which varies the bias voltage on the grid of the nornuilly 
off tube. Slope and zero controls may be adjusted to make tlie pulse length 
agree with the control calibration. The neon tube in the control bleeder rediu^es 
the effect of changes of plate voltage on the gate length. 

Either the positive rise at the start of the pulse at the first plate or the positive 
fall of the end of the pulse at the second plate may be coupled througli swatch aS's 
and an RC differentiating circuit to the first grid of the sweep gate multivibrator 
Va. This stage produces a positive pulse, the length of which is adjusted by the 
GATE WIDTH condenser. It is coupled through the gate switch Sn and a high- 
voltage coupling condenser to the grid of the cathode-ray tube.’ The first revolu- 
tion of the sweep after the trigger is intensified when switch is in the ()-2{)()0 



YARDS (or equivalent) position. In the 2000 yards jjosition the intensifying gate 
delay is controlled by the range knob. 

The mternal trigger generator provides positive and negative outimt triggcU'H 

which are accurately locked in phase with the sinusoidal voltage generating the 
circuiQjr sw 60 p# 

Tube F7 is used in a single-stage low-gain video amplifier circuit. Signals may 
be introduced mto the video amplifier input circuit or bypassed around the 
amplifier by the video amplifier switch Shunt peaking in the i>late cirmiit 
IS used to extend the bandwidth. No gain control is provided. 

When a higher reading accuracy than that obtained with the SO- to ]00-kc/ 
sec sweep ^ required, an auxiliary 800- to 1000-kc/sec sweep may I.e used. A 
seen considerable use with the Model III calibrator is sliovvtr 
e a ica y m ig. 18-39. It consists of two amplifier stag(!.s wliose plate 
cuomts are tuned to give a total frequency multiplication of 10, a higl,-frc(,uencv 
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18-7. The TS126/AP Test Oscilloscope.' Function.— The TS- 
126/AP test oscilloscope is a small portable synchroscope and pulse 
generator which was designed for field maintenance and calibration of 
the ranging circuits of certain airborne radar systems. A simple cable 
adapter permits its use as a general-purpose instrument. It is useful 


Fio. IS-lO.—OBcilloHoopo TS12G/AP. 

for signal tracing and the measurement of short time intervals in pulse 
circuits. 

C/iaracfrr?:.s7fc,s'.- The cMhodc-roy tube is a typ(', 2AP1 which operates 
at an accelerating potential of 1 200 volts giving a vertic.al deflection factor 
of 200 volts p(;r inch. The tube face is recessed about 1 in. behind the 
panel, and a green liglit filter is provided. 

The triggered mcep generator uses a high-impedance audio choke for 
linearization which is center-tapped to give push-pull sweep voltages. 

1 Developed by tlio Iladiatioii Laboratory and the (falvin Mfg. Corp. and manu- 
factured by the lattc^r company. Procured by the Sismd dorps Dayton Procurement 
Office as part No. 54 P31)()4. Llui “ PrcHininary Instruction Book for Ilange Calibrator 
TS-126/AP’' was published liy th(^ Calvin Mfg. Corp. This unit is used with the 
AN/APC-5. «, 14, and If) radar systems. 
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Sweep lengths of 25- and 125-Aisec duration are provided. This unit is 
designed to operate mth trigger recurrence rate between 950 and 1()5() 
cps but may be modified for rates outside this range. Either the internal 
trigger generator or an external trigger of 40 volts or greater amplitude 
may be used to synchronize the sweep generator. 

Positive marker pips having a spacing of 2.44 yusec (400 yd) are 
generated by a gated oscillator in this unit and serve as a tim ing standard. 
They may be coupled internally to the input of the video amplifier or to 
external equipment from one pin of a cable fitting on the oscilloscope 
panel. The time interval between the trigger and the first marker is 
adjustable from 3.4 to 5.2 fxsec (550 to 850 yd). A 409.50-kc/sec crystal 
filter is used to adjust the oscillator frequency accurately. This fre- 
quency is determined by a slug tuned LC resonant circuit and may be 
changed readily if desired. 

A negative trigger having an amplitude of 100 + 10 volts may Ixi 
supplied to external equipment by the internal trigger generator. The 
output pulse has a rise time of O.IS/msoc, a duration of l/^sec, and a 
repetition rate variable from 950 to 1450 cps. It is designed to operate 
into a minimum load impedance of 4000 ohms paralleled by 250/^1^1. 

A positive pip of 10 volts maximum amplitude which may be delayed 
by a variable amount out to 49 Atsec (8000 yd) is also provided. It may 
be coupled internally to the video amplifier and to external equipment 
having an input impedance of about 1000 ohms. The purpose of this 
marker is to check the ability of the system under test to lock on and 
track a moving target. With the addition of a blocking oscillator and 
cathode follower, it can be used to supply a delayable output trigger. 
The delay control knob is not calibrated, but the delay is linear to about 
1 per cent with its rotation. 

A signal channel to the top vertical deflecting plate is connected cuthor 
directly or through one of two high-voltage capacity dividers. The 
input impedance for direct connection is 1 megohm paralleled by 40 
Deflection factors of 200, 1000 and 4000 volts per inch are availalile. 
The video amplifier has a gain of 25 and a bandwidth between 0.707 
gam points of 2.3 Mc/sec. Overloading occurs with a signal exceeding 
±3 volts peak amplitude. The input impedance is 147,000 ohms paral- 
leled by 25 /x.juf. These values are obtained with the attenuator switcrh 
on position 5. A five-step low-voltage attenuator is provided for the 
video amplifier, giving vertical deflection factors of 370, 100, 30, 15, and 
8 volts per in. Since the video amplifier is coupled to the lower deflecting 
plate, two channels are available for mixing signals. 

This oscilloscope is lOi X lOj X 14* in. over all includinK the front 
cover, and the weight without cables is 32 lb. Power requirements are 
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115 ± 10 volts, 400 to 1600 cps, 82 watts at 400 cps. Ambient tempera- 
ture limits are —67° to 122°F. The tube complement is 1-2AP1, 1-2X2, 
1-5Y3GT, 2-6AC7, 1-6SL7, and 5-6SN7. For use as a general-purpose 
oscilloscope, one of the large cables should be cut and connected to the 



I’la. 18-41.' — Cliaasia view of tlio TS12G/AP. 


junction box shown in Fig. 18-44. A panel cover with space for the small 
test leads and space fuses is included. 

Circuit De,smption . — The cathode-ray tube circuits employ a conventional high- 
voltage bleeder circuit which includes the focus and intensity potentiometers. 
Dual centering potentiometers provide balanced d-c voltages for the deflecting 
plates. Push-pull sweep voltages are used; but since the signal deflections are 
normally small, single-ended inputs suffice for the vertical deflecting plates. 

The sweep circuits include a multivibrator, a clamp tube, and a large choke for 
linearizing the charging rate of the sweep condenser. The multivibrator employs 
tube sections Via and V^u in a circuit that has a quiescent state and produces only 
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one cycle of oscillation for each trigger pulse supplied. These triggers may be 
obtained from the internal trigger generator or from an external source. Rec- 
tangular voltage pulses having a duration determined by the setting of the sweep 
switch SxB are generated at each plate. This switch controls the pulse duration 
by changing the plate-to-opposite-grid coupling capacity. 

The negative pulse from the plate of V<ib is coupled to the grid of the clamp 
tube, causing this tube, which has been conducting a relatively large current, to be 
biased off. The swee^b” condenser, whose size is determined by the sweep switch 



Fig, 18*42, — ^Block diagram of the TS126/AP* 


SxA, then charges through the inductance in the plate circuit of V m generating a 
positive linearly rising pulse. A voltage of approximately equal amplitude but of 
opposite polarity is induced at the opposite end of this center-tapped inductance. 
These push-pull voltages are coupled to the horizontal deflecting plates of tlie 
cathode-ray tube giving balanced deflection of the beam. When the vertical 
plate switch is in the low position, the beam is intensified by the attenuate*! 
multivibrator pulse generated at the tap in the plate resistor of V -m- 

A shocked oscillator is used as a timing standard in tliis unit. With the delay 
circuit jumpers in the position, the negative multivibrator pulse frorxi the 
plate of is coupled to the grid of the clamp tube Cutting off the current 

flowing in this tube starts oscillation of the parallel resonant circuit in its cathode 
circuit. The amplitude of oscillation is maintained at a constant level by positive 
feedback from the cathode follower Vza for the duration of the multivibratcxi* 
pulse. A slug-tuned inductance is used to adjust the oscillator frequency, while 
the screw-driver-adjusted potentiometer in the cathode circuit of V controls 
the amount of feedback. The sinusoidal oscillator output is fed through switch 
to the clipper-amplifier Va~ The output of this stage is differentiated by the 
inductance in the grid circuit of the output cathode follower Fr,. This cathode 
follower has a positive quiescent cathode potential set by the output poten- 
















Fig. 18-43.— TS126/AP circuit. 
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tiometer. All portions of the input signal having a lower potential level are 
clipped, giving an output of a train of positive marker pips whose amplitude is 
determined by the setting of the potentiometer. These may be coupled to the 
video amplifier or to the output connector. 

When the marker delay circuit jumpers are in the '‘A” position, the positive 
multivibrator pulse is fed to the grid of the marker delay tube Fsa- The pulse 
rise time is reduced materially by the resistance-capacity network iti the grid 
circuit. The grid-to-cathode potential may be varied below cutoff by adjusting 

the ZERO SET potentiometer so that a 
definite period of time elapses before 
the grid potential rises above cutoff 
and conduction begins. This delays 
the output pulse, which is coujjled to 
the oscillator clamp tube, and the 
marker pips by a like amount. 

When switch S-i is thrown from the 
NORMAL to the FREQ. ADJ. i>osition, 
the oscillator bias is changed to per- 
mit continuous oscillation. Alst), a 
filter crystal having a inaxinuiin im- 
pedance at 409.5 kc/sec is connected 
in the cathode circuit of V 6. When 
the oscillator is tuned to this fre- 
quency, a large increase in output 
voltage is observed, providing an ac- 
curate check of the oscillator fre- 
quency. 

A delayed marker generator is also 
included in the design of this oscillo- 
scope. The negative multivibrator 
pulse is differentiated by a short time constant iSC-circuit, and the resulting nega- 
tive pulse is used to trigger the delay multi- vibrator V a. The duration of thc! 
pulse produced by this circuit is an essentially linear function of the grid voltage of 
VsA- This potential is controlled by the tracker potentiometer wliich in 
mounted on the panel. The screw-driver-adjusted tracker zero potentiometer 
provides an adjustment of the minimum pulse length. The positive pulsti pro- 
duced by this circuit is differentiated, amplified, peaked, and clipped in V 4 and Fa 
as described previously for the timing oscillator. A single positive pip of variable 
amplitude is obtained from the cathode-follower output and is coupled to the, 
video amplifier and output connector. This pip, which is delayed with reai>Ci<‘t 
to the system trigger, may be used directly as a video signal or may trigger an 
external blocking oscillator and cathode follower circuit to generate a delayed 
trigger. 

An internal trigger generator uses V-,a as a free-running blocking oscillator and 
V 7B as clipper amplifier to give a fairly low impedance negative output trigger. 
When the int. trig, switch is in the on position, plate voltage is supplied to F? 
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and the trigger is coupled to both the main multivibrator and the output con- 
nector. A screw-drivei'-adjusted variable resistance in the grid circuit of the 
blocking oscillator is used to set the repetition rate. 

A single type 6AC7 pentode kg is used as a low-gain signal am-plifier. The 
input signal may be introduced from an external source through a connector on 
the panel or from the internal marker generators through switch A five- 

position resistance-capacity attenuator is included for gain control. Shunt 
peaking is used to extend the video bandwidth. The amplifier output is capaci- 
tively coupled to the lower vei-tical deflecting plate of the cathode-ray tube. 

A 4()0-cy(;le power supply of conventional design is used to supply voltages of 
250 volts of 105 ma and —1100 volts at 2 ma. Transformer and filter redesign 
are ne<;essary for 60-cycle operation. 

18-8. Direct-coupled Oscilloscope for Potentiometer Testing.^ Func- 
tion. — This oscilloscope^ was originally designed to provide a visual 
indication of the departure from linearity of precision wire-wound poten- 
tiometers. To do this, the potentiometer under test is mechanically 
coupled to a master potentiometer of considerably higher accuracy and 
l>oth arc connected across a 10-volt d-c supply. The voltage at the 
arm of tlic master potentiometer deflects the CRT beam horizontally by 
an amount proportional to the shaft rotation, while the difference voltage 
between the arms of the potentiometers is amplified to produce the 
vertical deflection. By calibrating a scale on the CRT screen in terms 
of per cent nonlinearity, the potentiometer characteristic for all shaft 
positions is obtained directly. 

A lat(U' cirtiuit design considerably extended the usefulness of the 
instrument by including a simple thyratron sweep generator. This 
inatle it generally applicable to the wide variety of applications requiring 
an osciliosiiope with high-gain direct-coupled amplifiers. 

Characlenstics. — A type 5CP7 cathode-ray tube (having a long persist- 
ence screen) is operated at a total accelerating potential of 4000 volts. 
Idle latter voltage is obtained from an axidio oscillator supply to provide 
voltage regulation, stabilizing the deflection sensitivity of the cathode- 
ray tulie. The sweep voltage may be obtained from the internal thyra- 
tron ty'weep generator ) or an externally generated sweep voltage having an 
amplitude of at hxast 10 volts may be used. Sweep rates of approxi- 
mately 2 to 10,()0() cps are provided in five ranges. 

TIkj gain of the direct-coupled differential amplifier is adjustable in 
steps covering a range of linearities of 0.1 to 5 per cent of full scale (1-in. 
deflection on the CRT screen). The corresponding differential input 

1 Section lS-8 is by B. Cluincc and H. J. Reed, Jr. 

® Developed and constructed at the Radiation Ijaboratory; RL drawings Nos. 
A-14295.\ and A-14602A are the original schematic.^ for this oscilloscope. 
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potentials for potentiometers supplied with 10 volts are 10 to 500 mv. 
The bandwidth of 10 Mc/sec is adequate for following the rapid fluctua- 
tions of linearity normally encountered. Less than 1 mv unbalance in 
the output voltage results from variation of the input potential from 
0 to 10 volts. The gain of the amplifier is sufficiently stable tliat the 
output scale may be calibrated directly in percentage accuracy and 



Fig. 18 - 45 . — Potentiometer-testing oscilloacope. 


r^^gs to 0.01 per cent Unearity may be made. Drift is .small ohoukIi 

oscUloscope are 8 by 13i by 19 in., and 

100 waf^ i-eqmremente are 115 ± 10 volte, 60 epa, 

100 watts. Tubes used are 1-5CP7, 1-5 Y3 1-6B4 1 acittv i rear 
2-6SU7, 1-6V6, and 1-6X5. » ^ J- l-bfeH7, 4.-6bL7, 
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Circuit Description . — The cathode-ray tube circuits include a conventional 
high-voltage bleeder, containing the focus and intensity controls, and an auxiliary 
focus potentiometer which sets the second anode potential. Direct coupling to 
all deflecting plates is employed so the horizontal and vertical centering controls 
adjust the bias levels in the sweep and signal amplifiers. 

A type 884 thyratron, Ve, is used in a relaxation oscillator to generate a posi- 
tive-going sawtooth sweep voltage. Coarse frequency control is obtained by 
switching the sweep condensers with S-y, while a 4-megohm potentiometer in the 
charging circuit affords fine frequency control. The sawtooth voltage is coupled 
through the cathode follower Via to the cathode coupled amplifier inverter Ts. 
Positive and negative sawtooth voltages are obtained at the plates of this stage 



and are coupled directly to the horizontal deflecting plates of the CRT. The 
potentiometer in the grid circuit of is a sweep amplitude control, while the 
one in the grid circuit of V's/j conti‘ols the horizontal centering. The intensifica- 
tion pulse for tlic CRT is obtained l)y RC differentiation of the cathode-follower 
output. An external sweep input to the grid of the cathode follower is provided 
on the first position of swit<!h S-z. 

A tlu-ee-stagc direct-coupled differential amplifier is used to drive the vertical 
deflecting plates of the cathode-ray tube with over-all negative feedback used to 
obtain the high order of stability recpiired. The first stage is, of course, the most 
critical. Tlie catlnxlc-cioupled differential amplifier used has its plate voltage 
redxiced by a l)lecder, ixu'initting the use of comparable values of cathode and 
plate resistors. With the values chosen the plate current is low, roughly lOO/xa. 
The cathode resistor is split into two parts having resistances of 3 megohms each. 
The balance of the tube sections V u and V i«, pretcssted to 0.5 per c.ent for type 
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6547, is further improved by the lO-megohm balance control between the plates 
which is adjusted for optimum rejection of “common-mode” grid-bias changes. 

The plates of Vxa and Tib are directly coupled to the grids of V 2 a and V^b, 
and the plates of the latter are coupled to the grids of Fa and V 4 through potential 
dividers. A dual 25-k potentiometer is inserted in this network to compensate 
for small differences in the characteristics of Via and Fis. This control is used 
as a means of adjusting the trace of the oscilloscope to the center of the screen 
when the input is shorted and should not be used as a positioning control. Tubes 
Fa and F4 are pentodes to provide sufficient gain and to give a large output 
voltage. Cathode followers Vsa and Fbb are interposed between pentodes Fa 
and Vi and the cathode-ray tube deflecting plates to avoid capacitance loading 
and to provide a low-impedance driving point for the feedback attenuator. 

Negative feedback is established over the three amplifier stages by connection 
from the output cathode follower to the appropriate cathodes of the first stage. 
If these cathodes are short-circuited, there is no feedback for differential signals. 
The over-all gain may be adjusted by varying the resistance between these 
cathodes, and resistors associated with switch Si have been selected to give gains 
corresponding to between 0.1 to 5 per cent nonlinearity for a full-scale deflection 
on the CRT. Direct feedback to the cathodes is preferred to voltage addition 
in the grid circuits, as both input grids are completely unencumbered. 

The result of supply voltage variation on the amplifier balance is indicated in 
Table 18-1. In all cases except the variation of the unregulated supply, the 


Table 18T. — Effect of Voltage Variation on Zero Point of Trace on Oscillo- 
scope. Deviations Are in Millivolts (Measured with Gain = 15,000). 



Unregu- 
lated supply 

Regulated supply 

Negative supply 

Heater voltage 

Supply voltage. 

260 

400 

225 

250 

275 

95 

105 

115 

5.7 

6.3 

6.9 

Amplifier output 

0 

0 

•4-5 

1 

0 

-4 

-3 

0 

•+3 

-1-2.5 

0 

— 1.0 


fluctuations have been impressed upon the system artificially. Stabilization 
of the positive and negative supply voltages and the heater voltage by methods 
to be discussed reduces the fluctuations due to external line voltage variation to a 
negligible amount. The remaining limitations on the stability of the d-c amplifier 
are initial drift which lasts approximately 30 sec and long-time drift due to differ- 
ences in the aging of F ia and F ib- With high-impedance input signal sources, 
the practical limitation in the sensitivity of the oscilloscope is set by electrostatic- 
pickup from the high-voltage oscillator transformer, and a few millivolts of ripple 
are seen on the oscilloscope display at maximum gain with 10-megohm input 
impedances. This effect is negligible with inputs from the usual potentiometers. 

The gain-frequency characteristic of the amplifier without feedback and with 
15-^gf phase-advance condensers between the plates of Fa and the grids of Fs 
and F4 is indicated in Fig. 18-47. With feedback, however, the bandwidth is cut 
down to approximately 10 kc by a condenser between the control grids of Fs and 
F4 in order to avoid oscillation with high feedback ratios. 
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The low-voltage fower supply is conventional and employs series regulator 
tube Fii. Almost complete compensation for line voltage variation is obtained 
by including a portion of the bleeder 
for the unregulated supply in the grid 
circuit of the control tube V 12 . The 
common resistance is a 10-k variable 
resistor which is adjusted to give a 
minimum variation of the regulated 
voltage. Because .filament voltage 
variation has a large effect upon the 
zero point of the first two tubes, a 
Sola regulator transformer has been 
used to supply the heaters of Fx and 
F 2 . Operating at low currents, these 
regulators have given somewhat bet- 
ter stabilization than the quoted value 
(1 per cent), and with selected type 
6SU7’s excellent independence of line voltage has been obtained. The variation 
of deflection sensitivity of the cathode-ray tube with line voltage was found to be 



Fiu. 18-47. — Gain-frequency characteristic of 
amplifier without feedback. 



Fio. 18-48. — Top view of the potontiomotor-testiiig oMcilloscsopo <;ha8sis. 


too great to permit the use of an unregulated high-voltage supply, so a 1-kc/sec 
audio oscillator Fis and selenium rectifiers are employed to obtain a more stable 
voltage. The d-c output voltages obtairned are ± 2kv. 

Layout details are shown in Fig. 18-48. Particular care has been given to 
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the location and shielding of the components in the first two stages of the direct- 
coupled amplifier. 

18-9. The TRE General-purpose Monitor, Function . — This is a 
very useful general-purpose oscilloscope having a variety of triggered and 
free-running sweeps and a video amplifier that contains an electronic 
switch for the alternate display of two sets of information. Accurately 
delayed expanded sweeps are available; and since the sweep speeds and 
video amplifiers are calibrated, both amplitude and time measurements 
]nay be made by displacing the trace on the CRT. 

Characteristics. As design specifications for this oscilloscope were 
not available at the time of writing, it has been necessary to estimate 
them. Obtaining accurate characteristics by circuit analysis alone is 
impossible for many of the circuits used because of the relatively large 
effect of the stray wiring capacities and tube capacities. An estimate 
of these has been made, however, and the results should at least be of 
the right order of magnitude. 

A type VCR-97 cathode-ray tube is operated at an accelerating 
potential of 3000 volts. Both triggered and free-running linear sweeps are 
generated by a ‘‘sanatron’' circuit (Vol. 20) and a paraphase inverter 
TO give push-pull deflection of the beam. The estimated lengths in 
microseconds of the triggered sweeps for the various settings of the 
SWEEP RANGE switch S^ are as follows: position (1) 5, (2) 20, (3) 100, 
(4) 500, (5) 2500, (6) 10,000, and (7) 50,000. Free-running sawtooth 
sweep rates of 20 to 200,000 cps should be obtainable. An amplifier is 
used in the input trigger circuit, so satisfactory synchronization should 
be obtained with a relatively small trigger, perhaps 5 to 15 volts in ampli- 
tude. An ordinary phantastron may be switched into the trigger input 
circuit to provide an accurately adjustable delay in the start of the 
triggered sweeps. For the constants used, a maximum delay of 1500 to 
2000 /xsec would be expected. 

Two separate video amplifiers and an electronic switch are used in the 
signal channels of this oscilloscope. Each channel consists of an input 
cathode follower, a three-step attenuator, and a low-gain wide-band 
amplifier. Assuming that the gain without feedback is very high com- 
pared with the gain with feedback, over-all gains of 5, 1, and 0.2 may be 
expected for the three attenuator positions. Corresponding output 
inipedances of 1000, 200, and 40 ohms would be expected. The band- 
width should be about 6 Mc/sec for a gain of 5 and something greater 
than 10 Mc/sec on the other positions. 

1 Section 18.9 is by E. F. MacNichol, Jr., and H. J. Reed, Jr. 

2 Developed by the Telecommunication Research Establishment (England) and 
described in their specification DCDWT 1000. Circuits included with this section 
are TRE Diagrams No. FTR 82/971 and FTR 82/973. 
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Circuit Description . — The indicator circuits are shown in Fig. 18-49. Syn- 
chronization or trigger signals are applied to the inverter-cathode follower Fi. A 
synchronization potential of continuously variable magnitude and reversible 
phase is obtained from a potentiometer between the plate and cathode of Vi. 
This potential is applied in negative sense, positive excursion being limited by 
ViA to the suppressor of the free-running sweep tube Vi whose operation will be 
described later. When using triggered sweeps, the synchronization output at 
the cathode of Fi is applied to the grid of the trigger amplifier Fa. For positive 
triggers, Fa is biased off and the grid driven positive until current is limited by the 
l2-k grid resistor. For negative triggers Fa is biased positively, normally draw- 
ing grid current until cut off by the trigger. The diode Fas prevents positive 
overshoots of negative triggers from producing pulses in the plate circuit. The 
differentiating transformer Ft is switched so that its output is negative for either 
trigger polarity. This trigger is applied either directly to the time base generator 
or to the sweep delay circuit. 

The delay circuit is a conventional phantastron^ using a VR116, Fia, which is 
triggered on the anode-clamp diode Fio. The screen waveform is differentiated 
in the transformer Fj wliose output triggers the time base. A 220 fxjjLi condenser 
across the cathode resistor delays the change in cathode voltage, producing a more 
rapid change in screen current than would otherwise be obtainable. 

The sweep voltage generator is a screen-coupled “sanatron.” The Miller 
integrator Fy is cut off in the quiescent condition as its screen potential is held 
negative by the trigger tube Fo. A type VS-70 neon lamp is used to obtain a 
fixed voltage drop between the plate of Fo and the screen of F? regardless of the 
currents drawn. Triggers are injected into the grid of Fo through the diode V^a 
cutting it off momentarily. The plate of F » and screen of Fy then rise, causing 
space ciurrent to flow in Fy and starting the Miller rundown. The negative-going 
sawtooth voltage charges the (jondenser associated with switch S^a and holds the 
grid of Fo at — 10 volts, limited by the diode Fr,B. Tlic rate of descent of the 
plate voltage is governed by the time constant associated with switches Sac 
and *840 and the voltage to which the grid resistor is returned. Precision com- 
ponents determine this time constant, and the grid-resistor voltage is measured 
by a (julibrating meter to whieli all measurements in the instrument are referred. 
When triggered sweeps are used, this voltage is present giving accurately cali- 
brated sweeps. When the free-running sweeps are used, the voltage is adjusted 
by the “manual velocity” control. The sawtooth pulse is paraphased by Fg, 
and the resultant puali-pull sweep is applied through blocking condensers and 
d-c restoring diodes Fir, and Fioto the horizontal deflecting plates of the CRT. 

The plate waveform of Fb is a positive rectangular pulse tliat has a large 
amplitude and lasts for the duration of the sweep. A small part of this waveform 
is used to intensify the beam of the CRT, being sipplied to its grid through a 
blocking condenser. A d-c restorer Vii sets the grid waveform at a fixed value 
so that the intensity control does not need to bo adjusted when the duty ratio is 
changed. 

The free-running time base is produced by the addition of an extra tube to the 

1 See Vol. 20 of this series. 
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sanatroix. In. effect, this tube supplies a trigger to the regular sanatron circuit 
at the end of the sweep flyback. This is accomplished by applying the plate 
potential of Vi thi'ough a bleeder to the grid of Vi- During the rundown Vi is 
cut off as the bleeder is returned to —300 volts. This holds the cathode of Tsx 
positive with respect to its plate. Near the end of the flyback y4 starts to con- 
duct, dropping the cathode potential of V sa until T e is cut off. Cutting off Ve 
restarts the cycle. The negative synchronization pulses from. 7i hold y4 off for 
their duration, delaying the start of the sweep until they have terminated. 

The video amplifier, whose circuit is shown in Fig. 18-50, has two inputs 
which are alternately switched by a scale-of-two circuit. Signals are applied to 
the input attenuators either directly or through the cathode followers Y i and Vi. 
The attenuators comprise the resistance-capacity dividers associated with the 
switches and ^Sio- As the gains of the CV-9 video amplifiers Yz and F4 are 
very high, the over-all gains are determined almost entirely by the feedback 
ratios. Switcliing is accomplished by a square wave from the scale-of-two circuit 
which is applied to the grids of and y4 through the level-setting diodes Y 1 . 
and Ya so that amplifiers Vz and Vi conduct on alternate half cycles. On nega- 
tive half cycles V^a brings the grid of V 3 negative beyond cutoff while Vzb is 
conducting. This action permits normal bias control of y4, and the video signal 
on its grici is amplified. As long as the grid is not driven positive by the video 
input, VzA is disconnected from the video circuit. On positive half cycles the 
situation is reversed; V 3 amplifies the video signal while V 4 is cut off. Tube V a is 
a paraphase inverter to supply push-pull deflection. 

The scale-of-two circuit is essentially a multivibrator with no stable state but 
with coupling time constants, much longer than any expected repetition periods. 
To secure most rapid switching action, coupling is also achieved by means of a 
short time constant low-impedance feedback path to the grids which reduces the 
effect of the capacities to ground of the large coupling condensers. Negative 
triggers for the scale-of-two circuit are obtained from an external source through 
the diode Van which prevents positive overshoots from also operating the circuit. 
The triggers could be obtained by differentiating the waveforms at the plate 
of the gate tube of the sanatron Va so that the seale-of-two would transfer at the 
start of tlie flyback of the sweep. The switcliing transient would then be invisible 
as it would coincide with the time the CRT is blanked. 

One vertical deflecting plate of the CRT may be connected directly to the 
plate of Ta, to the cathode of yi, or to tlie input connector through the function 
switch Sa- The otlicr vertical deflecting plate (F a) goes either to the plate of Ti 
or to an auxiliary centering control and meter jack for signal amplitude measure- 
ments. Direct-current restoration potentials for the horizontal deflecting plates 
of the CRT are obtiiiued from symmetricjal centering potentiometers via leads 
Xi and Xa. Tlie potentials applied to the centering controls are switched by 
See and Sai<' HO that the relationships between the potentials of the sets of deflect- 
ing plates are such as to give best focus for any input selected. The third anode 
of the CRT is switclied hy Sod to niaintaiii focus. 

A center-sot 0- to 1-ma meter is used as a voltmeter to measure the difference 
in potential between either the liorizontal or the vertical deflecting plates, its 




Fig. 18-50 -General-purpose monitor amplifier circuit. 
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function, being selected by 8n. When the amplifiers are used, the meter is 
inserted in the grid-bias circuit of 74 and measures input volts directly. 

18 * 10 . Other Radar Oscilloscopes. — Space limitations in this chapter 
do not permit the inclusion of all of the radar test oscilloscopes developed 
during the war period. Consequently, the instruments described in the 
preceding sections were selected in an attempt to present a representa- 
tive group. There are other oscilloscopes that were produced in quan- 
tity and were rather widely used. A number of these will be mentioned 
briefly, and the references given may be consulted if additional informa- 
tion is desired. 

The type Q oscilloscope (types TON-IGA and TON-IBL) is a small 
laboratory instrument that combines the functions of a synchroscope and 
a general-purpose oscilloscope. It uses a type 2AP1 cathode-ray tube 
with 25 to 5000 cps sawtooth sweeps and four triggered sweeps ranging 
from 4- to 1000-/4sec duration. For external triggering, a positive or 
negative trigger of between 10 and 150 volts is required. The internal 
trigger generator covers the range of 185 to 4000 cps and puts out a 
150-volt positive and 75-volt negative trigger. A 2Mc/sec oscillator is 
included for calibration of the 4-jusec triggered sweep. The single-stage 
signal amplifier has a bandwidth of 1.5 Mc/sec and a gain of 15 with a 
maximum input signal of 2.0 volts. This instrument was designed at the 
Radiation Laboratory and was manufactured by General Electronic 
Industries, Division of Auto Ordnance, Greenwich, Conn., and by the 
Browning Laboratories, Winchester, Mass. The operation and con- 
struction details are described in RL Report No. M-140 which contains 
the circuit diagrams A-6459-A and A-3975-A. 

The TS-28/UPN is a test synchroscope, designed to check the range 
and coding circuits of beacon indicators, which has been supplied for use 
in servicing the YJ, YM, YK, and AN/CPN-3 radar beacons. A type 
5CP1 cathode-ray tube is used with triggered sweep speeds ranging 
from 1 to 60 /xsec/in. and free-running sawtooth sweep rates of 20 to 
3000 cps. The triggered sweeps can be phased from —10 to -f-lOO ^sec 
with respect to the output trigger. Positive and negative output triggers 
having repetition rates of 330, 500, 1000, 2000, and 4000 cps are supplied, 
and markers having periods of 2, 10, and 25 jusec accurate to 1 per cent 
are generated for calibration of the sweeps. The two-stage video ampli- 
fier has a bandwidth of 5 Me. This instrument was designed at the 
Radiation Laboratory and was manufactured by the Belmont Radio 
Corporation, Chicago, 111. The preliminary instruction book is NAV- 
SHIPS 900, 621-IB. 

The TS239 /UP is a general-purpose portable oscilloscope with type A 
presentation for use in the maintenance of radar systems. Its design 
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specifications are the result of a fairly comprehensive survey of the require- 
ments of a large number of radar systems, but volume production was not 
attained until a few months before the end of the war. A type 3BP1 
cathode-ray tube is used with triggered sweeps having sweep rates in 
the range of 0.5 to 50,000 Aisec per in. Any 10 per cent section of the 
sweep in the range of 10 to 50,000 >Ltsec per in. can be expanded at least- 
ten times. A variable delay controls the start of this expanded portion. 
The positive output trigger has an amplitude of 50 volts and a PRF of 
400, 800, or 2000 cps. The video amplifier has a signal input range of 
0.1 to 120 volts peak and is essentially flat from 20 cps to 5 Me /sec. 
Calibration of this amplifier may be accomplished with an internally 
generated square wave signal (150 cps) which may be varied from 0.1 
to 1 volt peak to peak. This unit was designed by the Navy Biirea\i 
of Ships and the Bell Telephone Laboratories, Inc. 

The TS262/TPS-10 is a test oscilloscope designed for testing the 
AN/TPS-10 radar and AN/TPX-1 IFF equipment and is a part of the 
AN/MPM-13 test equipment. The indicator is a type 3PB1 cathode- 
ray tube with a variety of sawtooth and triggered sweeps. A delayed 
output trigger is provided so that the rise of all pulse waveforms in the 
IFF or radar modulator may be seen on the sweeps. The video ampli- 
fier has a gain of lOO and a bandwidth of 1.1 Mc/sec. An input to an 
r-f envelope detector is also provided for viewing magnetron i:>ulses. A 
sawtooth voltage may be obtained from this instrument for sweeping 
an f-m test set. The construction of this oscilloscope is its most out- 
standing feature, as the entire unit is enclosed in a pressurii5c^:d cylindricial 
container with operating controls brought out through panel seals. In 
addition, it is completely tropicalized and will operate at ambient tem- 
peratures of —40® to -1-120°F so that satisfactory operation may be 
obtained under almost any climatic condition. This instalment was 
designed by the Radiation Laboratory and manufactured by the Ilarvciy 
Radio Laboratories, Inc., Cambridge, Mass. Operational instructions 
are contained in the technical manuals for the AN/TPS-IO : TM 1 1-1368, 
TM 11-1468, and TM 11-1568 published by the War Department. 

Auxiliary Circuits. — A number of pieces of auxiliary eipiip- 
ment providing special functions have been designed for use with osiullo- 
scopes not so equipped. Included in this category are synclironiiccu’s, 
marker generators, delay lines and circuits, and signal circuit dcvic'es 
such as probes, attenuators, and video amplifiers. Circuit designs for all 
of these can be found in the complete circuits of the oscilloscopes already 
described. The characteristics and references on a few more are imduded 
here for those wanting data on complete units designed for general 
purpose use. 

The Model G synchronizer was designed to convert the standard com- 
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mercial oscilloscopes into synchroscopes for laboratory use. Sweep 
writing speeds of 0.2 to 600 jxsec are provided in nine steps when the 
synchronizer is used with an oscilloscope having a horizontal deflection 
factor of 40 volts per inch. These sweeps may be initiated by a positive 
or negative trigger having a minimum amplitude of 50 volts and a rise 
time of at least 0.5 jusec. Circuits providing a fixed trigger delay of 
20 gsec and delay variable from 14 to 1200 /xsec are included. The 
internally generated positive and negative triggers have an amplitude 
of about 200 volts, a rise time of 0.25 gsec, and a continuously variable 
PRF of 250 to 2500 cps. A pulsed oscillator having sinusoidal 100- 
and 500-kc/se(; output voltages is used for sweep calibration. In addi- 
tion, one tube is included for general-purpose use as an amplifier, inverter, 
or cathode follower. This unit is very flexible operationally, as the 
ini)uts and outputs of all circuits are brought out to panel jacks to be 
interconnected with jumper leads. The circuits diagram and operational 
details of this synchronizer are given in Vol. 22 of this series and are 
describcid in IIL Report No. M-195A. It was produced by the Browning 
Laboratoi’ies, Inc., Winchester, Mass. 

'The Model PH variable trigger-delay unit was designed to provide a 
continuously variable delay between an input trigger and the output 
ti’iggor supplied by the unit. A phantastron delay circuit using a type 
(5SA7 vacuum tube is used to cover two ranges of 10 to 600 /^sec and 100 
to 2400 MS(ic. It will accept a positive or negative input trigger of at 
least 30 volts amplitude and O.S-jusec maximum rise time and generates 
delayed positive 75- volt triggers across 75 ohms impedance and 200-volt 
negat.ivo triggers across 4000 ohms. The rise time of the output triggers 
is 0.2 jusec. This unit was designed and a limited quantity produced at 
tlie Radiation Laboratory. It is described in RL Report No. 891 which 
includes the circuit diagram, RL drawing No. B-13967-A. 

The Model B-8127 sweep calibrator is used to calibrate triggered sweeps 
in terms of time, to provide a basis for estimates of sweep linearity, and 
to gc'.neraf.t; timing markers for use in the analysis of other waveforms. 
Th(^ outi)ut of th(^ (calibrator consists of a series of narrow positive or 
negative. i)iilscs, having variable amplitudes of 0 to 40 volts. The first 
pulse g(ciu;rated immediately follows the synchronizing trigger. The 
time between successive pulses is 2.5, 10, 50, or 100 gsec which may be 
held to 0.2 peer (“ent under normal conditions of operation. The num- 
ber of markers produced is determined by an adjustable gating pulse 
which is (continuously variable from 20- to 2500-Msec duration. Either 
the output of the internal trigger generator, having a PRF of 300 to 
2000 cps, or an (externally generated positive or negative trigger having a 
minirnum amplitude of 50 volts, a rise time of at least 0.5 /xsec, and a 
PEE of 200 to 4000 cps may be used to synchronize the marker generator. 
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Output triggers having amplitudes of 150 volts positive or 80 volts 
negative and rise times of 0.3 /xsec are supplied for synchronizing external 
equipment. This unit was designed by the Radiation Laboratory and 
produced by the United Cinephone Corporation, Torrington, Conn. 
It is described in EL Report No. M-223. 

The Model C swee'p calibrator is somewhat simpler than the Model 
B-8127 just described but perfoims the same functions. It accepts an 
externally generated trigger having a minimum amplitude of 50 volts, 
a rise time of at least 0.3 jusec, and a PRF of 200 to 15,000 cps. The 
output is a series of positive calibration markers having time spacings 
of 0.3, 1, and 2.5 jusec for a maximum of 30 jusec following the input 
trigger. The marker amplitude is variable from 6 to 60 volts, and the 
output impedance is approximately 25 ohms. The circuit diagram of 
this unit is shown in Fig. 18-51. Ui and 1^2 form a triggered multi- 
vibrator whose output, a SO-^usec positive pulse, is coupled to the cathode 
follower Us. The low-impedance pulse at the cathode of Us raises the 
cathode of the diode U4 to a more positive potential than its plate, rapidly 
cutting off the current through this tube. This starts oscillation in the 
LC-circuit selected by the marker spacing switch, and positive feedback 
from one section of Ug maintains this oscillation at a constant amplitude. 
The sinusoidal output is peaked in Ug, firing the biased-off blocking 
oscillator V^ on each cycle. Markers generated at the cathode of V^ 
are coupled to the output jack through the parallel cathode followers 
Us and U9. Li consists of 43 turns of No. 26 enameled wire on a 1-in. 
form with the tap 15 turns from the ground end, while Li has 82 turns of 
No. 28 enameled wire on a 1-in. form, tapped 26 turns from the ground 
end. This unit was designed and a limited quantity produced at the 
Radiation Ijaboratory. 

A crystal-controlled range mark and trigger generator is shown in 
Fig. 18.52. This unit has a considerably higher frequency accuracy 
(about 0.01 per cent) than the triggered LC-controlled oscillators but 
must supply the synclironizing trigger to all equipment used with it. 
Crystals having frequencies in the range of 75 to 110 kc/sec may be 
used witho\it component changes. Assuming a 100 kc/sec crystal, 
mixed 10- and 100-jusec markers are obtained at amplitudes of 20 and 
40 volts respectively. Positive and negative output triggers have a 
maximum amplitude of 100 volts, a duration of 1 jusec, and a PRF of 
200 to 2000 cps. Pips generated across the transformer winding in the 
cathode circuit of U ia. are used to synchronize the blocking oscillator U w 
at the crystal freciuency. A current pulse from this stage is used to 
synchronize the 10/1 blocking oscillator U2/#, and the outputs of both 
stages are mixed and amplified in V^a to obtain the marker output. A 
second blocking oscillator divider U ^a is synchronized with U is to obtain 
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the trigger PRF. The positive output pulse from the tertiary winding 
of the transformer associated with V^a is paraphased in Vsn to obtain 
the output triggers. This circuit was designed at the Radiation Labora- 
tory, and a few of the units described were built there. Almost identical 
circuits were used in the AN/APS-15 radar range unit and are described 
in the instruction manual for that system. 

The TS102/AP is a crystal-controlled range mark generator which 
was produced for field use. It is used with airborne radars ; AN /APG-1, 2, 
and 13; AN/APQ-5, 7, and 10; and some ship radar systems. The 
output of a 327.8-kc/sec crystal oscillator is used to generate positive 
and negative markers having an amplitude of 0 to 30 volts, a duration 



of 0.4 /4sec, and a spacing equivalent to 500 radar yards. These markers 
can be phased from 0° to 360° with respect to the output trigger. Both 
positive and negative output triggers having amplitudes of 50 volts, 
durations of 0.8 ^sec, and a PRF of 400, 800, 1600, or 2000 cps are sup- 
plied from low-impedance outputs. A x^-sec least-count manually 
operated stop watch for testing range rate calibration is also included. 
This instiument was designed by the Bell Telephone Laboratories and 
produced by the Western Electric Company, Inc. Western Ele(dric 
Manual CO ^AN08-35TS102-2 describes its operation and maintenance. 

Several types of electTonic probes have been developed to raise the 
input impedance of video amplifiers as discussed in Sec. 17-8. Two 
practical circuits are shown in Fig. 18-53. The first uses a type GAKS 
pentode as an inverter for negative pulses and a cathode follower for 
positive pulses to drive a 75-ohm line to the main video amplifier. The 
stage gain is approximately 0.1, and the bandwidth has been made as 
high as 70 Me/ sec. A resistance-capacitance divider reduces the input 
impedance to 1 megohm paralleled by 8 juyuf. 

The second probe is a cascade cathode follower with “bootstrapping’^ 
of both the grid and plate of the 81)834 subminiature input triode. The 
effective input impedance is increased to about 20 megohms paralleled 
by 1 finf. A larger tube than the 6Y6G should be employed if distortion 
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of very fast negative pulses is to be avoided. Those components enclosed 
in the dotted lines are mounted in the head of the probe with the con- 
nections to the rest of the circuit made through a specially constructed 
15-in. cable. The grid return and cathode leads are No. 30 Formex 
insulated wires running through two concentric Vinylite tubes. Over 
this is a i-in. braid which makes the connection to the plate of the SD834. 
The cable is completed by a final Vinylite outer tube for insulation. 
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CHAPTER 19 


THE DESIGN AND CONSTRUCTION 
OF ELECTRONIC APPARATUS 

By W. G. Pkoctor/ J. V. Holdam, Jr., and A. C. Hughes, Jr. 

The present chapter contains some general considerations regarding 
the design and construction of electronic apparatus. Whereas the 
preceding parts of this volume have dealt with the functional design of 
various circuits, this part deals with practical design problems and con- 
struction methods. 

The reader should appreciate that this chapter deals primarily with 
the design and construction of experimental and preproduction models 
of elec.tronic apparatus. The experience on which these comments are 
based- was obtained at the Radiation Laboratory during World War II. 

The design of equipment for military application has many problems 
not found in the design of equipment for commercial or laboratory use. 
Perhaps the most important of these is the extent to which components 
are standardized. 

Another unique facet of designing equipment for military application 
is the existence of detailed performance specifications covering the opera- 
tional performance of the e<iuipment. From the military point of view 
the desirability of such specifications is obvious. The effect of such 
specifications on the designer, however, is quite drastic. The equip- 
ment designed for commercial use is often designed and then “sold” 
to customers. In tlui case of military specifications, however, the cus- 
tomer, i.e., tluj Armed Forces, dictates the performance. The difference 
rests, of (’.oui-se, on the fact that costs have little influence on equipment 
designed for military application whereas they are major factors in equip- 
ment designed for comnuircdal application. 

This chapter is divided into two topics: predesign, and design and 
construction. The former is a disc-ussion of some of the more funda- 
mental concepts, wheretis the latter gives detailed recommendations of a 

1 Sections 19-1 to l()-8, iiieluHivc, are by W. G. Proctor and J. V. Iloldain, Jr. 

2 FjDITokk’ No'I’k: 'to a |i:r(^ii,ter (extent than is true in other chapters of this volume 
the prcs(!nt clmptcir reflects tlus personal viewpoints of its authors on its somewhat 
controversial suhjcHit. It is prcB(mt(!d as a background for further thought and dis- 
cussion, rather than as a definitive treatment of the subject, and it is in this context 
that it should be approac.hed ))y the reader. 
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modus operandi and contains some examples of the type of work with 
which the authors are most familiar. Considerable emphasis is given 
the special problems of lightweight design. For military applications, 
this has proved to be a very important part of the design problems. 

19-1. Design Specifications. — In order to design a piece of electronic 
equipment properly one must have the following kinds of information: 
What is the equipment supposed to do; how much weight will be toler- 
ated; what is the maximum power consumption; to what treatment will 
the equipment be subjected; and for such treatment, how do the avail- 
able components and construction techniques respond? During the war 
this information was incorporated into specifications written by various 
branches of the Armed Service whose function it was to procure the 
electronic military equipment . 

There are three classes of military specifications: general specifica- 
tions which concern classes of equipment; equipment specifications which 
concern a specific equipment; and component specifications which con- 
cern the components used in building the equipment. The first two 
describe, among other things, conditions that equipments are likely to 
encounter and how tests are to be made to simulate those conditions. 
General specifications and equipment specifications are used by the 
design engineer as a goal toward which the design is pointed. The 
component specifications are used by the design engineer as a basis for 
the performance that he can expect from the individual components used 
in the equipment design. 

Among other things the general specifications contain 

1. Lists of applicable specifications and drawings covering compo- 
nents, spare parts, requirements for handbooks, etc. 

2. The scope of the general specifications and equipment nomen- 
clature. 

3. Requirements as to materials and workmanship. 

4. General requirements concerning interchangeability, safety devices, 
life, operating conditions, etc. 

5. Detailed requirements applicable to the specific equipment. 

6. Methods of test and inspection. 

7. Packing instructions. 

8. Notes that include the addresses of organizations from which the 
applicable or component specifications may be obtained. 

One section of the general specifications, indicated by 5 above, is 
devoted to detailed requirements of the particular equipment. This 
section, the equipment specification, specifies performance, physical 
characteristics, and miscellaneous characteristics. The performance 
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characteristics in the case of radar and associated equipment usually 
include such factors as detection range, coverage, scan rates, noise figure 
of the receiver, range accuracy, angular accuracy, etc. The specifications 
as to the physical characteristics include the allowable size of the com- 
ponents, how the complete system will be divided into components, 
the allowable weight of each component, the total weight of the whole 
system, the size of the antenna assembly, wave length, etc. The other 
specifications include such things as the permissible power requirements, 
required allowances for interconnection to other equipment, the accepted 


Fig. 19*1.— Sample Hi)ccificationB. 

test equipment that must be used in testing, the minimum allowable 
power output, and requirements as to the ease of maintenance. The 
equipment specifications usually include waivers that nullify certain 
parts of the general specifications. For instance, requirements covering 
maximum altitude of operation for an airborne radar set, normally set 
at 50,000 ft, are waived and a new maximum altitude established if the 
radar set is not intended for high-altitude operation. The equipment 
specifications are almost always written in conjunction with the manu- 
facturing company that plans to manufacture the equipment and gen- 
erally reflect the manufacturer’s feelings about the possibility of making 
equipment to meet the military requirements. During the war prac- 
tically all of the equipment specifications were tentative; this allowed 
the manufacturers and designers considerable leeway in requesting modi- 
fications or waivers if the design turned out to be impossible or impractical. 
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The JANi specifications probably comprise the most important list 
of component specifications. They cover practically all the elements 
of interest to the circuit designer; carbon, power, wire-wound, and pre- 
cision wire-wound resistors; paper, electrolytic, mica, and mica substitute 
capacitors; transformers; inductors; impregnating materials; variable 
resistors; vacuum tubes; etc. The JAN specifications provide a very 
useful handbook of components, the prewar counterpart being the cata- 
logue information available from the manufacturers. The advantage 
of having standardized specifications is that the same characteristics are 
specified for each component and more if not all of the characteristics 
are given for each component. A group of component specifications are 
shown in Fig. 19*1. 


Table 19-1. — Range of Operating Conditions Enumkratki} in ( Jknkral 

Specifications 



Airborne equipment 

Shipborne equipment 

C! round 
tKiuipment 

Temperature 

-55° to -1-71. 1°C op- 
erative; — 55°C to 
-|-85°C nonoperative 

0 to -1-50°C interior; 
-50° to -h50°C ex- 
posed 

-40“ to ~1-70“C.J 


Relative humidity, 
% 

95 

95 

95 

Pressure 

To 3-5 in. Hg (50,000- 
ft altitude) 





Voltage fluctuation. 

Aircraft d-c supply. 
22 to 30 volts 

P r i m ary v t) 1 1 a, g e 
±10% 

Primary volinge 
1 10%, 

Vibration 

10 to 500 cps 

Max. amp 0.03 in. 

Ship: 5 to 30 (sps 

Max. amp A h‘- 
Speed craft: 10 to 300 
cps. 

5-250 ep.s 


Shock 

10 g 

100-200 g 

25--5() g 



19-2. Use of Specifications. — The general specification has a Yovy 
profound influence on design. Perhaps the greatest infiuen(‘,e is exerted 
by that part of the general specification which sets forth the extremes in 
operating variables such as temperature, humidity, and pressure. Table 
19 T shows the different expected extremes in the more important varia- 
bles for the three major classifications of radar equipment, i.e., airborne, 

^ Joint Army-Navy (JAN) specifications are the result of coordinattid effort toward 
standardization on the part of representatives from the Armed Forces, Government 
procurement and production agencies, and interested industries. 
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whipborne, and ground. Information in the general specification, as exena- 
plified in Table 19T, has the effect on the design of immediately limiting 
j,he possible circuit designs, construction techniques, and components. 

The design restrictions imposed by the general specification rarel 3 ^ 
come as a surprise to the design engineer, since considerable thought has 
usually been placed on the design problems before specifications are 
written. 

The equipment specifications determine the exact circuit design. 

It is this pai*t of the specifications which is subject to the greatest amount 
of discussion. In general, the using service tries to write the specifica- 
tions so as to squeeze the maximum possible performance out of the 
<'quipment being built, whereas the design engineer attempts to have the 
c(|uipment specifications written to give him the greatest leeway in 
circuit design. As has been pointed out in the preceding section, the 
('(luipment specifications rarely become final until the equipment is in 
production. The design stage is usually based on tentative equipment 
specifications which are constantly being changed as a result of inter- 
(‘hange of ideas and opinions between the design engineers and the pro- 
curing Services. As far as radar equipment is concerned, equipment 
specifications usually contain considerable leeway as regards per- 
formance. This arises from an inherent characteristic of all radar sets, 
that performance depends not only upon the quality of circuit design 
but also upon the quality of maintenance and skill of the operator. 

Component specifications are the designer’s building blocks in design 
just as the components themselves are the building blocks in construction. 
Usually, each of the variable conditions, specified in the general specifica- 
tions xiiuler which the over-all equipment must operate, will cause some 
variation in the characteristics of each component. The designer uses 
t,he component specifications to select the component that has variations 
under those conditions which do not limit the operation of the equip- 
ment. This is the meat of design once the general circuit has been 
evolved. It may well turn out that the general specifications influence 
l,he design to a miicli greater extent than simply determining component 
selection. For instance, for certain types of mechanical construction 
some of the possible operating conditions may be mutually exclusive to 
satisfactory operation for a7iy available component. If such a situation 
exists, it is then necessary to modify the condition that the component 
has to meet by special mechanical or electrical arrangement of the cir® 
(suit. An excellent example of this situation is the design of modulators 
used in radar systems. The practice of pressurizing such units has become 
almost uni versal. This has been necessary in order to meet the altitude 
specification and the weight specification in airborne radar systems. By 
making the modulator pressurized, the components are not subjected to 
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the low barometric pressure even though the airplane is flying at very 
high altitude; furthermore, the components are not subjected to high 
humidity conditions. 

Since there is only a small number of such tricks that can be employed 
by the designer, it is generally necessary to select components that will 
meet the general specifications. The following is an example of the 
type of information included in the component specification in the JAN 
handbook. Since large numbers of resistors are used in electronic 
equipment, a 1-megohm carbon resistor is taken as an example. 

1. Temperature coeflS.cient. A 1.0-megohm carbon resistor (at 25° C) 
may have any value between 1.0 and 1.52 megohms at ■— 55°C; 
it may have any value between 1.36 and 0.74 megohm at 105°C. 

2. Derating. A carbon resistor is expected to meet its load-life 
requirements when dissipating its full rated wattage at an ambient 
of 40°C, 50 per cent of its rated wattage at an ambient of 70°C, 
or 10 per cent of its rated wattage at an ambient of 94°C. 

3. Load life. Resistors are required to operate at their rated wattages 
at an ambient of 40°C without suffering permanent change in 
resistance of over 10 per cent. At an ambient of 85°C, this 
requirement is 200 hr. 

4. Overload. Resistors are required to stand voltages of 2.5 times 
rated continuous working voltages for 5 sec without suffering a 
permanent change in resistance over 5 per cent. This is, of course 
6.25 times the rated wattage. 

. 5. Voltage coefi&cient. A ^-watt resistor may measure 3.5 per 
cent greater at 100 volts than at 10 volts. (Hence distortion 
may be introduced with resistor dividers used with large-voltage 
waveforms.) 

6. Security of terminals. Resistor terminals are expected to with- 
stand a 5-lb pull without sustaining mechanical injury. 

7. Exposure to humidity. After an exposure to 95 per cent humidity 
at 40°C for 250 hr, the change in resistance of a resistor should 
not exceed 10 per cent. (Hence, a few per cent change is possibles 
as a consequence of a few weeks’ shelf life in humid regions.) 

Some components, principally tubes, are not available with different 
characteristics. For these components, the designer simply has to face 
*the manufacturing tolerances and design his circuit so that it will operate 
properly with either low-limit or high-limit components. An examx)le 
of this type of component is given in Table 19-2, which lists some of the 
characteristics of several common vacuum tubes. A perusal of this 
table will make it immediately obvious that one of the principal tasks 
facing the designer is the reconciliation of the wide tolerances that he 
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must expect from the vacuum tubes with the performance requirements 
set forth in the gciicrixl Bind cejuipment specifications. 

It sometimes happens that some important characteristic of a 
component is not mentioned or specified in the available component 
spt.oifications. In such a situation, it is necessary for the design engineer 
to establish, for himself the probable limits of this characteristic for 
available components and select a component that best meets his need, 
h oi instance, the JAN specifications of carbon resistors do not cover the 
variation of resistance with frequency or the amount of inductance in an 
average resistor. 


1 aiUvK IypicaIj JAN Specifications for Vacuitm Tubes 



1 Platte (HirriNit at speci- 


Transeonductance at 


Tub<5 

fietl fixed bias, iria 

% 

deviation 

fixed voltages, fj. mhos 

deviation 


Min. 

Max. 

from mean 

Min. 

Max. 

from mean 

6C4 

(5.5 

14.5 

±38 

2500 

4000 

±23 

6SJ7 

2.0 

4.0 

±33 

1325 

1975 

±20 

6SK7 

f> .5 

12.0 

±30 

1600 

2400 

±20 

6SI.7 

1 .4 

3.2 

±39 

1200 

2000 

±25 

6SN7 

5.5 

12.5 

±39 

2075 

3125 

±20 

6V(i 

3.3 

5.7 

±27 

3000 

5200 

±22 


19.3. Fundamentals of Temperature-rise Analysis. — One of the most 
serious problems that the design engineer must face is proper mechanical 
design to facilitate cooling of components. The data given in Table 
19*1 indicates that equipment built to military specifications must be 
designed to operate over very wide variations in ambient temperature. 
On the other hand, the data given in Sec. 19-2 on the performance of a 
standard resistor (component as a function of variations in ambient 
temperature point up the difficulties in designing equipment with com- 
ponents whose <*Jiara(!teristics vary so widely with changes in ambient 
temperature. Certainly for airborne equipment, the single most diffi- 
tuilt prol)lcin arises from the wide variation in pressure and temperature. 
IJie diili(;ulty usually arises from the fact that the equipment is adjusted 
under high-tcmpcirature conditions (on the ground) whereas it is expected 
to operate, without further adjustment, under low-temperature conditions 
(in the air). Although the equipment has its principal operating use 
under meuliurn- or low-temperature conditions, it must be designed so 
that it will not ‘‘burn up” when operated under high-temperature 
conditions. 

Since large temperature variations do so much to restrict the design, 
consideralikb idfort has been directed to developing efficient means of 
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cooling equipment. This section treats in an elementary fashion the 
information that the designer needs in order to plan the cooling in the 
system; basic heat transfer formulas are given, and the cooling of closed 
and open units is discussed.^ 

Correlation between calculations based on the formulas given here 
and the physical tests is good only if the physical configuration of the 
heat-dissipating object is simple. Consequently, the formulas are of 
principal advantage only in showing the basic limitations of heat transfer 
so that the physical configuration in the unit can be adjusted for maximum 
efficiency. It is almost always necessary to confirm any analysis by 
experiment. 

Basic Heat-transfer Formulas . — Heat is transferred in three familiar 
ways: conduction, radiation, and convection. Expressions are given for 
these three heat-transfer methods, more because they form the basis 
for subsequent discussion than for any use that might be made of them 
directly. 2 Only the first two are based upon physical law ; the expressions 
for convection were derived empirically. Unmodified air is assumed to 
be at 20°C, 50 per cent humidity, and standard atmospheric pressure. 

1. Conduction . — The power dissipated by conduction is 

P — AK watts, (1) 

where A is the area of the heat conducting region in square inches 
normal to the direction of heat flow, AT is the temperature differ- 
ence existing between two points d in. apart, and is a constant 
of heat conductivity which differs with the material: copper 9.0, 
iron 2.0, aluminum 3.3, carbon steel 1.1, rubber 0.004, and cloth 
or felt 0.0016. Thus for steel about 1 watt is conducted through 
1 sq. in. of contact surface for points 1 in. apart having a tempera- 
ture difference of 1°C. Note that components which are required 
to dissipate large amounts of heat should he mounted so that con- 
tinuous metallic contact is made to a large metallic suifacCj such as 
the frame. 

2. Radiation . — The power dissipated by radiation is 

P = ^7el(I~^\{Ta, + ATY - Ta^] watts/in^ (2) 

where Tais the absolute ambient temperature, AT is the temperature 
difference in degrees centigrade between the radiating body and 
the surrounding objects, and e is an emissivity constant tliat varies 

1 For analysis of complicated heat-transfer problems, volumes such as McAdams, 
Heat Transmission^ McGraw-FIill, 1942, should be consulted. 

2 These basic formulas for heat transfer were taken from Magnetic Circuits and 
Transformers by the MIT Staff in Electrical Engineering. 
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for different materials, typical values being ideal black body 1.0, 
lamp black 0.98, rough insulating materials 0.90, oxidized iron 
0.75, oxidized copper 0.65, polished aluminum 0.005, and polished 
silver (mirror), 0.0025. 

An approximate form of Eq. (2), which gives a good approxima- 
tion if NT is small, is 

P = S7el0-^HTl AT. (3) 

For an ideal black body with a temperature difference of 1° above 
its surroundings, at 50°C the power radiated is 0.005 watts per 
square inch of surface. 

3. Convection ni Still Air . — The power dissipated by convection in 
still air is 

F = O.OOKKAT)'-*'® watts/in^ (4) 

for the upper side of a horizontal surface, 

P = 0.0012(A20'-'-’ watts/in® (5) 

for a vertical surface, and 

P = 0.00()8(AT)i-2''> watts/in-' (6) 

for the bottom side of a horizontal surface, where AT is the tem- 
perature difference in degrees centigrade between the surface and 
the air about it. A 1-in. cube liaving a temperature 1°C higher 
than thc^ surrounding air loses heat by convection at the rate of 
0.0072 watt. 


Cooling a Sealed llniL—GonGViil empirical formulas relating the heat 
transfer from a heat generator inside a sealed unit to the outside atmos- 
phere are not too satisfactory, because the efficiency of heat transfer is a 


sensitive funcitioii of the g(iometrical configuration of the heat-producing 
components and thes sealed housing. The geometry to be considered 
is a heat source in air surroundcid l)y an airtight metallic container also 
in air. This treatment does not incilude conduction of heat to the wall 
of the container l)y metallic contact; the effoc.t of siudi conduction, how- 
ever, can be estimated from E(p (1). In any practical system, it is 
necessary to consider the flow of hturt from several components through 
the housing to th(^ surrounding atmosphere. 'This can be done approxi- 
mately by summing the results of calculation of the heat flow from each 
separate comi)onent. 

The basic! formula for heat transfer under the conditions specified 
above is 


P = UA AT 


watts. 


(7) 
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where C/ is a coefficient of heat flow in watts per square inch of exposed 
surface per degree centigrade, A is the exposed area in square inches, and 
AT is the temperature difference in degrees centigrade of the air inside 
and outside the container- The problem, of course, is evaluating U for 
the components under investigation. 

In a practical design U is usually the only variable; P is simply the 
total amount of power in watts generated inside the unit. The tempera- 
ture difference AT, in degrees centigrade, is the difference between the 
maximum operating ambient spSiified in the general specifications and 
the maximum operating ambient for the most sensitive component speci- 
fied in the component specifications. Tor instance, most components 
are not guaranteed by the manufacturer for operation at temperatures 
above 100°C, but most systems must operate at an ambient temperature 
of at least 70°C, so AT is usually of the order of 30°C. 

For these conditions, the heat emission by radiation can be neglected; 
and since the walls of the containers are usually thin metal, the resistance 
to the conduction of heat through the metal is negligible. The principal 
resistance to heat flow is caused by the air films on the surface of the 
component and on the surface of the housing. The value of the over-all 
coefficient of heat transmission is the sum of the resistances to its flow 
and is expressed as a conductivity by the formula 


U = 


R ,X , 
hi'^ K'^ 



( 8 ) 


where U is the over-all coefficient of heat transfer in watts per square inch 
per degree centigrade, the surface is the external surface, and the tem- 
perature is the mean temperature difference between the air inside the 
cabinet and outside the cabinet; hi is the internal film coefficient of heat 
transfer in watts per square inch per degree centigrade, the surface is the 
internal surface, and the temperature is the mean temperature difference 
between the inside air and the inside surface; ho is the external film coeffi- 
cient of heat transfer in watts per square inch per degree centigrade, the 
surface is the external surface, and the temperature is the mean tempera- 
ture difference between the outside air and the external surface ; R is the 
ratio of the external surface area to the internal surface area and multiplies 
the value of the internal film coefficient so that the outside surface may 
be used in calculations; z is the efficiency of the external surface and differs 
from one only when fins or other extended surfaces are used. The 
thickness of the wall of the cabinet in inches is represented by X, and 
K is the coefficient of heat conductivity of the material of the cabinet. 

With most metal cabinets, the term X/K is negligible, and R and z 
are unity. When this is true, Eq. (8) becomes 
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u = 



(9) 


Considerable experimental data at the Radiation Laboratory have 
established certain values of h for conditions approximating those found 
in the metal housings used in practice. For the following configurations 
and air conditions, h has the values indicated. 

1. The value of h for any surface on the inside or outside of a closed 
unit may be taken to be 
0.007 watt/in when 
there is no forced circula- 
tion. 

2. Using a No. 2, 15-watt blow- 
er-motor combination, sup- 
plying 15 cu ft of air per 
minute at a nozzle velocity 
of 3500 ft/min on the inside 
of a cylindrical container 9 in. in diameter and 15 in. long, the 
value found for hi was 0.025 watt/sq in./°C. 

3. The same blower, directing air at one end of the same unit on the 
outside, gave a value for ho of 0.015 watt/sq in./°C. 

4. With small amounts of forced convection parallel to the surface, 
h approaches 0.02 watt/sq in./°C. From this point on, the value 
increases about linearly to 0.055 watt/sq in./“C with an air 
velocity of 42 ft/sec, measured where the presence of the surface 
does not affect the velocity. A way of achieving such a flow over 
the surfaces of a unit is illustrated in Fig. 19-2. Only one of the 
walls completely encloses the unit; the others are only partial 
walls used to restrict the flow of air to a broad, flat stream. 

The figures given are approximations only; they can be reproduced 
reasonably well provid(ui the physical arrangements have the proper 
configuration. Also, the coefficients may be deceptive, since, as the 
capacity of the inside blower is increased, the additional wattage required 
for the blower motor must be added to the internal heat load. In most 
equipment, there is an optimum rate of heat transfer because increasing 
the average heat transfer may mean a greater variation of the tempera- 
tures in various parts of the container. The total heat transfer is based 
upon the mean temperature difference between the air in contact with 
the inside and outside surfaces. 

In Fig. 19-2 it is apparent that different film coefficients apply to 
different regions of the unit. The area of the surface may be divided 



Fia. 19-2. — Triple- walled container. 
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up into different regions where judgment or simple experiment (as 
studying air flow by the drift of small bits of tissue paper) indicates 
different values of h. The heat carried away from each of these regions 
is then summed. 

Cooling an Open Cabinet with Changing Air . — When it is not necessary 
to have a sealed cabinet, heat may be carried away by drawing air from 
the outside, circulating it through the cabinet, and discharging it again 
on the outside. The specific heat of air at 50 per cent relative humidity 
is 0.43 Btu/lb/°C. At 20°C and atmospheric pressure this is 0.57 watt- 
min/ft®/°C. As the relative humidity increases to 100 per cent, the 
specifi-c heat of air increases to a maximum value of 0.44 ; hence, humidity 
is neglected in the calculations. 

The heat loss is 

P = N ATV watts, (10) 

where AT is the mean temperature difference between the air entering 
the unit and the air leaving the unit in degrees centigrade, A is a coeffi- 
cient for the specific heat of air obtained by multiplying 0.57 watt- 
min/ft*/°C by the ratio of 290° A to the absolute temperature* of either 
the input or output air temperature (since the density changes with 
temperature) , and V, in cubic feet per minute, is the rate at which air is 
being exchanged through the unit. 

For positive circulation, fans or blowers must be used. The blower 
may be located at the intake, pushing the air through the cabinet; it 
may be located at the discharge; or two blowers may be used. Theo- 
retically, it is more efficient to have the blower handle the coolest air. 
Owing to interferences that cause eddy currents, however, a better cir- 
culation may be obtained by exliausting the warmer air. As a general 
rule, the path of the air stream should be vertically upward to obtain thci 
benefit of the gravity circulation; ducts or baffles are useful in obtaining 
adequate circulation. Blowers, turned by a motor of given rating, are 
rated for certain air volumes which remain independent of small back 
pressures that are obtained as air is blown through the unit. 

The incorporation of filters into the intake port is common practice 
when the equipment is to be used in dusty atmospheres. A typical filter 
is about |r in. thick and made up of many layers of fine metal screening- 
covered with oil. Such filters have a recommended capacity of about 
2 cu ft of air per minute per square inch. The resistance of the filters 
to the flow of air constitutes practically all of the resistance to air flow 
in the unit. Consequently, it is necessary to know the filter-pressure 
air- velocity characteristics before the proper blower and motor can be 
determined. 

Although the total amount of heat being removed from the unit can 
be determined by measuring the temperature difference at the input and 
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exhaust ports, separate experiments are necessary to determine whether 
01 not hot spots exist in the unit. It is often possible to equalize the 
tempeiaturc inside the unit by appropriate use of baffles; however, it is 
oc‘-easionally necessary to use separate small blowers directing air upon the 
liot coinponents. J he same principles are involved in cooling a separate 
(H)raponent as in cooling a complete unit. 

If the heat dissipated inside the unit is not too great, gravity cooling 
may l)e employed. This has the obvious advantage of requiring no 
tans which are, themselves, a source of maintenance trouble. The 
temperature rise can be calculated using Eqs. (7) and (8) and using 
the value tor I given for natural convection. The use of louvers and 


slots reduces the temperature rise to about two-thirds the value calcu- 
lated from Eqs. (7) and (8). 

Testing Procedures . — As previously indicated, it is very difficult to 
predict accurately tlie temperature rise either in the unit as a whole or 
in any particular section. As a result, heat runs and tests are necessary 
to determiiu^ the exact performance. The most satisfactory method of 
testing is l)y the use of thermocouples. By using several thermocouples 
conruudxMl througli a multiple selector switch, it is possible to measure the 
temj)eraturc^ variations within the unit during one heat run. Techniques 
that are less accurate but often useful employ the use of crayons, paints, 
and pills that change c.()lor as a function of temperature. These tech- 
ni(iiu‘S ar<^ ])a,rtic.ularly valuable during the trial-and-error stage of 
adjusting mctchanical baffles to eliminate hot spots on a chassis. 

In scd.ting up t(‘sts, several factors affect the relation between the 
teat results and a(d,ual operation. 

1. For a giv(ni power input and c.ooling arrangement, the temperature 
rise al)ove ambient varies directly with the ambient. Over an 
ambient rang(‘ of 10° to 50°C the rise above ambient increases 
approximately 10 p(;r cent. (This is due to the change in the 
density of the air.) 

2. ''Pype tests of (H)mplete sets under specified low and high ambient 
conditions recpiire large test chambers, in which a high rate of 
air (urculuition must be maintained in order to maintain the required 
temperatun^ and humidity conditions. This means that the heat 
dissii)ation will l>e greater than in still air conditions. 

3. When tlu^ (jooling air is supplied to airborne equipment by air- 
scoops, f,h<i decrease in density due to altitude is offset by the 
decirease in ambient up to 40,000 ft. Such equipment must be 
supplied witli auxiliary cooling, however, for ground operation. 


19-4. Lightweight Apparatus. — During the war, considerable effort 
was placed on the, development of lightweight apparatus. The develop- 
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ment was carried out at considerable cost in engineering and design time 
both on the part of system design engineers and on the part of the com- 
ponents manufacturers. The emphasis for lightweight construction and 
design was originally placed on equipment to be used by the Air Forces. 
It later became apparent that all electronic equipment should be light- 
weight, since its utility is greatly enhanced if it is air-transportable. 

The importance of saving a few pounds in the design of an equipment 
cannot he overlooked. For instance, it is estimated that a saving of 
1 lb in the net weight of a commercial aircraft is worth approximately 
S2000 to the air lines during the life of the aircraft. Stated another 
way, if enough weight and space can be saved by proper design of equip- 
ment so that an additional seat can be added to a commercial aircraft, 
the saving is worth roughly $38,000 to the air line. 

By directing so much attention to the problem, great strides have been 
made in reducing the weight of electronic equipment. This has been 
accomplished by coordinated effort on the part of the design engineers 
and on the part of the designers and manufacturers of components. 

One of the most serious limitations to lightweight construction is the 
inherent ruggedness of the equipment as required by military specifica- 
tions. Early experience showed, unfortunately, that breakage is one of 
the most serious problems connected with supplying combat units. As 
a result of this experience, military specifications now require that the 
equipment be very rugged. In the postwar development of commercial 
applications many of these specifications can be ignored because the 
equipment will be handled more carefully; nevertheless, war-learned 
lessons in building electronic equipment for rough treatment should not 
be quickly forgotten. 

19-5. Minimum-weight Design. — The comments that follow are 
concerned with weight savings by proper circuit design; a later section 
contains information on weight-saving by construction techniques. The 
discussion presumes that the basic circuits have been satisfactorily 
worked out. The circuit components and considerations that hold the 
most promise for weight-saving are power consumption, power supply, 
tube selection, tube operating conditions, and component selection. 
Obviously these are related, but a detailed consideration of each points 
out the salient factors to be investigated. 

Power Consumption . — It is often the case that component size is 
determined by the total amount of power consumed rather than the 
'‘compressibility’^ of the circuit. This is so because the power generated 
in the unit must be dissipated to prevent the components from operating 
at excessive temperatures. The four principal sources of heat in a 
vacuum-tube circuit are tube filament, plate dissipation, load dissipation, 
and voltage divider dissipation. These sources of heat can be either 
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eliminated or cut to the minimum. It is usually desirable to determine 
the minimum plate voltage supply for each tube. It will often happen 
that enough tubes operate at the same voltage to warrant a special voltage 
supply . Cathode followers, input amplifiers, and other power-consuming 
circuits that do not contribute materially to the circuit operation are 
eliminated if at all possible. This can often be done by minor rearrange- 
ment in the circuit and by careful proportioning of the circuit into the 
various major units. 

Wherever possible, tubes are eliminated, and those which are used 
are chosen for low heater power. For instance, diodes can sometimes 
be replaced by crystal or electrolytic detectors. The use of double 
tubes generally results in less power dissipation than the use of single 
tubes. 

Ri'gidated voltage is always costly in terms of transformer and filter 
weight and size; consequently, each circuit is analyzed to determine 
the exact amount of regulation required. Considerable power is saved 
if circuits that do not require regulation are not run on the regulated 
power supply. 

Power Supplies . — 1 1 is often the case that the heaviest component in a 
unit is tlu' power transformer. Maximum design eSiciency is achieved 
only by (lareful analysis of the transformer requirements and by design- 
ing a special transformer to meet those requirements. As indicated 
above, taps on the transformer can be used to supply medium voltage 
buses, thus eliminating the necessity of dropping resistors from a high- 
voltage bus. '^I'his is particularly applicable to circuits that use many 
pentodes, sine-e tlie screen potential is usually constant. Supplying 
the s(!reen voltage by means of a separate voltage bus eliminates the 
power loss in a dropping resistor and, being low impedance, reduces the 
number of scoxicn bypass condensers required. For many applications 
it is possible to use the primary voltage supplied without passing it 
through a tr-ansformer. For instance, for electronic equipment designed 
to operate in aircraft, considcn*al)le saving is effected by running the 
filanu'nts in sfu-ies i)arall(d from f,h(^ 28-volt d-c bus. If filament sta- 
bilization is nupiired, nonlinear series elements can be incorporated into 
the (sircuit without laMpiiring the transformers to supidy the wasted 
powiu-. For some applications, the use of a dynamotor to supply the 
high voltages is more*, efficient than converting direct to alternating cur- 
rent in a. rotary converter and stepping up thc^ voltage in a power trans- 
former and re(“.tifi(‘r (urcuit. 

Component Selection . — Volume 17 contains desc.riptions and illustra- 
tions of most of thci important components that have been developed 
during the last three or four years. In almost every case, the component 
has he(m reduced in size and weight, and the reliability has been improved. 
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Compoiient size affects the final weight of a unit in ways that are not 
immediately obvious. 

In most cases, the reduced size and weight have been effected by the 
development of new insulating materials and sealing compounds (for 
transformers and condensers) and by ignoring preconceived ideas of size 
(miniature and subminiature tubes). As indicated above, the develop- 
ment of these smaller and lighter components has been very costly, but 
some of the cost has been amortized so that the components are now 
available for commercial use at more reasonable prices. 



Fig. 19-3. — Typical work space. 


19*6. The Design Process. — There is no guaranteed formula for 
generating new ideas, and this chapter does not purport to give one. It is 
assumed that the designer of new equipment has the necessary creative 
ability. This section gives some of the design techniques that the authors 
have found to be useful. 

Figure 19-3 shows a typical work space assigned to a circuit designer, 
and Figs. 19-4 and 19-5 show typical examples of electrical mockup 
chassis (ignominiously called “breadboards”)- Results are produced 
only when such physical arrangements are augmented by skilled sjoecial- 
ists. Such personnel are not included in the list of illustrations, but 
they rank far above physical arrangements in importance. 

The design process outlined in this section is idealized for the sake 
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Fig. 19'4. — Metal electrical mockup chassBis, 
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of generality. It assumes that the design engineer has at hand all of 
the information discussed in the preceding sections and has the physical 
facilities and supporting personnel necessary to carry out the separate 
steps. Each step in the design process is indicated by a numbered 
paragraph. It is probably fair to say that no system or part of a system 
has ever been designed by the process outlined below. The urgency of 
war often established a time schedule that was incompatible with carrying 
out the complete process. Experience has shown, however, that while 
some of the steps may be combined, none of them can be omitted without 
risk of unfortunate results. 

The problem that is considered is the design of a functional part of a 
complete system, such as a modulator, synchronizer, or range unit of a 
complete radar system. For very complex systems, the responsibility 
of design may be subdivided even further; this requires greater coordina- 
tion among the designers working on each separate part. 

1. The first step is to make a block diagram of the complete system 
to be designed. Such diagrams are very important so that each designer 
working on the individual units knows exactly how his unit fits into the 
whole system. Usually, the system is broken down into functional 
units; but as the units are designed, minor changes may be made. One 
of the most important benefits of a system block diagram is to specify 
the various inputs and outputs of each block to enable the designer of 
each block to know what he has in the way of inputs and what he has 
to supply in the way of outputs. The process of writing down the inputs 
and outputs of each block usually points up places where over-all effi- 
ciency can be improved by not following strictly functional subdivisions. 
For example, a functional division of a radar system that includes a 
receiver and a range unit would put the receiver in one unit and the 
range unit in another. It is generally more efficient, however, to j^iit the 
final video stages of the receiver in the range unit, thus allowing inter- 
connection between the receiver and the range unit at low level. This 
results in considerable saving of power. 

2. After the complete system is broken down into blocks, the design 
engineer in charge of developing a particular block makes a block dia- 
gram of his unit. In this breakdown, the complex unit is divided into 
convenient components each of the same order of complexity which, in 
turn, may be broken down into single-function circuits that initiate or 
operate upon w'aveforms. The purpose of the block diagram is to organ- 
ize the job and to clarify the relationship that exists among different 
parts of the circuit. Waveforms, voltage levels, impedance levels, and 
timing diagrams clarify the unit whenever they are known. 

3. Having specified the complete functions and known operating 
conditions of each block, the designer fills in the blocks with circuit dia- 
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grams. This is usually done by one of two methods or a combination 
of two methods. In breaking down the unit into functional circuits, 
the designer makes use ot his previous experience and knowledge of the 
field of electronic design ; conseciuently, many of the blocks can be filled 
in by circuits with whicai the designer has had previous experience. 
The circuits will rarely be in a finished form, since they have not been 
previously applied to the particular application that the designer faces. 
Previously developed circuits, however, are an excellent start toward 
filling out the complete unit. The second method is based upon the 
designer’s fundamental knowledge of the operation of vacuum tubes and 
electronic components. Knowing how tliese components behave and 
knowing what the circuit is supposed to do enable the designer to lay 
out a rough circuit diagram. At this point in the design, the unit con- 
sists of circuits w'hose general i)erformance is known but that have never 
been tried in the i)articular application and circuits that have been 
invented on the basis of knowiedge of tlie desired functional performance. 
The former, having been previously tested, have their principal constants 
already fixed, whereas the latter nuist have the constants determined. 

4. A theoretical analysis of the circuit is useful at this point. This 
consists of reviewing the development of the proved circuit to establish 
a firm basis for t,he minor adjustrncmts called for. An independent analy- 
sis is ma(l(' of the lu^w cijxuiits f.o establish tlu' i)i'obal)le range of circuit 
constants and the tlu'orcdh^al i>erformanc(v Sucli analysis usually points 
to alt('rna.tive methods of ix'rforming somc^ of tli(^ functions and is used 
as a basis for ex|)eri mental h'sts whi(‘h follow. 

5. Sinc.e tlu^ usual assumptions nuide in tlu'or('tic;al circuit analysis 
arc (piite ))road, (^xperinKmlal c.luu'iks are mua^ssary. Often the designer 
will interrui)t analysis to build a e.ircuiit and test it. On the other hand, 
when an experimental circuit exhilnts unex})ected characteristics, the 
desigiKu- usually revcu-ts to analysis for exifianation of the phenomena. 
In any case, experimental <;he(‘,ks of th(^ various circuits are necessary. 
This phase of d('sign is very important, as it is a. liasis for the. establish- 
ment of the variabh' {)aram<‘t(‘rs in tlie circ.iiit. As a rule, the circuits 
are tc^sted in as snuUl units a, s possil)U> f.o ixhIucc^ tlu^ number of parameters 
and to facilitate a d(‘taih'd examination of eae.h i)aramet('r. 

(). After thcj i)aram(4(>rs and operaf.ing (umditions of the new cir- 
cuits liav(' IxH'n sat.isfactorily (‘Ktablislu'd and tlu^ old circmits have been 
rework(‘d to fit into t.lu' r(‘st of th(‘ d(‘sign, t.lu; (a)m))lete unit is wired up 
on an (4ta*,trie.al nuxdcup chassis, linforcsscxm difficuH.ies usually arise 
when th('! whole unit (less pow(U- sui)i)ly) is f ried out for tlu', first time. 
It is generally nec(^ssary to change some', of (lic^ e,onsl.ants and perhaps 
even add new ehnnents. Simx* fhe unit in lliis stiigc^ of dewedopment 
has little physical res(vml)!a.n(u‘ f.o tlie final nnit, many important char- 
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acteristics cannot be tested. If the initial checks indi(*ate that general 
operation is satisfactory, the remaining steps in the design pixx^ess can 
be undertaken. If the unit as a whole does not check satisiactoriiy, 
then it is necessary to repeat some of the steps already (.larried out. 

Developing a circuit up to this point is often considerc>d the principal 
problem; certainly it is the most interesting to the designer- Satis- 
factory operation on an electrical mockup chassis, however, does not 
preclude unsatisfactory operation of the finished product. Tt is very 
important that the remaining steps in the design process be faithfully 
followed. 

7. The next step in the design process is to test the whoki unit to 
establish the power requirements, the required voltage stability, and the 
heat dissipation, and to find circuit elements critical to physicail con- 
figurations. In general, the initial determination of these charactcu*- 
istics will be very disappointing, and it then becomes tlu'; job of the 
designer to work over the circuit to establish efficient conditions for 
each of these variables. As was pointed out in Secs. 19-4 and 19*5, thc‘ 
weight of the unit is closely allied to the amount of power tluit it con- 
sumes. The power requirements must therefore be cut to tlu‘ minimum. 

Manufacturing difficulty is closely allied to the tok'ra.iux's rcHiuired 
in the components. Operating stability is closely allied to com[)onent 
tolerances and optimum subassembly design; stal)ility <uin usually h(‘ 
achieved by using precision components or by matching components. 
In many instances it is better, from the manufacturing |)(>int of view, 
to match components in a compact subassembly design than it is to luse 
precision components. Such techniques also increases tlu^ st'rvic.cuibility 
of the equipment by making possible easy and rapid changing of sub- 
assembly units. 

As pointed out in Secs. 19-4 and 19-5, considerable saving in wx'ight is 
accomplished by reducing the requirements on voltag<' sl-ability. Regu- 
lated power supplies are necessarily less efficient and heavier- t han unregu- 
lated power supplies. A careful test of the required voltage stability 
permits the power supply to be regulated no better than is nect^ssary, 
to avoid unnecessary weight. 

8. The information gained in these tests is coalescxxl with a gtmtu'ul 
circuit review to check for wasted power, unnecessary tubt‘s and com- 
ponents, proper interconnection to other units; to d(^sign the; {)o\vi‘r 
supply and subassemblies; to decide on a satisfactory mtdliod for t(‘sting;, 
maintenance, and calibration; and to make up a tent.ativc^ pa,rts list! 
Best results are usually obtained by working on these probkans coruuir- 
rently. Some of these considerations receive more emphasis than otlu'rs, 
depending upon the use to which the equipment is to ))e put. For 
airborne equipment, particular emphasis is put on rediuring v.C'ight and 
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volume; for other applications, these characteristics assume less impor- 
tance. As work progresses on this step, the various subassembly designs 
are labricated so that the ettect on the other characteristics can be checked 
by test. 

It is very important at this stage of development that the design 
engineer decide definitely ho\v the equipment is to be tested, maintained, 
and calibrated. Having been in the process of testing the unit himself, 
he is in an excellent position to determine which test points are most 
important, which adjustments are critical, and what criteria will be used 
in making the adjustments. Questions such as these must be answered 
before the design reaches prototype stage so that proper cognizance can 
be taken of them in the mechanical layout of the prototype models. 

It is likewise important that the design engineer make absolutely 
sure that the unit will operate properly with the rest of the units of 
the system. In many instances it is necessary for him to assist in the 
testing of the other units (which are presumably in the same stage of 
development) and to invite the design engineers of the other units to 
test his own. Only by close collaboration at this stage of development 
can the final product be assured reasonable chances of success. In 
some instances, it may be necessary to make a combined test of several 
units in a system before they pass out of the experimental-chassis design 
stage. This is usually undertaken only if it is more efficient than making 
a precise measurement on the charactcuistics of each unit. 

9. After tlui efficicmcy and reliability of the circuits have been estab- 
lished, prototype model construction can proceed. If the prototype 
mod(‘l is to be of any value to the manufacturer, it must contain the 
sam(‘ c.ompommts that the engineer rec-ommends be used in the final 
])r’odiKd;. Hence, it is very important that he check the availability 
of the (iomporumts which he recommends and satisfy himself that the 
unit will pass all of the tests when the recommended components ar(> 
used. It is also advisable that the designer consult the production 
engineers who will have charge of producing the unit. This enables him 
to rectify c,onfli(‘.ting vicnvs and e.stablish the necessity of following the 
dcisign {)rinci{)les that he recommends. 

10. After tlie prototype imxhil is constructed, it is subject(vl to sever" 
tc^sting. “^Iliis st('p is the final kiboratory proof of the design. If the 
model rc^sponds satislac.torily to these t(^sts, it is considcu’cd to be ready 
for inciorporat.ion into tln^ system and tested as a component part of the 
system. 

If tlu' (k'sign procHiss has been c.arefully followed, lorototype model 
tests do not sliow many uiiex|)ected characteristics. It rarely happens, 
howevc'r, that, a prototype' bcdiaves exactly as expe(*,t(Hl, and it is usually 
necessary to make minor rt'visimis in the circuit and in thc' physical 
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layout. If the necessary revisions are minor, they can usually be accom- 
plished on the prototype model vdthout retracing the earlier design steps 
and building a new model. 

Table 19-3 gives the design process in outline form; thc^ numbered 
steps correspond to the discussion. 

Table 19-3. — Steps m tice Design Process 

1. Block diagram of complete system 

2. Block diagram of unit 

3. Fill in blocks with old and invented circuits 

4. Theoretical analysis of invented circuits 

6. Experimental checks of separate circuits 

6. Experimental checks of complete circuit 

7. ‘ Experimental tests to determine: 

а. Power i-equireinents 

б. Component tolerances 

c. Operating stability 

d. Required voltage stability 

e. Heat dissipation 

/. Breakdown into electrical subassemblies 

8. Circuit review to; 

а. Check for wasted power 

б. Check for unnecessary tubes 

c. Check proper interconnections to other units 

d. Design power supply 

e. Design subassemblies 

/. Decide on method of testing, maintenance, and calibration 

g. Establish final tentative parts list 

9. Prototype model construction 

10. Prototype model tests 

Table 19-4 is a list of phrases that have meaning to the elect ronie. 
apparatus designer. Mechanical engineers have fn^quently used a list 
of words, such as lubrication, life, vibration, etc., to remind them of 
design details. The list in Table 19-4 is for the same purpose applied 
to electronic design. 

19 * 7 . Construction. Practices for Laboratory Equipment. — The term 
'Taboratory equipment” implies small numbers of equipment fabricated 
from readily available or handmade parts, used and maintained by tech- 
nically trained personnel, and operated under reasonably (Constant 
temperature and humidity conditions. It also implies that weight and 
size are of secondary importance. Such equipment is cliaractcrized hy a 
multiplicity of adjustments, selected components, open construction, and 
very high performance. 

Equipment for military or commercial use implies large numbers of 
equipment, utilizing special parts and tooling, used and maintained by 
average personnel under widely variable conditions. Properly designed 
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Fig. 19-6. — Example of construction of laboratory equipment using bathtub rack pa-nol. 
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and constructed equipments of this nature are characterized by few 
adjustments, standard components, compact construction, ruggedness, 
imrtability, and guaranteed minimum performance. 

Ol)vit)usly, these differences between laboratory and commercial 
(Hluipnnmts ha.v<' ti jn-otoimd influence on construction practices. Per- 
haps the gr(aif.(‘st difference stems from the fact that laboratory equip- 



I'tii. U)-7. I'^xjuiiph' of coUMt ruction for laboratory oquipmont with ladder mounting of 

components. 


nnmt, is gt'ucn-ally (construct, ( kI by persons qualified to follow circuit 
(iiagrains. dliis usually means that the only drawing that need be 
madt' for laboratory tMiuiptmuit is the circuit diagram. On the other 
hand, prodmd.ion <‘{iuipments are constructed by persons who neither 
s(‘e nor liav(^ to und(‘rstand circuit diagrams. At first glance it might 
setun that whni is good practical for one is good practice for the other, 
but this is not tinu'. If only small numbers of eciuipraents are to be 
l>uilt', it' is ('e()n<»ini(‘a.lly more efficient to liire a more highly skilled work- 
man to build th(‘ units from a Orcuit diagram. If large numbers are to 
be built, h<}\v(‘V(‘r, it. is (‘conomically more efficient to spend considerably 
rnoiH' time: and engiiuuM’ing effort in planning the construction so that 
it (am l)(‘ ea rritnl out by unskilled personnel. 
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Improvisations are the general rule in laboratory equipment, and the 
construction is always carried out with flexibility in mind. Laboratory 
equipment is usually constructed by making maximum use of point-to- 
point wiring augmented by standard terminal strips. Extra space, 
unused solder lugs, multiple tie points, etc., are desirable in laboi-atory 
equipment. Such haywire’’ techniques have no place in commercial 
production, as they only add confusion in the assembly process. 
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Fig. 19-8. — Example of oonstmction for laboratory cqviipment. 

Many laboratory eciuipments never get beyond the electrical mockup 
stage illustrated in Figs. 19-6 and 19*7, which, after all, are pca-fectly 
usable forms. Generally, however, laboratory equipment is ca,rried at 
least one step further, and the circuit is incorporated in a semipeT-manent 
fashion on a chassis. Figure 19*8 illustrates laboratory construction. 

19-8. Construction Practice for Commercial Equipment. — This sec- 
tion is intended to correlate and augment the various comments that 
have been made on the design and construction of commercial equip- 
ment.^ 


1 The term "commercial equipment” is intended to cover both iiHlustrinl a,nd 
military applications. Construction practices for industrial and military applic*ation.s 
differ mainly in the rigidity of the specifications; the general filatures of di^sign and (con- 
struction are the same. The term "commercial equipment” do(\s not include: equip- 
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Since electronic equipment is being considered, the fundamental 
requirement for construction practices is that the electrical circuit will 
operate satisfactorily. This may or may not be a serious limitation on 
the method of construction ; it depends upon the units under considera- 
tion and whether or not the requirements for a satisfactory electrical 
operation are in conflict with some of the other requirements listed below. 
For many applications, especially where the circuit contains high fre- 
quencies, high voltage, high-gain amplifiers, etc., the physical configura- 
tion of the circuit is important. In designing the layout it is necessary 
to consider cabling losses ; distiibuted capacity ; distributed inductances ; 
electrostatic, electromagnetic, and microphonic pickup; etc. In many 
instances, it is impossible to take proper cognizance of all of these varia- 
bles, and, as a result, prototype models invariably require a certain 
amount of reworking. During the carrying out of Steps 7 and 8 of the 
design process, however, it is possible to discover which circuits are 
critical, and priority of space, location, and attention is given to them in 
the model construcstion. Circuit operation can almost always be 
improved by dividing the unit into separate subassemblies. This does 
not mean subassembly in the sense that the tubes and heavy components 
are mounted on a chassis while the light components are mounted on 


removable terminal strips. Wlmt is meant here is the division of the 
circuit into separate rmushanical subunits that when fastened together 
on a framework form the (vomphd.e unit. This type of construction has 
found considerable ajjplication in lightweight eciuipment l)ecause it is 
more economical from the standpoint of si)ace and weight. However, 
it has a distinct advantage; as rc'gjirds opei-ating reliability as well, whicli 
is the point that is stressc'd ht;r<^ 

The second major (;onsid(n-ation is t.hat the mechanical construction 
be sound. The unit must be mechanically rigid e.nougli to withstand 
the knocks of normal handling and shipping. It has Ixurn found through 
experience tha.t fenv units fa.il t.o pass vil)ration t.e:sts if th(\y arc': mechan- 
ically rugged enough to witlist.and ordinary shij)nx(uit! Ade(|uat(^ 
mechanical construction ai)pli(w a, Iso to protc'C'.tion of knol)s, dials, switch 
handles, cathode-ray tubc^ fa-ews, a,nd other parts of tlu^ unit that are 
mounted extcu'nal to tlu^ (chassis. Locking (huuc.c^s are employed to 
protect moving part.s from a,c,cid('ntnl moveunemt. Such deviec^s are 
used to sec.iire large tulx'.s, tuning dials, scu'cnvdriver potentiometer 
adjustments, etc. 

One phas(i of Step 8 in t.h<' d(‘sign proc.(‘ss is t he <l(d.(n‘mination of the 


ment for privat.c uho, such !i,s hoiiM‘ rn<lio rcccivi-rs. Because; of the; highly competitm' 
nature of the held of hoiiu; a|)plian(‘<;s, the <ion st.ru c.tion jn-actic.cis (aiiploy<Hl in man\i- 
facturing them are uec(*ssarily raduailly dilTorent from tliow! etnployed in manu- 
facturing etpiipnu'nt for military and imlnsl.rial uhch. 
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best method of testing, maintenance, and calibration. These considera- 
tions are vital to the proper operation of any unit; hence, the construc- 
tion must take them into proper account. The process of testing and 
calibrating usually requires the measurement of certain voltages, cur- 
rents, waveforms, etc., and the designer takes proper account of this 
requirement by marking the critical test points. Proper construction 
facilitates access to these test points, bringing them to one test panel 
if possible. Testing and calibration is greatly facilitated if all of the 



Fig. 19'9. — Typical component strip subaBsemhlieH. 


test points and all of the calibration controls are locatcal togCitlKU* and 
are easily accessible. 

The quality of maintenance that is performed on any unit is greatly 
influenced by the ease with which the maintenance can be carrical out. 
The general principles to be observed in constructing a unit for (uiso of 
maintenance are as follows! The maintenance should lie jxa'foruK'd from 
the operator’s position, i.e., the unit should come apart from the front; 
maintenance must be possible without turning oft the unit, dis(*.onnc'(vtinjg 
cables, etc.; maintenance must be possible Avith the sirnplc^st of toots; 
any tool other than a straight screwdriver and a crescuuit wrtuieh is 
considered special by the average maintenance man. 'Tlie us(‘ of snai) 
nuts, cowl fasteners, captive bolts, riveted nuts, wing and thuinl) nui.s, 

fle^dble couplings, etc., greatly facilitates access t<j maintcnaiua’: and 
calibration points. 
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Piovision must be made for adequate cooling and protection against 
mokture, dust, vibration, and shock. Manufacture is facilitated by 
dividing the construction into a multiplicity of separate operations. 
Special component strips, illustrated in Fig. 19-9, permit independent 
fabrication of many subassemblies. ^ Maximum use of mechanical sub- 
assemblies is discussed in later sections; however, some mechanical sub- 
assemblies are necessary in almost every unit. Figure 19*10 is a 30-mega- 
cycle if receiver strip with approximately 20-db gain per stage. It is 
virtually impossible to olrtain satisfactory operation of such units by 
any other* method than point-to-point wiring as illustrated in the figure. 


Ftg, lO’tO. — Iladar receiver Htrip, a typical ttie(dianical BiibaaBeinbly. 

Such units nMiuire consideral)l(‘ (^are to provide proper shielding and hence 
are nearly always construc.trMl on nuichanical subassemblies which are in 
turn mounted to the major units in whic.h the circuit operates. 

This sc'ction would not Ix': (^omirlcte without some discussion of the 
relative merit>s of opr^n and closed units, hlxamphis of open-unit con- 
struction shown in Idgs. 19*11 and 19*12. In operation, of course, 
these unit;s arr; (arvei-ed with thin metal dust covers. In this type of 
construction each compoiumt is either hei*metically sealed or constructed 
to witlistand the (^xpec.t(;<l opei*at;ing conditions. Figure 19*13 illustrates 
closed-unit construction. In this examph^ the complete unit is enclosed 
in a pressure tight duimlx'r, and hemu* the individual components need 
not be constructed t.o withstand th('( full variation of optwating conditions. 

CdoscMl-unit c:<)nst ruction finds its gnuitest application in airborne 

1 Army Air I''<»rc<^ .Sp(‘c.ifi(^ati(>n A11L-102-A, Navy BpcMllu^ation Rl<]-13-A-564, and 
Civil Aeronautics Authority Miinual Hi contain miuli valual)le iiiforruat.ion on the 
best way of handling eoinponent strips, wiring hanu'SW'H, tie points, etc. 
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systems that are expected to operate satisfactorily at very high altitudes. 
Such construction generally results in considerable saving of weight 



Fig. 19-11. — Bombing radar range units, top view. Example of open construction. 

and space, in spite of the added weight of the pressure chamber. How- 
ever, units that are constructed in this manner are generally more difficult 
to service because of the necessity for breaking the pressure seal to get 
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to test and calibration points. Problems of heat dissipation become 
quite severe for closed-unit construction and may require both internal 
and external blowers. 
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60^ 

open-unit construction more and more practical in comparison with, 
closed-unit construction. To some extent these improvements in com- 
ponent construction are offset by continuing improvements in aircraft 
design which enable them to operate at greater altitudes. In all proba- 
bility, closed-unit construction will continue to be preferred for modu- 
lators, r-f generators (in the microwave range), high-voltage sources, 
and other special units for airborne use. 



Fig. 19-13.^ — Example of closed-unit construction. Cover not shown. 


19*9. Mechanical Assemblies in Electronic Apparatus. 1 — It is impossi- 
ble for the designer, whether physicist or electrical engineer, to escape 
the mechanical aspect in the design and construction of electronic 
equipment. Mechanical responsibility in design encompasses the prac- 
tical geometry of the device, the correct choice of materials, finishes, 
lubrication, cooling facilities, etc. The parts to be fabricated are designed 
so that they may be made with the available facilities, and a complete set 
of prints is prepared. Fundamentally, all electronic equipment is 
mechanical. Since this phase of production is so important, it is advis- 
able for the designer to enlist the aid of a mechanical engineer and assign 
to him the mechanical aspects of the design process. 

1 Sections and 19-9 and 19-00 are by A. C. Hughes, Jr., and J. V. Holdam, Jr. 


Sec. 19 * 9 ] 


MECHANICAL ASSEMBLIES 


699 


Mechanical assemblies are divided into several classes on the basis 
of the type of engineering effort necessary to produce each. Components, 
such as resistors, condensers, etc., are mechanical assemblies; their 
mechanical characteristics are given in the component specification. 
The machinery for making components is another class. The develop- 
ment of such machinery may be necessary if the design emplo 3 )'s a new or 
specially built component. Housings, holders, brackets, connectors, 
tube sockets and clamps, chassis decks, front panels, terminal strips, etc., 
form a third class and are generally available from commercial manu- 
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factur<‘rs in an ad(‘(niaie mechanical design. However, when space and 
weight are critical, it is usiudly necessary to make special designs of 
soiTH^ ittmis in t his c,li»,ss. filu' fourth iind imtst important class is assem- 
blies witli moving part.s. This (thtss is further divided into electrical 
and mechanical ass<'ml>li(*s. For e.xainph^ {lot.tmtiometers, variable 
resist.ors and condmism's, motors and gemtrat.ors, reltiys, magnetic clutches, 
synchros, and switches a.r(' ('lect.rical; diid ami count, (u- mechan isms, hand- 
operated gear irtiins, st'rvortn/ehanism gear t, rains, mechanical computer 
elements, and drive': meclianisms tire nu'chanical. 

The design of nuv’hanieal tisseml)li(‘s is earried out in the same sequence 
as the design of the (dectrical circuits, fi^hc first six steps given in the 
design proc('ss in Sec. H)-() a{)ply almost directly to mechanical design; 
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Steps 7 and 8 may apply only partially; and Steps 9 and 10 apply directly. 
In general, the mechanical design lags the electrical design because of the 
greater time required to try out new ideas. Also, the expense of making 
mistakes in the mechanical design is greater because of the shop time that 
is wasted. When the mechanical characteristics cannot be synthesized, 
the early stages of electrical design include some mechanical assemblies; 
but they are fabricated in very crude style. The counteipart of the 
electrical mockups used in the early electrical design is the mechanical 
breadboard; a part of Vol. 17 of this series is devoted to the use of mechan- 
ical breadboards. 

The successful completion of the first six steps in the design process 
supplies sufficient information on the mechanical requirements of the 
unit to finish the mechanical design. If the mechanical assemblies are 
at all complicated, it is advisable to make a mechanical schematic; draw- 
ing on which are specified the various electrical and mechanical inputs, 
the gear ratios, shaft speeds, etc. Figure 19-14 is an example of this 
kind of schematic diagram. 

The construction details are determined by consideration of the power 
and torque requirements of the assembly and the conditions under which 
the equipment must work, etc. This phase of the design is straight 
mechanical engineering and is adequately covered by currcmt engineering 
literature. 

19*10. Lightweight Construction. — The general circuit design con- 
siderations that require emphasis when the design and construction o^* 
a unit is to result in minimum weight and space have been j>a,rtially 
covered in Sec. 19-9. This section deals with the problem from the 
standpoint of construction and points out the steps in the design process 
(Sec. 19-6) where an effort toward lightweight design and construction 
is most rewarding. 

Presumably, the desire for lightweight construction is known from 
the outset, and a great deal of progress is made in Steps 1 and 2 of the 
design process. During the system and unit block diagram stages, it is 
advantageous to consider the pros and cons of unit size, cabling, powta- 
supply, and power dissipation. 

Equipment serviceability, a very important characteristic, gets pro- 
gressively poorer as the units are combined into larger units. Also, 
large units cannot be so advantageously located as small ones, since they 
require special mounting provisions. This often tends to count(;r-bai- 
ance the reduced inter-unit cabling by requiring even longer cabk; runs 
between the units that are used. 

For a general case these arguments can be summed up as follows. 
The total weight and volume of a system become progressively smaller 
as the units are combined into larger and less numerous units. l'’he 
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serviceability and flexibility of location tend to become poorer as the units 
are combined into larger and less numerous units. The compromise 
that is reached in any particular system depends on the system itself 
and on the application for which it is designed. There is usually a best 
compromise for each system, however, and reaching it requires a thorough 
analysis of the variables. 

The next phases in the design process that require particular emphasis 
in lightweight design are Steps 7, 8, and 9. During the experimental 
tests and general circuit review, particular emphasis is placed on reducing 
the total amount of power that is consumed by the unit. Operation of 
the tubes at the minimum possible plate voltage and the selection of 
tubes for low heater dissipation have already been mentioned. There 



arc at Ic^ast two other methods by which the total power consumption 
may be rculucuKl. In amplifier circuits whei-e it is necessary to maintain 
a definite j)ass l)and, the value of the plate resistors is usually dtitermined 
by strjiy c-apatvity of the load and the shunt capacity of the tul>es. By 
em|)loying ctonstruction techniciues that minimize unwanted capacity 
and by selcnsting amplifier tubes for minimum sh\mt capacity, the pass 
l)and c;an Ixi maintaincHl even though the plate resistors are made quite 
large. This matc;rially reduces the quiescent in>wer dissipation in an 
amplifier circuit, ''rubes that operatci on time asymmetrical waveforms 
cuin often Vx’; arranged in t.he circuit so that the tubci is cut off most of the 
time. 


Tt was pointed out in the discussion of the design process (Sec. 19*1) 
that efficient power-supply design requires careful consideration of 
multi-bus su|)j)li(^s, the use of available direct current for the tube heaters, 
and a careful analysis of the minimum regulation required. 

Suhai^sem.bhj Design. — FiXpei-itmce at the Radiation T.taboratory has 
shown that a very profitable approach to lightweight design is careful 
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use of the subassembly technique. The approach to this problem has 
been made in two rather different ways, both based on. the use of minia- 
ture and subminiature tubes and very small components. Neither of 
these techniques is much beyond the development stage, but prototype 
models employing them have been built and show great i^romise in 
reducing the weight and space of most units. 

Figures 19*15 and 19*16 are illustrations of the “ circuit-within-a-tube ’’ 
approach to subassembly design. The advantages of this type of con- 
struction are many fold. The unit can easily be hermetically scaled; 
replacement of the circuit is very simple; and the performanc‘-e of the 
circuit can be held to close tolerance. Hermetic sealing is advantag(a>iis, 



Fig. 19*16. — Twin-T subassembly. 


since the individual components are not required to operate ov(^r the: 
wide temperature and humidity range to which the comphite unit is 
subjected.. By filling the envelope with a dry inert gas sucli as lu'liuin, 
heat dissipation is facilitated, leakage is reduced to the minimum, and 
the possibility of voltage breakdown when the unit is operated at higli 
altitudes is minimized. Such a unit is changed with the same eas(> tha t 
an ordinary tube is changed. Hence this type of construction inci'cuisf'.s 
the serviceability of the unit. By adjusting the values of the comixmmitH 
to match the characteristics of the tube, during the subassembly fal)rica- 
tion, the performance of the circuit can be held to much closer toleramu H 
than if this type of construction were not employed. Idie price, of 
course, for this advantage is the increased cost of the suliasscunhly ; no 
attempt is made by the repairman to service the subassembly itscdf 

The unit shown in Figure 19*16 is a twin-T filter. Thl unit was 
produced m very large quantities for use in an amplifier of sixuvial design 
that was part of an airborne radar system. The bandpass and attenua- 
tion characteristics of the twm-T filter were very critical, and It would 
impossible to guarantee satisfactory operation of tlie unit in 
which the twin-T was employed had this type of construction not Ixxm 
used. By dividing the series and shunt resistances into iiairs, nontnx'- 
cision parts were employed, the padding resistor being selected to eom- 
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pensate for the tolerance in the associated resistor. This is an illustration 
of application of this type of construction to obtain performance within 

very close limits while using components that are not held within close 
limits. 

Another type of construction that holds great promise by reducing 
the unit size and weight is illustrated in Figs. 19-17 to 19-19. The unit 
shown is an experimental airborne navigational range unit. It contains 
50 tubes, weighs 18 lb, and is approximately 12 by 10 by 8 in. The 
details of the subassembly construction are shown in the figures. This 



U)-17. Airl)<)rn« naviKat.ional nuiKo unit TwiiiK Mubfu-SHOinbly nards. 


typ(‘ of siibass(‘rnbly has most of th(^ adva,ntages, except hermetic sealing, 
of tiu' sul)ass(‘ti)bly imdhods dis(aiss(Ml above; it has the additional 
advatntag(‘ ot lit'ing eonsi<U;rably more (l('xil)le, since larger circuits can 
b(' built on one suliasstunlily. liy building a c,omplete functional circuit 
on one subassembly, stray c.apa(‘.ity is rtyluced to the very minimum; 
lurncc^ maximum power efficUmey is olitiiimHl liy us<i of larger plate resistors. 
In tlu^ unit (hn.t is takem as a,n exampk^ of this ty})e of (umstruction, the 
sul)ass(vmbli{‘s are lu'ld l)y groovcsl su])poi‘t guides; the dust cover keeps 
the subassembly {dug mated wit.h tlui chassis socket. The principal 
adjustnuuits are <uth(‘r on th(‘ front, pam^l or on one sidcb easily accessible 
lor ma,int(‘nan(;e or operat ion. Since' all of the int(‘rcircuit wiring passes 
through th(^ coniuud.ors underiuuith tli(* chassis, this type of construction 
is admirably suit.(Ml tor th(v inclusion of many t('st points. Figure 
19-20 is a l)lock (liagram of t.he complete unit Mach of the various 
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blocks is a separate functional circuit. Figures 19-21 and 19-22 show 
the circuit and layout of one of the subassemblies. 

The unit is made very compact by holding the tubes with clips rather 
than tube sockets and by mounting all of the ‘Targe” components on 
one side of the terminal strip and small components on the other side. 
This permits the terminal strips to be stacked very closely together on 
the chassis. 



Fig. 19-18. — Details of subassembly constiuction. 

The principal disadvantage of this type of construction is the large 
number of connectors that are used. Completely suitable connectors are 
not commercially available. However, this type of construction is very 
promising, and it appears to be fundamentally sound. It is admirably 
suited to both production and maintenance, since the subassembly 
construction permits multiple independent fabrication and very easy 
replacement of malfunctioning units. 

19-11. Lightweight Mechanical Assemblies.^ — The following discus- 
sion is concerned with lightweight mechanical assemblies used in radar, 
radio, and other electronics equipment. In many cases well over half 
of the weight of a radar set is taken up by mechanical assemblies such 

^ Section 1911 is by A. C. Hughes, Jr. 
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as revolving scanners, gear trains for scope indicators, servo gear trains 
in general, and azimuth and range dials, counters, etc. 

One of the simplest rules in designing lightweight equipment is 
to specify light materials such as alloys of magnesium and aluminum. 
1 hese lightei metals cannot replace steel and brass completely, since 
shafting, beaiings, some geais, cams, and general wearing surfaces may 
lequiie the heaviei metals, but framework, castings, brackets, covers. 



I' Hi. lU-19. Dotiuilw of subais.s(!inl)ly (loii.slnml.ion. 

spaecu-s, haiuih's, crunks, some gears, ehiissis (h'cks, etc,., l)(>. made 
from lighb'r mt'tiiLs with upiiriMdubh^ savings in wi'ight. 

dMiere iin* two wt^ll-known factors that riajuini <^a.r<'ful aXtiinition when 
light mc'.tals arc; us(*(l in (unijunction with hea,vy ivKd.afs -tlie dilTerence 
in coefficient of Iin<*ar (‘xpansion and (‘hud.rolysis. 

Wlu're fiun-e are many parls a,nd tlie dt‘sign is <u>m])li(ui,t(ul, woochm 
mockups or cardlioard inoik'ls juv valua.bl(^. Seeing (rlui design in tliree- 
dinumsional solid jiimu's is V(‘ry hc;Ij)tu! in making i.lie assemlily compact. 

Figun* shows an e.xamjile of mechanical d(‘sign of rath(>r high 

spac.e-us(u d(‘vice shown (uinsisf.s of a conslanf, -sliced motor, 

speed-rediHung g(‘ar unit, a, slip clutch, and two potentionndrrs. BetAveum 
the two potentiomc'tin’s are an (nul-nd-urn torsion s])ring, a mechanical- 
end stop, and a cam and iiush rod to opcnuitn a. limif. switch. The unit 
weighs 32 oz and is 2 by -1 liy 5| in. in size. 
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As the density rises, maintenance and replacement become more 
difficult. Subassembly methods of construction tend to alleviate those 
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Fig. 19-20. — Block diagram of airborne navigational range unit. 
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difficulties for mechanical assemblies as well as for electrical assemblitks. 
A mechanical subassembly is usually thought of as a group of parts 
having no permanent mechanical connection to any other mec.hanical 
parts or group of parts. Since mechanical assemblies in electronic 
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equipment are usually closely related to one circuit, usually an electrical 
subassembly in itself, it is often convenient to make the mechanical 
assembly and the circuit one subassembly. Figure 19-24 shows an 




Ficj. l()-2U. — SubasHombly of 20-ko o.soillak)!-. 


1S)-2S. LiKlit.woiKlit nu^chuiiioa! aHHoinbly. 

experimental meeha-ucial Kubassembly an<l (ikkrtrical sul)asH(mil)ly mount- 
ing card joirual in this manner. 'The saving in spae(‘, wire, and connectors 
is ax)pixiciable. Klectri(ail i)arts can be litbul into v'oids and spaces of the 
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mechanical unit that would otherwise not be filled. Connector problems 
and the weight of connectors may be avoided by wiring all the parts of a 
mechanical unit directly into the electrical unit of the same subassembly. 
Where mechanical units are subassemblies by themselves, it is an advan- 
tage to have them automatically plug-in as they are fastened into place. 

19-12. Summary,— The importance and use of specifications are 
discussed. The fundamentals of temperature-rise analysis are reviewed 
and equations for the cooling of open and closed apparatus by convection 
and forced circulation are included. A systematic design procedure and a 
check list of design factors are described. Frequent reference to this list 
is made in other chapters. The design and construction of lightweight, 



Fig. 19-24. Mechanical and electrical subassembly. 


minimum heat-dissipation electronic apparatus is treated. Important 
points covered include the following: the use of both mechanical and 
electrical subassemblies; reduction of heater dissipation; reduction of 
plate voltages; normally-off operation of tubes; reduction of voltage- 
divider dissipation, provision of separate regulated screen voltages; use 
of the minimum amount of voltage-supply regulation; and elimination of 
excess stray capacitance, thereby allowing load impedances to be increased 
without loss of bandwidth. Design and construction differences between 
laborator}' and commercial or military apparatus are briefly considered. 
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Modulator equating circuits, 514 
Modulators, 53, 375-386 
condenser, 44, 57, 516 
switch-type, 43, 379 

Monitor, TRE general-purpose, 652-657 
Mo rack, M. M., 409 

Motor temperature, measurement of, 
460 

Motor tinu': constant, 461 
Motors, 38(1400 

fi-c, relay control ot, 445 

satur!>l)le reactor control of, 440 
vjicuuni-t.ulx^ control of, 437 
R-35, lOlinco, 414, 471 
B-50, Elin<x>, 119 
CK-1, H(>ndix-Pionf‘('r, 449 
CK-5, Ben<lix-Pionc(‘r, 392, 479 
Crosley Dynat.rol, 450 
d-c, control of, 400 
relay control of, 427 
thyratron control of, 405-417 
va,c\uun-t.ub<‘. c.ontrol ol, 417—427 
Diehl, 391 

for cont rol, tul)k' of. 425 

fiel<l-<'ont rolled, 389, 423 
FPE 25-9, l>u4d, 437 
impulsi', 149 
measurcincnt. of, 452 
NSH-P2, Bodine, 420 
permHn<'n(-magn(‘t, 389 

PM-1~M, 114 
reimlsion, 393 
s(‘ri<‘S, 3H«S 
shadt'd pole, 393 
.sluint, 389 
Hingl<'-phas(', 393 
Hplit-phnse, 393 
.s]:)lit“.seri<*s, 3H8 
con t rol of, 4 18 
449 

Kym*hronous, 392 
t vvaj-jihasii irHluctiou, 390 
univ»‘rs!il, 393 
M(»ur.e, W., 370 
Moyer, E. E., 101 


Multiplication, 32, 48—60 
by integration, 56 
mechanical methods of, 59 
nonlinear methods of, 55 
based on Ohm’s law, 58 
Multipliers, 48 

electrodynamometer, 57 
linkage, 59, 60 
probability, 59 
sector, 59 

time coincidence, 59 
Multivibrator, delay, 591 
Mu-Switeh Company, 404 
Muter Corporation, 369 

N 

Navy Bureau of Ships, 658, 664 
Navy Department, Bureau of Aero- 
nautics, 617 

Networks, parallel impedance, addition 
using, 32 

Nichols, N. B., 272, 291, 353, 354 
Nilsen Company, P. J., 370 
902 cathode-ray tube, 577 
Nonlinear elements, 55 
construction of, 91 

Nonlinear hinctions with simple ele- 
ments, 93 

Nonlinear DIechanics, 355 

Nonlinear methods of multiplication, 55 

Nonlinear positioning, 372 

Nonlinearity in servo systems, 350 355 

NSH-12 motor, Bodine, 420 

Nyquist, H., 295 

Nyquist diagram, 270 

O 

Ohm’s law, division based on, 58 
multiplication based on, 58 
102-A test set, 663 
Operational methods, 226 
Operations, grouped, 129—171 
speed of, 25 
Operators, 230 

Oregon Electronics Manufacturing C om- 
pany, 555 

Oscillation dampers, 332—341 
Oscillator circuit, 180 

use of thermistors in, 547 
Oscillators, 188, 596 

bridge, constant-voltage, 546 
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Oscillators, feedback, constant-frequency, 
547 

regulated a-c, 546 
relaxation, 356 
timing, 588 

200D, Hewlett-Packard, 465 
Oscilloscope, cathode-ray, 576 
E, 664 

general-purpose, 657 
TS 239 /UP, 657 

for potentiometer testing, 647—652 
Q (see Q oscillloscope) 

TS-34/AP, 611-617, 664 
TS-34A/AP, 611 
TS-IOO/AP, 626-635 
TS-262A/TPS-10, 663 
Oster, John, Mfg. Co., 426 

P 

PI cathode-ray tube screen, 578 
P4 synchroscope, 595-602 
revised model, 663 
P4-E synchroscope, 663 

high gain video amplifier for, 600, 663 
P5 cathode-ray tube screen, 578 
P7 cathode-ray tube screen, 578 
Pll cathode-ray tube screen, 578 
Papalexi, N., 355 
Parabolic-waveform method, 144 
Parameters, nondimensional, 244 
relational, 244 
Pearson, G. L., 504 
Performance analysis, 185 
Perkins, G. S., 356 
PH variable trigger-delay unit, 659 
Phantastron, 591, 652 
Phase advance, 322 
Phase detectors, 375—386 
Phase discrimination, 47 
Phase function, 267 
Phase margin, 298 
Phase-margin diagram, 317 
decibel, 310, 328 
Phase shifting by feedback, 150 
Phase-shifting condensers, 370 
Phase system, minimum, 293 
Philharmonic Radio Corporation, 602 
Phillips, R. S., 321 
Pitometer Log Corporation, 489 
Pitot marine log system, 488 
Plan-position indicator (see PPI) 


PM-l-M motors, 414 
Pneumatic devices, 397 
Porter, A., 357 

Potentiometer testirxg, oscilloscope for. 
647-652 

Potentiometers, 48, 55, 91, 183, 367— 
369, 461 
cascaded, 93 
cosine. 111 
ganged, 93 

linear, curve fitting with, 95 
loaded, 94 

analysis of, 95 
RL-270, 369 
RL-274, 369 
sine, 55, 111, 162 
RL 11-C, 465 
RL 14, 112 

Power-control circuits, full-wave and 
half-wave, comparison of, 401 
Power control elements, 519—522 
Power devices, 386-400 
Power dissipation, reduction of, 26, 27 
Power supply, 602, 610, 617, 626, 651 
PPI with range and azimuth markers, 175 
PPI follow-up servo, 471—475 
Precision, 22 
Preisman, A., 355 
Probability multiplier, 59 
Probe, cathode-follower, 586 
electronic, 662 
voltage-divider, 586 
CAOR-62142, 664 
Puckle, O. S., 580 
Pulse counts, addition of, 40 
subtraction of, 40 
Pulse digital computers, 40 
Pulse generators, video, 593 
Pulse test equipment, 573—664 

development and design of, 573-593 
practical designs for, 594-664 

Q 

Q oscilloscope, TON-IBL, 657, 664 
TON-IGA, 657, 664 
Quantity, representation of, 27—31 
Quinn, C. E., 514 

R 

Radar beacons, AN /CPN-3, test 

equipment for, 657 
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Radar beacons, YJ, test equipment for, 
657 

YM, test equipment for, 657 
YK, test equipment for, 657 
Radar mile, 590 
Ibular t<*t ecpiipuu'nt, 573 
charjicteristics oC, 576-593 
lia<Iar It'st oscalloseop*; designs, practical, 
594 664 

Ibular 1 raining dcn'iee, 190 
liiular yard, 590 
lliuliation, 674 

Radio <4orj)orni ion of America, 516 
Range ealiiirator, II, 664 
III, 635 641 
Range ein'iiit, 617, 623 
Range Heop(‘, 256 A, 617 
256 II A/H, 6>17 626 
Rayllu'on Maiuii’uefuring Company, 540 
RHIMWOHmolor, noltz<M' ( 'nbot, 390 
A'f'-ditTerent ialor, eatliocU^-follower type, 
70 

feedl>aek amijliih'r, 65 
IH' feedhuidc, velocity wa'vo with, 487 
Hi' integrating «'ireuitH, 78 
/i7 -integrator, feeiibaek amplifier, 79 
simple, 78 

Reaef ors, saturafde, 521 
n-e eontro! with, 440 
ReetifterK, IK2 

Refer«*ii<'e l■!eMlentH, 494 507 
Ri'generntion, 82, 295 
Regulator «*ireuits, .523 570 
Regulator eontrol eleinenls, 510-522 
Regulator design. pra<’tienl, 523-570 
Regulator elements, 493 .522 
Regulator sfahitity e<ui«id(‘rationH, 533 
Ri’gulntors. 218. 235 
a-<e, sinq>h’, 52M 
Brown ?ti*rvoo»jM'rate«i, 542 
earboii pile inverter, 545 
eomhiimt itni of, 527 
emnp**nsating networkM for, 509 
etsiTeut, 193 570 
d-e, juiseellantHMlH, 567 
aimph’, 529 

design eonHidi'rations for, 523 
eli*el ronieehanieid, 54 1 
♦»li'et r« *n ie di'gein'rntivi’, 531 
glow ftjlie, 5191 
higli-vidtfige, r»tlH 
laivvmni, 562 


Regulators, mechanical degenerative, 534 
saturable transformer, 535 
servo-operated, 542 
stability of, 493 
voltage, 493-570 
. VR-tube, simple, 567 
Reich, H. J., 377, 409, 413, 451 
Relaxation oscillators, 355 
Relay, D-168479, Western Electric, 432 
type 80, 432 

Relay control of a-o motors, 445 
Representation, change of, 62, 129 
Resistors, nonlinear, 55 
Resolution, 363 
Resolver drivers, 188 
Resolver servo, 188, 475—480 
Resolver servo system, 345 
Resolvei’s, 55, 105, 162, 183, 203 
a-c, 106 
Arma, 475 
d-c, 110 

loaded-potentiometer, 164 
Response curves, nondimensional, 247 
R-f envelope indicator, 663 
Ridenour, L. N., 518 

Right-triangle solution, curve fitting 
method of, 143 
phase shift method of, 149 
squaring method of, 138 
waveform method of, 144 
RL 5 synchroscope, 663 
RIj 11-C sine potentiometer, 465 
RIj 14 sine potentiometer, 113 
RL-270 potentiometers, 369 
RL-274 potentiometers, 369 
Roberts galvanometer, 517, 518 
Robinson, G., 258 
Roots, 120, 121 
Rosenfeld, S., 516 
Russell Electric Company, 546 

S 

Sack, H. S., 494 

Sampling circuits, 507—511 

Sanatron, 653 

Sargent, W. E., 514 

Scale, change of, 61 

Scale factors, 27, 60, 130, 184 

Scarborough, J. B., 258 

Schliestett, G. V., 245, 247 

Scophony, Ltd., 425 
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Scotch yoke, 117 
Scott, G. G., 514 
Secant, inverse, 119 
Secant approximation, 102 
Sector mixltipliers, 59 
Series sources, 35 
addition with, 35 
subtraction with, 35 
Servo acceleration, 356 
Servo accuracy, 320 

Servo accuracy considerations, miscel- 
laneous, 355—361 
Servo design techniques, 221—224 
Servo experimental techniques and meas- 
urements, 451—467 
Servo figures of merit, 320 
Servo loop, data smoothing in, 347 
Servo stability, 320 

Servo-system performance, correction of 
321-345 

{See also System performance) 

Servo systems, block diagrams of, 232—234 
complete, tests of, 462—467 
nonlinearity in, 350—355 
special, 468—489 
Servo theory, 225—361 

Servomechanism design procedure, in- 
troduction and summary of, 215—224 
Servomechanisms, 23, 215 
general principles of, 215 
use of, in computers, 23 
Servos, 23, 181, 208 
acceleration, 398 

airborne radar antenna-control, AN / 
APA-46, 434 

AN/APG-5 range follow-up, 468—471 
design of, by experimental techniques, 
224 

hydraulic, 398 
instrument, 219 
nonlinear, 219 
power, 219 

PPI follow-up, 471-475 
range-tracking calibrator, 421 
resolver, 188, '475-480 
thyratron, 468 
thyratron velocity, 485 
variable-gain, 475 
uses of, 217 

velocity {see Velocity servos) 
Severinghaus, J. W., 663 
Shanely, F., 397, 404 


Sharp, H. S., 258 

Sickles circular sweep transformer, 634 
Sickles Company, F. W., 635 
Signal amplifier, 600 

Signal channel, 596, 612, 620, 628, 637, 
642, 652 

Signal Corps Payton Procurement Office, 
626, 641 

Signal input circuits, 604 
Signal mixing, 587 
Silverstat, 428 
Sine potentiometers, 162 
6AS7-G tube, 418, 520 
Size, reduction of, 26, 27 
Smith, E. S., 227-229, 247, 257, 370, 399 
Smith, F. L., 377 
Sobczyk, A., 291 
Sohon, H., 247 
Sola Electric Company, 540 
Space cams, 59 
Sparrow, H. T., 397 
Speed, measurement of, 458 
Square root approximation, 103 
Squares, 55 
Stability, 25, 295, 305 
servo, 320 

Stability margins, 305 
Step displacement, 235 
Stiction, 357 
Stroboscopic disk, 459 
Strobotac, 458 
Subtraction, 32, 35 

with mechanical devices, 39 
of pulse counts, 40 
with series sources, 35 
by simple vacuum-tube circuits, 41 
with synchros, 36 
Subtraction circuits, 511 
Sweep, circular, 628 
Sweep calibrator, B, 663 
B-8127, 659 
C, 661 

Sweep circuits, 599 

Sweep generator, 595, 603, 611, 614, 618, 
626, 642, 647 

Sylvania Electric Products, Inc., 595, 602 
Synchronizer, G, 658, 664 
Synchros, 49, 55, 364, 461 
addition with, 36 
subtraction with, 36 
Synchroscope, 641, 657, 659 
model, 2, 663 
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Synchroscope, model 5, 602-611 
P4, 595-602 
revised model, 663 
P4-E, 663 
RL model 5, 663 
TS-28/UPN, 657 
System equation, 236-239 
part solutions of, 258-264 
short-cut methods of, 258-264 
System performance, evaluation and cor- 
rection of, 319-361 
special problems of, 319-361 

T 

Tachometer feedback, 329-332 
Tachometer ripple, 462 
Ta(!hometer test (!ard, 458 
Tachometers, 370, 483 
commutated condenser, 76, 86, 370 
electrical, 74 
induction, 370 
integrators using, 83 
Tangent, inv<‘rse, 119 
Tangent approximation, 101 
Tape wheels, 59 

Technicuil Apparatus (Company, 634 
Telecominuiii(iation Jtesearcdi ' Establish- 
ment, 652 
T(‘l(igon, 366, 367 
Tele.plotter, 369 
T(*mi)erat,ur(! eoc'flieiimts, 33 
Tempciratun' (iotnpctnsatioii, 27 
Temp(‘ra.ture-riH(' analysis, 673 679 
T<!rman, 1<\ M., 377, 381, 451, 467 
Test ecjuipment, 573 
pulse (sec Pulse test (Hiuiprnent) 
radar (sec Radar test <‘quipment) 
video, 573 

Test equipnu'nt signal (“hanm'Is, 583 
Test oscilloH(mp(«, TS J26/AP. 641 647 
T.S 2<i2/TP8.10, 658 
T(‘st()s(dn(>seop(‘ (60A('Zj, 5 A, I, (526, 631 
Tlu'rmlsl.ors, 504 

use of, in os(4Ila,tor einaiit, 547 
HI rang(‘ ealihrator, 635 (541 
3 A Pi eatlK)d(‘-ray tul>e, 577 
3PPI eal4iod(‘-ruy tube, 577 
31)1*1 eat hod(‘-ray t ube, 578, (526, 63(5 
3KP1/IH0(5 catluxhvray (uIk', 577 
3PH1 (•athod<i-ray tube, 658 
Thyratron <-hara<it<‘riHti<‘s, 405 
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Thyratron control of d-c motors, 405—417 
Thyratron deionization time, 405 
Thyratron servos, 468 

Thyratron tubes, characteristics of, table 
of, 410 

Thyratron velocity servo, 485 
Thyratrons, 521 
Thyrite, 503, 548 
Time coincidence multiplier, 59 
Time delays, addition of, 39 
Time-interval discrimination, 47 
Time-modulation circuit, 18S), 591 
Time standards, 587 
Timing standard, 596, 604, 613, 619 625 
642 ’ 

Tolerances, 21-23 
definition of, 22 

TON-IBL Q oscilloscope, 657, 664 
TON-IGA Q oscilloscope, 657, 664 
Torque, measurement of, 456 
Torque Amplifier, 443 
Torque Unit, 443 
Tracking, 174 

Transconductancc! l)ridge, 532, 570 
Transftu- functions, 230-232, 266 
feedback, 230, 26(5 
Transfer locus, 270 
Transformatkms, 157-171, 226 
bipolar to rectangular, 169 
coordinate, 477 
Fourier, 231 
Tjaplace, 226 

mathematical expression of, 158 
polar to rectangular, 160 
rectangular to polar, 160 
special coordinu,t(s, 165 
Transformers, Hatural)le,, 440 
Sickles c,ircula,r sw(‘ep, 634 
Transient analysis, 225 -265 
Transmission ratio, 230 
Transient error, correetiou of, 340 
TR,K g(meral-purposc^ monilor, (552~(5r)7 
Triangle solution, curve- fitting imfiliods 
for, 143 
// + B, 40 
phascvsliift, 149 
Triangle solver, 189 
algebraic., 1 37 
parabolic-Kwe(q), 139 
'Priangle solvc.r, pliase-Hhift, 182 
usitjg resistaxuio squaring and bridge, 
139 
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Triangle solving using electronic multi- 
plication, 140 

Trigger-delay unit, variable, model PH, 
659 

Trigger generator, 587, 596, 604, 619, 
628, 637, 642 

Trigonometric functions, 55, 104-120 
inverse, 118 

TS-28/UPN synchroscope, 657 
TS-34/AP, oscilloscope, 611—617, 664 
TS-34A/AP, oscilloscope, 611 
TS-51/APG-4 test set, 663 
TS- 100/AP, oscilloscope, 626-635 
TS-102/AP crystal-controlled range mark 
generator, 662 

TS-126/AP test oscilloscope, 641—647 
TS-239/UP general-purpose oscilloscope, 
657 

TS-262/TPS-10 test oscilloscope, 658 
TS-262A/TPS-10 oscilloscope, 663 
Tube, cathode-ray (see Cathode-ray 
tube) 
glow, 495 

reference, Victoreen filament-type, 502 
6AS7-G, 418, 520 
VR (see VR tube) 

Tuning forks, 548 
II range calibrator, 664 
2API cathode-ray tube, 577, 611, 641, 
657 

200D oscillator, Hewlett-Packard, 465 

256— A range scope, 617 

266-B A/R range scope, 617—626 

U 

United Cinephone Corporation, 626 
U.S. War and Navy Departments, 663, 664 

V 

Vacuum-tube control of a-c motors, 437 
of d-c motors, 417—427 
Vacuum tubes, thermionic, as reference 
elements, 506 
Van der Pol, B., 355 
Van Driest, E. R., 247 
Variable gear ratio, 59 
Variables, interchange of, 20 
Variation, definition of, 22 
Varigear, 59 


Varistor, Western Electric, 503, 548 
VCR-97 cathode-ray tube, 652 
Vectors, two-dimensional, 157—171 
Velocity error coefficient, 463 
Velocity servo, 199, 205, 220, 480-489 
with a-c amplifi[er, 487 
with RC feedback, 487 
Velodyne, 424, 488 
Vibrator, Brown Converter, 514 
Leeds and Northrup, 514 
Victoreen filament-type reference tube, 
502 

Victoreen Instrument Company, 502 
Video amplifier, 584, 604, 610, 620, 626, 
628, 637, 642, 652 

high gain, for P4-E synchroscope, 
663 

rise time of, 584 
Video pulse generators, 593 
Video test equipment, 573 
Voltage dividers, condenser, 49 
electronically controlled, 49 
mechanically controlled, 48 
Voltage elements, constant-, 494 
Voltage level, 60, 61 

Voltage regulators, a-c, 535-541, 546-548 
d-c, 548-570 

Von ICd,rm^n, T., 258, 355 
VR tube, 495 

characteristics of, table of, 497 
internal impedance of, 530 

W 

Walter, G. E., 401 
Ward-Leonard system, 401, 437 
Waveform analysis, 574 
Waveform methods, 118 
parabolic-, 144 
Waveforms, shaped, 104 
slope of, 56 

Weight, reduction of, 26, 27, 681, 700 ■ 
708 

Weiss, H. K., 263 

Western Electric Company, 504, 548, 
611, 662 

Western Electric D-168470 relay, 432, 
445 

Westinghouse Electric Company, 428 
Weston cell, 495 
Whittaker, E. T., 258 
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Wiener, N, 350 

Williams, F. C, 332, 357, 359, 488 

Williams, J. A, 516 

Wis, W. P, 514 

Witt, A, 355 

Wtigley, W, 371 

Wood, E. F, 664 

Woodward, R. S., 257 


Y 

YJ radar beacons, test equipment for, 
657 

YK radar beacons, test equipment for, 
657 

YM radar beacons, test equipment for, 

657 



